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PREFACE 


The primary purpose ofall Navy training is to produce a victorious, 
combat Navy which can guarantee victory at sea. This victory is dependent 
upon the readiness of the personnel aboard. Each man is assigned tasks to 
perform according to the needs of the ship. This rate training manual, con- 
sisting of two volumes, is basedupon the technical tasks required of Elec- 
tronics Technicians Third and Second Class. Special efforts have been 
made to make the manual useful for the Fleet, the Naval Schools, and the 
Naval Reserve. Conscientious use of this manual and its associated en- 
listed correspondence course/functional individual training system (ECC/ 
FITS) will contribute greatly to the Navy’s ‘‘training for victory at sea.’’ 


As one of the Navy’s rate training manuals for a specific rating, this 
Manual was preparedby the Naval Training Publications Detachment, Wash- 
ington, D.C., for the Naval Training Command. Special credit is given to 
the following Commands for their reviews during the preparation of the 
manual: The Naval Schools Command, Treasure Island, San Francisco, 
Calif.; The Naval Examining Center, Great Lakes, Il].; The Training 
Command, U.S. Atlantic Fleet, Norfolk, Va.; The Training Command, U.S. 
Pacific Fleet, San Diego, Calif.; The Naval Ship Systems Command, Wash- 
ington, D.C.; and The Naval Electronic Systems Command, Washington, 
D.C. 
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THE UNITED STATES NAVY 
GUARDIAN OF OUR COUNTRY 


The United States Navy is responsible for maintaining control of the sea 
and is a ready force on watch at home and overseas, capable of strong 
action to preserve the peace or of instant offensive action to win in war. 


It is upon the maintenance of this control that our country’s glorious 
future depends; the United States Navy exists to make it so. 


WE SERVE WITH HONOR 


Tradition, valor, and victory are the Navy’s heritage from the past. To 
these may be added dedication, discipline, and vigilance as the watchwords 
of the present and the future. 


At home or on distant stations we serve with pride, confident in the respect 
of our country, our shipmates, and our families. 


Our responsibilities sober us; our adversities strengthen us. 


Service to God and Country is our special privilege. We serve with honor. 


THE FUTURE OF THE NAVY 


The Navy will always employ new weapons, new techniques, and 
greater power to protect and defend the United States on the sea, under 
the sea, and in the air. 


Now and in the future, control of the sea gives the United States her 
greatest advantage for the maintenance of peace and for victory in war. 


Mobility, surprise, dispersal, and offensive power are the keynotes of 
the new Navy. The roots of the Navy lie in a strong belief in the 
future, in continued dedication to our tasks, and in reflection on our 
heritage from the past. 


Never have our opportunities and our responsibilities been greater. 
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CHAPTER 1 


PREPARING FOR ADVANCEMENT 


This rate training manual (consisting of two 
volumes) has been prepared for men of the U.S. 
Navy, and Naval Reserve. Consientious study of 
this manual will contribute greatly to the Elec- 
tronics Technician’s ability to maintain the elec- 
tronic equipment aboard ship at maximum effi- 
ciency so that victory at sea will be guaranteed. 
The ET qualifications used as a guide in the 
preparation of the manual are those listed in the 
Manual of Qualifications for Advancement, NAV- 
PERS 18068-C forElectronics Technicians Third 
and Second Class. 


Chapters 2, 3, and 4ofthis volume cover gen- 
eral maintenance procedures, microelectronics, 
and general purpose test equipment. The remain- 
ing eight chapters deal with communication sys- 
tems. An electronic system is defined according 
to MIL-STD- 280, and the system concept is then 
used in discussing the various communication 
systems. 


Simplified block diagrams are used to show 
the relationship between the various sets, 
groups, and units that make up the systems. 
Block diagrams are also used, for the most part, 
in describing the functional operation of the units, 
assemblies, and subassemblies. The joint elec- 
tronics type designation system, and the metric 
System, are shown in appendixes I and II, 


Volume 2 of this manual discusses radar sys- 
tems and electronic navigation systems. 


The remainder of this chapter gives infor- 
mation on the enlisted rating structure, the ET 
rating, requirements and procedures for ad- 


vancement, and references that will help you, 


both in working for advancement and in perform- 
ing your duties as an ET. This includes informa- 
tion on how to make the best use of rate training 
manuals. It is strongly recommended that you 
study this chapter carefully before beginning 
study of the remainder of this manual. 


THE ENLISTED RATING STRUCTURE 


The two main types of ratings in the present 
enlisted rating structure are general ratings and 
service ratings. 

GENERAL RATINGS identify broad occupa- 
tional fields of related duties and functions. Some 
general ratings include service ratings; others 
do not. Both Regular Navy and Naval Reserve 
personnel may hold general ratings. 

SERVICE RATINGS identify subdivisions or 
Specialties within a general rating. Although 
Service ratings can exist at any petty officer 
level, they are most common at the P03 and P02 
levels. Both Regular Navy and Naval Reserve 
personnel may hold service ratings. 


THE ELECTRONICS TECHNICIAN RATING 


When you decided to become an ET, you 
Selected one of the most interesting and 
challenging fields available to men in the Navy. 
Electronics Technicians maintain electronic 
equipment used for communications, detection, 
tracking, recognition andidentification, and nav- 
igation. Advances in electronics continue to bring 
about improvements in these equipments, and 
new equipment is continually being developed. 
Thus, the ET is a keyman in our modern Navy. 

Electronics Technician rates are includedin 
the personnel allowance for practically all Navy 
ships including repair ships and tenders. Billets 
for ET3s and ET2s are also included at Naval 
communication stations, Naval air stations, 
Naval training stations, Fleet weather centers, 
and shore-based repair facilities. 

The ET rating was established in 1948, and 
includes service ratings ETR (radar) and ETN 
(communications) at the E-4 and E-5 levels. For 
advancement to ET1, you must be qualified in 
both service ratings. Navy Enlisted Classifica- 
tion (NEC) codes for the rating are listed in the 
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Manual of Navy Enlisted Classifications NAV- 
TRA 15105 (revised). The classification codes 
identify those men with special training and/or 
qualifications on equipments such as special 
radar and communications sets, secure commu- 
nications equipment, inertial and satellite nav- 
igation equipment, ground controlled approach 
equipment, tactical data systems equipment, 
electronic standards equipment, and equipment 
related to special projects. 

The ET should have a good background in 
mathematics. If you are lacking in this area, the 
mathematics training manuals Mathematics, 
Vol. 1, NAVPERS 10069-C, Mathematics Vol. 2, 
NAVPERS 10071-B, and Mathematics, Vol. 3, 
NAVPERS 10073-A are recommended. Skill in 
the use of tools and test equipment will be ac- 
quired through performance of your daily duties. 
Gaining the necessary technical knowledge and 
keeping abreast of the changes in your field will 
require reading and studying in your spare time. 

_ Upon advancement to ET3, you will be eval- 
uated on your leadership and supervisory ability 
as well as your ability to perform your technical 
duties. Study the leadership principles and tech- 
niques discussed in Military Requirements for 
Petty Officer 3 and 2, NAVPERS 10056 (revised). 

As you study material concerning leadership 
traits, keep in mind that probably none of our 
most successful leaders possess all of these 
traits to a maximum degree, but a weakness in 
some traits are more than compensated for by 
strength in others. Critical self-evaluation will 
enable you to realize the traits in which you are 
strong, and the traits which you must strive to 
improve. Leadership principles can be taught, 
but a good leader acquires that quality only 
through hard work and practice. 


SAFETY 


Before starting his first job, the ET mustbe 
aware of the hazards involved, and the precau- 
tions to be observed when working with electri- 
cal and electronic circuits and equipment. These 
precautions include the following: 


1. Precautions for the prevention of electric 
shock, such as securing power and tagging 
switches; use of shorting stick, rubber mats and 
gloves; proper grounding of equipment; and spe- 
cial precautions when working on energized cir- 
cuits, and with high voltages. 

2. Precautions to be observed when working 
aloft. These include the use of proper safety 


equipment, and guarding against electric shock, 
stack gases, and electromagnetic radiation. 

3. Precautions to be observed when using 
solvents and handling radioactive and cathode- 
ray tubes. 


In addition to the material in this training 
manual, safety procedures of importance to the 
ET are contained in the following publications: 


1. Basic Electronics, Vol. 1, NAVPERS 
10087-C chapter 

2. Basic Electricity, NAVPERS 10086-B, 
chapter I 

3. Electronics Installation and Maintenance 
Book (EIMB), NAVSHIPS 0967-000-0100, section 
3 


4, NAVSHIPS Technical Manual, NAVSHIPS 
0901-000-0000, chapter 9600 section 2, and chap- 
ter 9670 section 5. 


SEC URITY 


The security of the United States in general, 
and of Naval operations in particular, depends to 
a large extent upon the success attained in safe- 
guarding classified materials. Electronics 
Technicians maintain and repair various types 
of classified electronics equipment, and there- 
fore, have access to restricted areas and clas- 
sified information. Each ET must be diligent in 
complying with all regulations pertaining to the 
security of electronics equipment, spaces, and 
printed matter. 


Security Classifications 


Official information that requires protection 
in the interest of national defense is limited to 
three categories of classification. In descending 
order of importance, these categories carry the 
designation of Top Secret, Secret, or Confiden- 
tial. 


TOP SECRET.—Top Secret material or in- 
formation is that of which the defense aspect is 
paramount, and the unauthorized disclosure of 
which would result in EXC EPTIONALLY GRAVE 
DAMAGE to the Nation. Such grave damage might 
consist of, but is not limited to— 


1. Leading to a definite break in diplomatic 
relations affecting the defense of the United 
States, an armed attack against the United States 
or her allies, or a war 
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2. .The compromise of military or defense 
plans, or intelligence operations, or scientific 
or technological developments vital to the na- 
tional defense 


SECRET.—The classification Secret is lim- 
ited to defense information or material, the un- 
authorized disclosure of which could result in 
SERIOUS DAMAGE to the Nation, such as jeop- 
ardizing the international relations of the U.S., 
endangering the effectiveness of a program or 
policy of vital importance to national defense, 
compromising important military or defense 
plans or technological developments, or reveal- 
ing important intelligence operations. 


CONFIDENTIAL.—The use of the classifica- 
tion Confidential is limited to defense informa- 
tion or material, the unauthorized disclosure of 
which could be PREJUDICIAL TO THE DE- 
F ENSE INTERESTS of the Nation, such as: 


1. Operational and battle reports that con- 
tain information of value to the enemy 
2. Intelligence reports 
3. Military radiofrequency and call sign al- 
locations that are especially important, or are 
changed frequently for security reasons 
4. Devices and material relating to com- 
munications security 
5. Information that reveals strength of land, 
air, or naval forces in the United States and over- 
seas areas, identity and composition of units, or 
detailed information relating to their equipment 
6. Documents and manuals containing tech- 
nical information used for training, maintenance, 
and inspection of classified munitions ofwar 
7. Operational and tactical doctrine 
8. Research, development, production, and 
procurement of munitions of war 
9. Mobilization plans 
10. Personnel security investigations and 
other investigations, such as courts of inquiry, 
which require protection against unauthorized 
disclosure 
11. Matters and documents of a personal or 
disciplinary nature, which, if disclosed, could 
be prejudicial to the discipline andmorale of the 
armed forces 
12. Documents used in connection with pro- 
curement, selection, or promotion of military 
personnel, the disclosure of which could violate 
the integrity of the competitive system 
NOTE: Official information of the type de- 
scribed in items 10, 11, and12is classified Con- 


findential only if its unauthorized disclosure 
could in fact be prejudicial to the defense in- 
terests of the Nation. 


Security Areas 


The shipboard and shore station spaces that 
contain classified matter are known as security 
areas. These security areas (sometimes called 
sensitive areas) have varying degrees of secur- 
ity interest, depending upon their purpose and 
the nature of the work and information or ma- 
terials concerned. Consequently, the restric- 
tions controls, and protective measures re- 
quired vary according to the degree of security 
importance. To meet different levels of security 
sensitivity, three types of security areas have 
been established: EXCLUSION, LIMITED, and 
CONTROLLED areas. 

EXCLUSION AREA.—The cryptocenter, reg- 
istered publications issuing office (RPIO) vault, 
classified conference room, and other spaces 
requiring the highest degree of controlof access 
are designated exclusion areas. They contain 
classified matter of such nature that admittance 
to the area permits, for all practical purposes, 
access to such matter. 

Exclusion areas are fully enclosed by walls 
or bulkheads of solid construction. All entrances 
and exits are guarded, and only persons whose 
duties require access and who possess appro- 
priate security clearances are authorized to 
enter, after being positively identified. Nor- 
mally, a list of personnel authorized entry, 
signed by the CO, is posted in the area. 


LIMITED AREA.—Radio central, message 
center, relay station, transmitter rooms, and 
other communication spaces usually are desig- 
nated limited areas. 

Operating and maintenance personnel whose 
duties require freedom of movement within 
limited areas must have proper security clear- 
ances. The commanding officer may, however, 
authorize entrance of persons who do not have 
clearances. In such instances, escorts or at- 
tendants and other security precautions must be 
used to prevent access to classified information 
located within the area. 

Entrances and exits of limited areas are 
either guarded or controlled by attendants to 
check personnel identification, or they may be 
protected by automatic alarm systems. 


CONTROLLED AREA.—Passageways or 
spaces surrounding or adjacent to limited or 
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exclusion areas are often designated controlled 
areas. Although a controlled area does not con- 
tain classified information, it serves asa buffer 
zone of security restriction. Moreover, it pro- 
vides greater control, safety, and protection for 
limited and exclusion areas. 

Controlled areas require personnel identifi- 
cation and control systems adequate to limit 
admittance to those having bona fide need for 
acess to the area. 


Security Investigations And 
Clearances 


Before a person canhaveaccess to classified 
material, his character and his past must be 
checked to the extent appropriate to the sen- 
sitivity of the material he will be handling. 
Following are the two basic qualifications. 


1. He must be of unquestionable integrity, 
trustworthiness, and loyalty to the United States. 

2. He must be of excellent character and of 
such habits and associations as to cast no doubt 
upon his discretion and good judgment in hand- 
ling classified information. 


TYPES OF INVESTIGATIONS.—To deter- 
mine whether an individual meets the criteria 
for a security clearance, two types of personnel 
security investigations are made. They are the 
national agency check (NAC) and the background 
investigation (BI). 

A national agency check consists of the review 
of the records and files of several Government 
agencies to determine if any derogatory infor- 
mation exists on the individual or on an organi- 
zation to which he may have belonged. 

The background investigation is much more 
extensive than a national agency check. It is 
designed to develop information on whether the 
access to classified information by the person 
being investigated is clearly consistent with the 
interests of national security. It inquires into 
the loyalty, integrity, and reputation of the 
individual. 


TYPES OF CLEARANCES.—A personnel se- 
curity clearance is an administrative deter- 
mination that an individual is eligible, from a 
Security standpoint, for access to classified 
information of the same or lower category as 
the clearance being granted. 

Of the two types of clearances (INTERIM and 
FINAL), an interim clearance is granted as the 


result of a lesser investigative process, and 
is a method for establishing temporary eligibil- 
ity for access to certain levels of classified 
information. 

An interim clearance is granted only when 
the delay in waiting for completion of the nec- 
essary Steps for final clearance wouldbe harm- 
ful to the national interest. Procedures to effect 
a final clearance are initiated simultaneously 
with initiation of the procedures for an interim 
clearance. The only type of clearance not 
granted to military personnel is the interim 
CONFIDENTIAL. 

A final clearance is granted when it is deter- 
mined that an individual is eligible, from a 
security standpoint, for access to classified 
information of specific levels. 

Each clearance, final and interim, is evi- 
denced by acertificate of clearance. Certificates 
of clearance are made a matter of record and 
become a permanent part of an individual’s 
service record. 


Security Violations And Compromises 


No one in the Navy is authorized to handle 
any classified material except that required in 
the performance of duty. All other persons are 
unauthorized, regardless of grade, duties, or 


‘clearance. 


If it is known—or even suspected—that clas- 
sified material is lost, or is passed into the 
hands of some unauthorized person, the material 
is said to be compromised. The seriousness of 
the compromise depends on the nature of the 
material and the extent to which the unauthorized 
person may divulge or make use of what he 
learns. 

Individuals found responsible for the loss, 
unauthorized disclosure, or possible subjection 
to compromise of classified information, and 
individuals who violate security regulations, are 
promptly disciplined regardless of rank or 
position. Disciplinary action for military per- 
sonnel may include trial by court-martial. 


Accounting for and Control of 
Dissemination of Classified Material 


The control of classified material is neces- 
sary for several purposes. It must be controlled 
to limit dissemination and to prevent excessive 
production or reproduction; it must be con- 
trolled so that, when regraded or declassified, 
the holders or recipients can be ascertained 


Chapter 1—PREPARING FOR ADVANCEMENT 


and notified; it must be controlled so that the 
office or person normally responsible for its 
security can be ascertained; and Top Secret 
material must be controlled so that its location 
can be determined promptly and so that those 
who have access to its contents can be ascer- 
tained. These requirements can generally be 
fulfilled by effective supervision, conscientious 
and informed execution of personal respon- 
Sibilities, and efficient administration. In addi- 
tion, the importance of Top Secret material 
requires a formal record for hand to hand 
transfer of custody from one accountable office 
or command to another. Secret material also 
requires a record of transfer of custody from 
one accountable command to another; and for 
Top Secret material, there is a special system 
for recording those who have access to Top 
Secret material. 

The Accounting. system for an activity must 
provide readily available information on: what 
classified material it has received, what classi- 
fied material it has produced, who has custody 
of a particular Top Secret document, and what 
disposition has been made of Top Secret and 
Secret material. 

When military or civilian personnel resign 
or are to be Separated from the Naval Establish- 
ment or released from active duty, all classified 
material held by them shall be turned in to the 
source from which received, to their command- 
ing officer, or to the nearest naval command, as 
appropriate, prior to delivery of final ordersor 
separation papers. In addition, any personin the 
Naval Establishment about to be relieved must 
deliver to his successor all classified material 
in his custody. Appropriate receipts must be 
completed covering as aminimum all TopSecret 
material. 

Persons in command are responsible for con- 
trolling the dissemination of classified informa- 
tion emanating from or distributed within their 
commands. They are also responsible for the 
promulgation of additional directives that may 
be required to prevent unauthorized dissemina- 
tion of information under their control. Classi- 
fied material must not be removed from a 
command without the specific permission of 
the commanding officer or his authorized 
representative. 

The dissemination of classified material is 
limited to those persons whose official duties 
require them to have knowledge or possession 
of such material. Responsibility for determining 
whether a person’s official military or other 


governmental duties require that he possess or 
have access to any classified information and 
whether he is authorized to receive it rests upon 
each individual who has possession, knowledge, 
or command control of the information involved, 
and not upon the prospective recipient. These 
principles are equally applicable whether the 
prospective recipient is an individual, a U.S. 
military command, a defense contractor or 
another federal agency. In the case of a foreign 
government there is the additional requirement 
for written authorization from the Chief of Naval 
Operations. 

Classified information must not be disclosed 
over telephones because of the insecurity due to 
executive cut-in, phantom voice interception, 
microwave transmission intercept, and wire- 
tapping. Telephones located in sensitive areas 
must be provided with a means of complete dis- 
connection such as a plug or jack arrangement 
if they are to be considered safe. Intercom sys- 
tems located in sensitive areas must be confined 
to the sensitive area. 

From a security viewpoint, the printing, 
duplicating or reproduction of classified mate- 
rial poses many problems; it contributes to the 
increasing volume of classified material; it 
permits quick and easy production of uncon- 
trolled material containing classified informa- 
tion; the equipment or processes require care 
or special procedures to prevent or eliminate 
latent impressions or offset versions of the 
classified information; and a quantity of excess 
and waste material is produced which can also 
contribute to compromise of the classified 
information. 

Classified material may be produced or re- 
produced, however, when authorized by appro- 
priate authority. Classified material produced 
or reproduced by any means must be recorded, 
and samples, waste or overruns resulting from 
the reproduction process must be safeguarded 
as specified in the Department of the Navy 
Security Manual for Classified Information, 
OPNAV Instruction 5510.1 series. 


Transmission of Classified Material 


Classified material must be safeguarded dur- 
ing transmission from one place to another as 
well as when held within a command. Dueto the 
very nature of the problem, compromise or loss 
is more probable during transmission than at 
any other time. For this reason, specific rules 
ensure maximum security consistent with the 
need for rapidcommunication of the information. 
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Top Secret material may not be sent through 
any postal system, United States or foreign. It 
may be transmitted only by one of the following 
means: 


1. Direct personal contact of military per- 
sonnel (E-7 or above) and U.S. civilian employees 
(GS-7 or above) who have been cleared for access 
to Top Secret information. Military personnel 
(E-5 and E-6) and U.S. civilian employees (GS-5 
and GS-6) who have been cleared for access to 
Top Secret information may transmit between 
Department of Defense elements located in rela- 
tive close proximity to one another, provided the 
transmission is accomplished (begun and com- 
pleted) during normal daytime duty hours onthe 
same day. : 

2. Armed Forces Courier Service 

3. Electric means in encrypted form 


Secret and Confidential material may be sent 
by any of the methods authorized for transmitting 
Top Secret material, or by U.S. registered mail. 

The foregoing rules apply only within the 
continental United States. When the national 
borders must be crossed, the rules are modified 
Slightly. Secret and Confidential matter can be 
transmitted by U.S. registered mail provided it 
stays within U.S. military postal channels. Within 
the continental U.S., Canada, and Alaska, Secret 
and Confindential may be sent by registered 
mail with registered mail receipt. 

Commanding officers are authorized to 
establish systems for transmitting classified 
material within the confines of their commands. 
Such systems must ensure that: 


1. Top Secret material always is controlled 
by Top Secret control officers. 

2. Personnel transmitting the classified ma- 
terial have security clearances for the highest 
category they are allowed to handle. 

3. Personnel whose primary duties entail 
transmission of classified material are author- 
ized in writing for such duties. 

4. All personnel entrusted with transmitting 
classified material are instructed properly con- 
cerning their duties. 


Transmission of classified material to De- 
partment of Defense contractors must meet the 
following conditions: 


1. The contractor must have an appropriate 
clearance. 


2. The releasing activity having cognizance 
over the contract or program under which the 
classified material is being released must deter- 
mine that the contractor has a ‘‘need to know’’. 

3. The recipient of the classified material 
must have the ability to physically safeguard 
the material. 


Stowage of Classified Material 


All classified matter not in actual use must 
be stowed in a manner that will guarantee its 
protection. The degree of protection necessary 
depends on the classification, quantity, and scope 
of the material. 

A numerical evaluation system has been de- 
veloped for determining the relationship between 
the security interest and the level of protection 
required. The more secure the stowage facil- 
ities, the higher the numerical values assigned. 
Table 1-1 shows the numerical values required 
for quantity and type of documents of each clas- 
sification. Table 1-2 is a guide for evaluating 
stowage facilities. Both of the tables must be 
used together. ; 

Assume that a ship stows plain language 
translations to encrypted messages in a metal 
container with attached keylock in the crypto- 
center. Visitors are not allowed in any of the 
communication spaces. Only cryptographers 
may enter the cryptocenter itself or remove 
anything from its safe. The cryptographer on 
watch acts as a guard in attendance at the con- 
tainer. From table 1-2 a numerical value may 
be assigned to these facilities as follows: 


Value 
Sheltered aboard acommissionedship.. 25 
Stowed in metal container with attached 
high security key padlock.......... 5 
Military guard in attendance at con- 
tainer ........00. ere or _60 
Mo) 1 a ce ae 90 


From the graph in table 1-1 it can be seen 
that stowage facilities with a numerical value 
of 90 are secure enough for everything but large 
quantities of Top Secret equipment and large 
quantities of Top Secret documents covering a 
broad scope. 

Keys or combinations to safes and lockers 
containing classified material are made avail- 
able only to persons whoSe duties require access 
to them. At least every 12 months keysor com- 
binations must be changed. They also must be 
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Table 1-1.—Numerical values required for classified material 


SECURITY OF MATERIAL IN STORAGE 


CLASSIFICATION 0 


CONFIDENTIAL 


0 20 


ONE DOCUMENT (ANY NUMBER OF COPIES) 
SAMPLE QUANTITIES OF EQUIPMENT 


MODERATE QUANTITIES OF DOCUMENTS 
OR EQUIPMENT 
LARGE QUANTITIES OF DOCUMENTS, LIMITED SCOPE 
LARGE QUANTITIES OF EQUIPMENT 
LARGE QUANTITIES OF DOCUMENTS, BROAD SCOPE 


SECRET 


ONE DOCUMENT (ANY NUMBER OF COPIES) 

SAMPLE QUANTITIES OF EQUIPMENT 

MODERATE QUANTITIES OF DOCUMENTS 
OR EQUIPMENT 


LARGE QUANTITIES OF DOCUMENTS, LIMITED SCOPE 
LARGE QUANTITIES OF EQUIPMENT 


LARGE QUANTITIES OF DOCUMENTS, BROAD SCOPE 


TOP SECRET 


ONE DOCUMENT (ANY NUMBER OF COPIES) 
SAMPLE QUANTITIES OF EQUIPMENT 


MODERATE QUANTITIES OF DOCUMENTS 
OR EQUIPMENT 


LARGE QUANTITIES OF DOCUMENTS, LIMITED SCOPE 


LARGE QUANTITIES OF EQUIPMENT 
LARGE QUANTITIES OF DOCUMENTS, BROAD SCOPE 


changed whenever any person having knowledge 
of them is transferred from the organization, 
and at any time the keys or combinations are 
suspected of being compromised. A key padlock 
should also be changed whenever a key is lost. 

Any time discovery is made of an unlocked 
and unattended safe or cabinet that contains 
classified material, report the condition im- 
mediately to the senior duty officer. Do not 
touch the container or contents, but guard them 
until the duty officer arrives, The duty officer 
then assumes responsibility for such further ac-~ 
tions as locking the safe, recalling the respon- 
sible persons, and reporting the security viola- 
tion to the commanding officer. The custodian 
must hold an immediate inventory of the contents 
of the safe and report any loss to the command- 
ing officer. 


Destruction of Classified Material 


Classified material that is not required must 
not be allowed to accumulate. It must either 
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be sent to stowage at a naval records manage- 
ment center, or it must be destroyed. Classified 
documents are destroyed by burning, pulping, 
pulverizing, or shredding. Burning is the method 
used most commonly in the fleet. When destruc- 
tion is accomplished by means other than burn- 
ing, the residue must be inspected to ensure 
complete mutilation. 

When classified papers are burned, the de- 
struction must be witnessed by two commis- 
sioned officers. If sufficient officers are unavail- 
able, warrant officers, enlisted men (E-7 or 
above), or U.S. civilian employees in grade GS-7 
or above may witness the burning, provided they 
are cleared for at least the highest classifica- 
tion of material being destroyed. If none of these 
personnel categories are available, a mature and 
reliable enlisted man in pay grade E-5 or E-6, 
or a U.S. civilian employee in grade GS-5 or 
GS-6, may be designated asa witnessing official. 

Destruction of classified matter falls into two 
categories, routine andemergency. Destruction, 
when authorized or ordered, must be complete. 
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Destruction of superseded and obsolete classi- 
fied materials that have served their purpose is 
termed routine destruction. Emergency destruc- 
tion of classified material is authorized when 
there is danger of the material falling into 
enemy hands. 

The most efficient method of destroying com- 
bustible material is by burning. It is likely that 
as an ET 3 or 2youmaybe called upon to assist 
in burning classified material. Every member of 
the burn detail should know exactly what isto be 
burned and should doublecheck each item before 
it is burned. To facilitate complete destruction 
of bound publications, tear them apart, crumple 
the pages, and feed the pages tothefire a few at 
a time. If burn material is carried in a bag that 
is not to be burned, turn the bag inside out to 
make certain every piece of paper is removed 
and burned. All material must be watched until 
it is completely consumed. The ashes must be 
broken up and scattered so that no scraps escape 
destruction, 

When no incinerator is available, which often 
is true aboard ship, classified material may be 
burned in a perforated metal drum or container 
with a cover of wire netting. Care must be taken 
to prevent the classified material from being 
carried away by the wind. As destruction is ac- 
complished, a list is made of the material that 
has been destroyed. Informing higher authority 
of exactly what material has been destroyed is 
second in importance only to the actual destruc- 
tion. 

Emergency destruction of classified mate- 
rial is authorized any time it is necessary to 
prevent its capture by an enemy. On board ship, 
classified material is not subjected to the same 
risks as on land. If ashipisin danger of sinking 
or is severely disabled, however, action is taken 
in accordance with the ship’s emergency de- 
struction bill, the execution of which is an all- 
hands evolution. 

This bill details the method and the order of 
destruction of classified matter. 

Cryptographic (crypto) material has the 
highest priority for emergency destruction. 
Insofar as humanly possible, it must not be per- 
mitted to fall into enemy hands, After crypto- 
material is destroyed, noncrypto communica- 
tions material by order of classification 
beginning with the highest classification is de- 
stroyed, then other classified material in the 
following order: 

1. Classified material pertaining to future 
plans and operations. 


2. Classified material pertaining to stand- 
ing, operating, or tactical procedures. 

3. Equipment of a classified nature, to- 
gether with pertinent technical, descriptive, and 
operating instructions 

4. Remaining classified material. The 
order of destruction to follow classification; the 
highest classified material being destroyed first. 


When it is necessary to dispose of equipment 
that must remain classified, destruction shall be 
accomplished by any means that will prevent re- 
cognition and reconstruction or by jettisoning in 
random water areas of at least 1000 fathoms 
depth. This does not apply to crypto equipment. 
Special instructions are issued for this equip- 
ment, 


Command Security Programs 


Security is a means—not an end. Regulations 
that govern the security of classified material 
are comparable to electronic safety regulations. 
They do not guarantee protection, and they do 
not attempt to meet every Gonceivable situation, 
If strictly adhered to, however, they will pro- 
vide a satisfactory degree of security. 

To ensure that the required security meas- 
ures are implemented, each command form- 
ulates written security procedures to reflect the 
command’s particular requirements, These se- 
curity procedures specify what is to be done, how 
it is to be done, who is to do it, and who is 
to supervise it. 

In order that classified information may be 
controlled with maximum efficiency, the com- 
manding officer or officer in charge of each 
command designates an officer to act as the 
CLASSIFIED MATERIAL CONTROL OFFICER, 
In commands that initiate, receive, or process 
top Secret documents, he appoints a TOP SE- 
CRET CONTROL OFFICER. When an activity 
possesses crypto material, the CO names a 
CRYPTOSECURITY OFFICER, In addition, cer- 
tain commands may designate a SPECIAL SE- 
CURITY OFFICER. 

In performing his duties, the classified ma- 
terial control officer— 


1, Serves as the commanding officer’s ad- 
viser and direct representative in cases per- 
taining to security of classified material 

2. Assures that all persons who are tohan- 
dle classified information are properly cleared 
and instructed. The clearance status should be 
recorded and be accessible for verification 
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Table 1-2.—Table of numerical equivalents 


Element of Security 


1. Stowage Areas: 


a. 


b. 


Security Fences: 
(1) Classified area surrounded by a security 
fence with all gates secured or con- 


Protective Lighting: 
(1) Security areas lighted by protective 


co. Building or Ship:* 


(1) Conventional frame or good quality 
temporary structure_-_-_-_.----------- 
(a) Controlled areas within---.-__-- Soe 
(b) Limited areas within..._........- 
(c) Exclusion areas within.._....---- 
Masonry or steel structure with sub- 
stantial partitions, floors and ceilings (in- 
cluding magazines)..........-------- 
(a) Controlled areas within. _._..._-- 
(b) Limited areas within__._.._._.__- 
(c) Exclusion areas within. .__.___--- 
Aboard a Commissioned Ship..______- 
(a) Controlled area____-_...-------- 
(b) Limited area_____._..._---------- 
(c) Exclusion area...__._..--------- 
“In Service’ or MSC chartered vessel_ 
(a) Controlled areas within. ._.._._-- 
(b) Limited areas within........_.__- 
(c) Exclusion areas within. ._.-.---_- 


(2) 


(3) 


(4) 


2. Stowage Containers :** 


a. Metal, keylock (built-in)_.._.......-_--- 
b. Metal, key padlock (attached)_.........- 
co. Metal, high security key padlock (at- 

tached) :22)22s2 cee eeu dee sd 
d. Metal, combination padlock (attached)___- 
e. Metal, high security combination padlock 

(attached) _........-.------------------ 
f. Metal, combination lock (built-in) _____-__- 
g. Strongroom or weapons magazine -- - ----- 
h. Class C Vault___------- iGosiwetocsatioes 
i. Class B Vault.....-.------------------- 
j. Class A Vault__......-....-.-----.-.--- 
k. Class 2, approved GSA security container. - 
1. Class 3, approved GSA security container - - 
m. Class 4, approved GSA security container - - 
n. Class 5, approved GSA security container - - 
o. Class 6, approved GSA security container. - 


2 


Class 5 map and plan, approved GSA secu- 
rity container__.-......-.-------------- 


Value 


5 


* Buildings must be under U.8. Government control or if not under 
U.S. Government control the space occupied within the building must 
be at least a controlled area. 


Element of Security 


2. Stowage Containers—Continued 
q. Class 6 map and plan, approved GSA secu- 


rity container__.-.--------------------- 


3. Guarding: 
a. Supporting Guard Force: 


(1) Civilian Supporting Guard Force. --- 
(2) Military Supporting Guard Force--_-_- 


b. Guards: 


(1) Civilian Guards: 
(a) Civilian guard in general area. -_--- 
(b) Civilian guard check of container 
each hour_.__._.--..------------ 
(c) Civilian guard check of container 
each }4 hour___._---_----------- 
(d) Civilian guard in attendance at 
container___.........----------- 

(2) Military Guards: 
(a) Military guard in general area--__- 
(b) Military guard check of container 
each hour...-_-..---------------- 
(c) Military guard check of container 
each 4 hour____.__----_------- 
(d) Military guard in attendance at 
container .........--------.----- 


c. Sentry dog accompanying military or 


civilian guard____._._.-.---.----------- 


4. Protective Alarm Systems: 
a. Area Alarm System: 


(1) Make or break (electro-mechanical) 
alarm to detect entry into immediate 
OfAn tho Sees hoes es lce cee ws 23 

(2) Other alarm system to detect entry 
into immediate area 


(3) Alarm system to detect entry or 
attempted entry into immediate 
Brea oa te eta er te 

(4) Alarm system to detect entry or at- 


tempted entry and approach to im- 
mediate area ___-------------------- 


. Container Alarm Systems: 


(1) Make or break. (electro-mechanical) 
alarm to detect opening of container. - 
(2) Other alarm system to detect opening 
of container... _...-...---------.---- 
(3) Alarm system to detect opening or 
tampering with container. __--.------ 
(4) Alarm system to detect opening or 
tampering with and approach to con- 


Value 


25 


** Evaluate as indicated provided other elements in the security pro- 
gram are available to minimize the possibility of unauthorized access 
to the container. 
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3. Formulates. and coordinates security 
control measures within the command 

4. ‘Maintains a program of declassification 
and downgrading of information 

5. Prepares classification guides to aid in 
the proper classification of material originated 
within the command. Preparation of such guides 
usually is limited to shore activities 

6. Exercises security control over visits to 
and from the command 

7. Reviews proposed press releases, and 
indicates classified information that must be de- 
leted: therefrom 

8. Performs the duties of Top Secret con- 
trol officer if another officer is not so designated 


The Top Secret control officer, subordinate 
to the classified material control officer, is re- 
sponsible within the command for the receipt, 
custody, accountability, and distribution of Top 
Secret information and for its transmission out- 
side the command, In performing his duties, the 
TOPSEC control officer is governed by certain 
basic rules. He must, for instance— 


1. Avoid unnecessary dissemination of Top 
Secret information 

2. Release to a subordinate echelon only the 
absolute minimum of Top Secret information 
necessary for proper planning or action 

3. Transmit Top Secret information within 
the command by direct personal contact 

4. Maintain a continuous chain of receipts 
for Top Secret material 

5. Maintain a current roster of persons 
within the command who are cleared for access 
to Top Secret information 


Certain commands within the Naval Estab- 
lishment are designated to maintain a Special 
Security Officer (SSO), The Special Security Of- 
ficer and all persons detailed to assist him are 
granted a special clearance by the designator. 

Material intended for the Special Security 
Officer is wrapped in a double sealed opaque 
envelope. The outer container bears, the com- 
mand address, The inner container bears the 
command address, the classification of the ma- 
terial, and the notation ‘‘To be Opened Only by 
the Special Security Officer.’? Packages so 
marked are immediately delivered, with the 
inner container unopened, to the Special Security 
Officer. If the receiving command does not have 
a Special Security Officer, the inner container 
is not opened and will be marked ‘‘No Special 
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Security Officer at this Command.’’ The inner 
envelope is placed in an outer opaque envelope 
and returned to the sender via Armed Forces 
Courier Service. 

. Additional information concerning security 
is included in the Department of the Navy Se- 
curity Manual For Classified Information, OP- 
NAV Instruction 5510.1 series. 


ADVANCEMENT 


Some of the rewards of advancement are easy 
to see, You get more pay. Your jobassignments 
become more interesting and more challenging. 
You are regarded with greater respect by of- 
ficers and enlisted personnel, You enjoy the sat- 
isfaction of getting ahead in your chosen Navy 
career, 

But the advantages of advancement are not 
yours alone. The Navy also profits. Highly 
trained personnel are essential to the functioning 
of the Navy, By each advancement, you increase 
your value to the Navy in two ways, First, you 
become more valuable as a specialist in your 
own rating, and second, you- become more valu- 
able as a person who can ‘train others and thus 
make far-reaching contributions to the entire 
Navy. 


HOW TO QUALIFY. 
FOR ADVANCEMENT 


What must you do to qualify for advancement? 
The requirements may change from time totime, 
but usually you must: 


1. Have a certain amount of time in your 
preSent grade. 

2. Complete the required military and rat- 
ing manuals, and correspondence courses. 

3. Demonstrate your ability to perform all 
the PRACTICAL requirements for advancement 
by completing the Record of Practical Factors, 
NAVPERS 1414/1. 

4. Be recommended by your commanding 
officer, after the petty officers and officers su- 
pervising your work have indicated that they con- 
sider you capable of performing the duties of the 
next higher rate. 

5. Demonstrate your KNOWLEDGE by 
passing written examinations on the occupational 
and military qualification standards for advance- 
ment, 
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Some of these general requirements may be 
modified in certain ways. Figure 1-1 gives a 
more detailed view of the requirements for ad- 
vancement of active duty personnel; figure 1-2 
gives this information for inactive duty person- 
nel, 

Remember that the qualifications for ad- 
vancement can change. Check with your division 
officer or training officer to be sure that you 
know the most recent qualifications. 

Advancement is not automatic. Even though 
you have met all the requirements, including 
passing the written examinations, you may not 
be able to ‘‘sew on the crow’ or “‘add a stripe.’’ 
The number of men in each rate and rating is 
controlled on a Navywide basis. Therefore, the 
number of men who may be advanced is limited 
by the number of vacancies. that exist. When the 
number of men passing the examination exceeds 
the number of vacancies, some system must be 
used to determine. which men may be advanced 
and.which may not. The system used is the 
‘final multiple’? and: is a combination of three 
types of advancement systems. 

Merit rating system 

Personnel testing system 

Longevity, or seniority, system 


The Navy’s system provides credit for per- 
formance, knowledge, and seniority, and, while 
it cannot guarantee that any one person will be 
_ advanced, it does guarantee that all men within 
a particular rating will have equal advancement 
opportunity. 

The following factors are considered in com- 
puting the final multiple: 


POINTS FACTOR WEIGHT 
80 (MAX) Examination. Score 40% 
50 (MAX) Performance (Average 

of marks received) 25% 
20 (MAX) Total Active Service 

(1 per yr) 10% 
20 (MAX) Time in Present Grade 

(2 per yr) 10% 
15 (MAX) Awards (pts per award) 7.5% 
15 (MAX) PNA (Maximum 3 per 

exam cycle) 7.5% 
200 (MAX POSSIBLE) 100.% 


PNA (passed, not advanced) points are 
awarded as follows: A maximum of three points 
can be accrued each examination. Over five ex- 
amination cycles, a maximum of 15 points can be 
obtained. The Naval Examining Center maintains 
historical tapes on candidate PNA point awards. 
These are awarded to passing candidates not ad- 
vanced as follows: 


EXAMINATION FACTOR PERFORMANCE 
STANDING SCORE EVALUATION FACTOR 
RELATIVE RELATIVE > 
STANDING POINTS STANDING POINTS 
Exceeding 1.5 Upper 25% by 1.5 
above average peer group 
(Score in 70s) standing 
Above average 1.0 Peer group 1.0 
(Score in 60s) standing of 
26% - 50% 
Average (re- 0.5 Peer group 0.5 
mainder of standing of 
passing can- 51% - 75% 
didates) 
Lower 25% by 0.0 
peer group 
standing 


NOTE: Maximum of 3 multiple points per cycle. 


All of the preceding information (except the 
examination score and PNA points) is submitted 
to the Naval Examining Center with your exam- 
ination answer sheet. After grading, the exam- 
ination scores and PNA points for those passing 
are added to the other factors to arrive at the 
final multiple. A precedence list, which is based 
on final multiples, is then prepared for each pay 
grade within each rating. Advancement author- 
izations are then issued, beginning at the top of 
the list, for the number of menneededto fill the 
existing vacancies, 


HOW TO PREPARE 
FOR ADVANCEMENT 


What must you do to prepare for advance- 
ment? You must study the qualifications for ad- 
vancement, work on the practical factors, study 
the required rate training manuals, and study 
other material that is required for advancement 
in your rating. To prepare for advancement, you 
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+ Ht £3 | AEA tE5 | +6 tf] t £8 
REQUIREMENTS *| £1 to £2 /E2 to p3| to fe | to €5 | to FR | to £7 | to €8 | to £9 


4 mos. 36 mos. 
service— as £-6. 
SERVICE) comple. | 8 mos. | 6 mos. |12 mos.) 24 mos.) 8 years 


: : ; ; ; total | 36 mos. | 24 mos. 
tion of | aS E-2. | as E-3 | as E-4 | as E-9. enlisted | as £7. | a6 £8, 


service.| 8 of 11/10 of 13 
years | years 


Recruit total total 

Training. Class B| service | service 

cea for AGC | must be | must be 
SCHOOL — |vance up WUC, | enlisted. | enlisted. 

to 10% HNC. tt 

of gradu- 


ating 
class.) 


Record of Practical Factors, HavPers 1414/1, must be 


PRACTICAL 
FACTORS completed for E-3 and all PO advancements. 
Specified ratings must complete 
PERFORMANCE applicable performance tests be- 
TEST fore taking examinations. 


ENLISTED As used by CO Counts toward performance factor credit in ad- 


PERFORMANCE j When appruving 
EVALUATION | advancement. vancement multiple. 
, | Locally | op, ead 
** Navy-wide examinations required Navy-wide, 
EXAMINATIONS dias below. | for all PO advancements. selection board. 


Required for £-3 and all PO advancements | Correspondence 


RATE TRAINING unless waived because of school comple- courses and 


Pe WILTIG tion, but need not be repeated if identical recommended 
REQUIREMENTS] course has already been completed. See | ‘eading. See 


NavPers 10052 {current edition). aia 


AUTHORIZATION | Commanding 
Officer 


* All advancements require commanding officer’s recommendation, 

+t 1 year obligated service required for E-5, and E-G: 2 years for E-7,E-8, and E-9, 
# Military leadership exam required for E-4 and E-5, 

** For E-2 to E-3, NAVEXAMCEN exams or locally prepared tests may be used. 
{1 Waived for qualified EOD personnel. 


Naval Examining Center 


Figure 1-1.—Active duty advancement requirements, 
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E2 to 
£3 


REQUIREMERTS * 


El to 
£2 


36 nos, [36 mos.|24 mos. 
with with | with 
4 mos. | 8 mos./6 mos.|12 mos. {24 mos.] tutal | total | total 
B yrs | 11 yrs | 13 yrs 
service eo service 


TOTAL TIME 
IN GRADE 


TOTAL TRAINING 


DUTY IN GRADE t | '4 days " days 28 days 


14 oh days |28 days|/42 days |42 days 


PERFORMANCE Specified ratings must complete applicable 
TESTS performance tests before taking examination. 
DRILL Satisfactory participation as a member of a drill unit 

PARTICIPATION in accordance witn BUPERSINST 5400.42 series. 


ACTICAL FACTOR 
inGiDWNE iiaty Record of Practical Factors. NavPers 1414/1, must be completed 


REQUIREMENTS } for all advancements. 


RATE TRAINING 


MANUAL (INCLUDING Completion of applicable course or courses must be-entered 
ae aie in service record. 


Standard Exam 
required for all PO 


advancements. Standard Exam, 
EXAMINATION Standard Exam Also pass Selection Board. 
Military Leaoership Exam 
for £-4 and E-5. 


aurworization | “mancine Naval Exarining Center 


*Recommendation by commanding officer required for all advancements. 
+ Active duty periods may be substituted for training duty, 


Figure 1-2,—Inactive duty advancement requirements, 
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will need to be familiar with (1) the Quals Man- 
ual, (2) the Record of Practical Factors, (3) 
BIBLIOGRAPHY FOR ADVANCEMENT STUDY, 
NAVTRA 10052, and (4) applicable rate training 
manuals. The following sections describe them 
and give you some practical suggestions on how 
to use them in preparing for advancement. 


Quals Manual 


THE MANUAL OF QUALIFICATIONS FOR 
ADVANCEMENT. NAVPERS 18068C, gives the 
minimum occupational and military qualification 
standards for advancement to each pay grade 
within each rating. This manual is usually called 
the ‘‘Quals Manual,’’ and the qualifications them- 
Selves are often called ‘‘quals.’’ The qualifica- 
tion standards are of two general types: (1) 
military qualification standards and (2) occupa- 
tional qualification standards. 

MILITARY STANDARDS are requirements 
that apply to all ratings rather than to any one 
particular rating. Military requirements for ad- 
vancement to third class and second class petty 
officer rates deal with military conduct, naval 
organization, military justice, security, watch 
standing, and other subjects which are required 
of petty officers in all ratings. 

OCCUPATIONAL STANDARDS are require- 
ments that are directly related to the work of 
each rating. 

Both the military requirements and the oc- 
cupational qualification standards are divided 
into subject matter groups. Within each subject 
matter group, they are further divided into 
PRACTICAL FACTORS and KNOWLEDGE FAC- 
TORS. Practical factors are things you must be 
able to DO. Knowledge factors are things you 
must KNOW in order to perform the duties of 
your rating. , 

In most subject matter areas, you will find 
both practical factor and knowledge factor qual- 
ifications. In some subject matter areas, you 
may find only one or the other, It is important 
to remember that there are some knowledge 
aspects to all practical factors, and some prac- 
tical aspects to most knowledge factors. There- 
fore, even if the Quals Manual indicates that 
there are no knowledge factors for a given sub- 
ject matter area, you may still expect to find 
examination questions dealing with the knowledge 
aspects of the practical factors listed in that sub- 
ject matter area, 

You are required to pass a Navywide mil- 
itary/leadership examination for E-4 or E-5, as 
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appropriate, before you take the occupational 
examinations. The military/leadership exam- 
inations are administered on a schedule deter- 
mined by your commanding officer. Candidates 
are required to pass the applicable military/ 
leadership examination only once. Each of these 
examinations consists of 100 questions based on 
information contained in MILITARY REQUIRE- 
MENTS FOR PETTY OFFICERS 3 & 2, NAV- 
PERS 10056 and other publications listed in BIB- 
LIOGRAPHY for advancement study. NAVTRA 
10052. 

The Navywide occupational examinations for 
pay grades E-4 and E-5 will contain 150 ques- 
tions related to occupational areas of your rat- 
ing. 

If you are working for advancement to second 
class, remember that you may be examined on 
third class qualifications as well as on second 
class qualifications. 

The QUALS MANUAL is kept current by 
means of changes. The occupational qualifica- 
tions for your rating which are covered in this 
training manual were current at the time the 
manual was printed. By thetime you are studying 
this manual, however, the quals for your rating 
may have been changed. Before using any set 
of quals always check them against an UP-TO- 
DATE copy of the QUALS MANUAL, 


Record of Practical ° 
Factors 


Before. you can take the servicewide exami- 
nations for advancement, there must be anentry 
in your service record to show that you have 
qualified in the practical factors of both the mil- 
itary qualifications and the occupational qualifi- 
cations. The RECORD OF PRACTICAL FAC- 
TORS, mentioned earlier, is used to keep a 
record of your practical factor qualifications. 
This form is available for eachrating. The form 
lists all practical factors, both military and oc- 
cupational, As you demonstrate your ability to 
perform each practical factor, appropriate 
entries are made in the DATE and INITIALS 
columns, 

Changes are made periodically to the MAN- 
UAL OF QUALIFICATIONS FOR ADVANCE- 
MENT, and revised forms of NAVPERS 1414/1 
are provided when necessary. Extra space is 
allowed on the Record of Practical Factors for 
entering additional practical factors as they are 
published in changes to the QUALS MANUAL. 
The Record of Practical Factors also provides 
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space'.for recording demonstrated proficiency 
in skills which are within the general scope of 
the rating but which are not identified as min- 
imum qualifications for advancement. 

Until completed, the NAVPERS 1414/1 is 
usually held by your division officer; after com- 
pletion, it is forwarded to the personnel office 
for insertion in your service record. If you are 
transferred before qualifying in all practical fac- 
tors, the incomplete form should be forwarded 
with. your service record to your next duty sta- 
tion, You can save yourself a lot of trouble by 
making sure that this form actually is inserted 
in your service record before you are trans- 
ferred, If the form isnot inyour service record, 
you may be required to start all over again and 
requalify in the practical factors which have al- 
ready been checked off. 


NAVTRA 10052 


The BIBLIOGRAPHY FOR ADVANCEMENT 
STUDY, NAVTRA 10052 (revised), is avery im- 
portant publication for any enlisted person pre- 
paring for advancement. This bibliography lists 
required and recommended rate training man- 
uals and other reference material to be used by 
personnel working for advancement. 

NAVTRA 10052 is revised and issued once 
each year by the Naval Training Command, Each 
revised edition is identified by aletter following 
the NAVTRA number. When using this publica- 
tion, be SURE that you have the most recent edi- 
tion. 

If extensive changes in qualifications occur in 


any rating between the annual revisions of NAV- 


TRA 10052, a supplementary list of study mate- 
rial may be issued, When you are preparing for 
‘advancement, check to see whether changes have 
been made in the qualifications for your rating. 


If changes have been made, see if a Notice has" 


been issued to supplement NAVTRA 10052 for 
your rating. 

The required and recommended references 
are listed by pay grade in NAVTRA 10052, If you 
are working for advancement to third class, study 
the material that is listed for third class. If you 
are working for advancement to second class, 
study the material that is listed for second class; 
but remember that you are also responsible for 
the references listed at the third class level. 

In using NAVTRA 10052 you will notice that 
some rate training. manuals are marked with an 
asterisk (*), Any manual marked in this way is 
MANDATORY-—that is, it must be completed at 
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the indicated rate level before youcanbe eligible 
to take the servicewide examination for advance- 
ment, Each mandatory manual may be completed 
by (1) passing the appropriate enlisted corre- 
spondence course that is based onthe mandatory 
training manual; (2) passing locally prepared 
tests based on the information given in the train- 
ing manual; or (3) in some cases, successfully 
completing an appropriate Navy school. 

Do not overlook the section of NAVTRA 10052 
which lists the required and recommended ref- 
erences relating to the military qualification 
standards for advancement. Personnel of ALL 
ratings must complete the mandatory military 
requirements training manual for the appro- 
priate rate level before they can be eligible to 
advance. 

The references in NAVTRA 10052 which are 
recommended but not mandatory should also be 
studied carefully. ALL references listed in 
NAVTRA 10052 may be used as source material 
for the written examinations, at the appropriate 
rate levels. 


Rate Training Manuals 


As a result of the establishment of the Naval 
Training Support Command under the Chief of 
Naval Training, new editions of rate training 
manuals, correspondence courses, curricula, 
and other training publications formerly desig- 
nated with the abbreviation NAVPERS are being 
designated with NAVTRA, This training manual, 
for example, is NAVTRA 10195-A, which means 
that it is a publication of the Naval Training Sup- 
port Command which succeeds a manual desig- 
nated NAVPERS 10195. 

In this chapter, and sisewtiers in this manual, 
training publications which already carry the new 
abbreviation are so listed; those not yet changed 
are listed as NAVPERS numbers. 

There are two general types of rate training 
manuals. RATING manuals ( such as this one) 
are prepared for most enlisted ratings, A rating 
manual gives information that is directly related 
to the occupational qualifications of ONE rating. 
SUBJECT MATTER manuals or BASIC manuals 
give information that applies to more than one 
rating. } 

Rate training manuals are revised from time 
to time to keep them up to date technically. The 
revision of a rate training manual is identified 
by a letter following the NAVTRA number, You 
can tell whether any particular copy ofatraining 
manual is the latest edition by checking the 
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NAVTRA number and the letter following this 
number in the most recent edition of LIST OF 
TRAINING MANUALS AND CORRESPONDENCE 
COURSES, NAVTRA 10061. (NAVTRA 10061 is 
actually a catalog that lists all current training 
manuals and correspondence courses; you will 
find this catalog useful in planning your study 
program.) 

Each time a rate training manual is revised, 
it is brought into conformance with'the official 
publications and directives on which it is based; 
but during the life of any edition, discrepancies 
between the manual and the official sources are 
almost certain to arise because of changes to the 
latter which are issued in the interim, In the 
performance of your duties, you should always 
refer to the appropriate official publication or 
directive. If the official source is listed in NAV- 
TRA 10052, the Naval Examining Center uses it 
as a source of questions in preparing the Fleet- 
wide examinations for advancement, In case of 
discrepancy between any publications listed in 
NAVTRA 10052 for a given rate, the Examining 
Center will use the most recent material. 

Rate training manuals are designed to help 
you prepare for advancement. The following sug- 
gestions may help“you to make the best use of 
this manual and other Navy training publications 
when you are preparing for advancement. 


1. Study the military qualifications and the 
occupational qualifications for your rating before 
you study the training manual, and refer to the 
quals frequently as you study. Remember, you 
are studying the manual primarily in order to 
meet these quals, 

2. Set up a regular study plan. It will prob- 
ably be easier for you to stick toa schedule if 
you can plan to study at the sametime each day. 
If possible, schedule your studying for a time of 
day when you will not have too many interrup- 
tions or distractions. 

3. Before you begin to study any part of the 
manual intensively, become familiar with the 
entire book, Read the preface and the table of 
contents. Check through the index. Look at the 
appendixes, Thumb through the book without any 
particular plan, looking at the illustrations and 
reading bits here and there as you See things 
that interest you. 

4. Look at the training manual in more 
detail, to see how it is organized. Look at the 
table of contents again. Then, chapter by chap- 
ter, read the introduction, the headings, and the 
subheadings. This will give you a pretty clear 
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picture of the scope and content of the book. As 
you look through the book in this way, ask your- 
self some questions: 
e@ What do I need to learn about this?» 
e@ What do I already know about this? 
e How is this information related to infor- 
mation given in other chapters? 
e How is this information related to the 
qualifications for advancement? 


5. When you have a general idea of what is in the 
training manual and how it is organized, fill in 
the details by intensive study. In each study 
period, try to cover a complete unit—it may be 
a chapter, a section of a chapter, or a subsec- 
tion, The amount of material that you can cover 
at one time will vary. If you know the subject 
well, or if the material is easy, you can tover 
quite a lot at one time. Difficult or unfamiliar 
material will require more study time. 

6. In studying any one unit—chapter, sec- 
tion, or subsection— write down the questions 
that occur to you. Many people find it helpful to 
make a written outline of the unit as they study, 
or at least to write down the most important 
ideas. 

7, As you study, relate the information in 
the training manual to the knowledge you already 
have, When you read about a process, askill, or 
a situation, try to see how this information ties 
in with your own past experience. 

8. When you have finished studying a unit, 
take time out to see what youhave learned, Look 
back over your notes and questions. Maybe some 
of your questions have been answered, but 
perhaps you still have some that are not 
answered, Without looking at the training man- 
ual, write down the main ideas that you have 
gotten from studying this unit. Don’t just quote 
the book, If you can’t give these ideas in your 
own words, the chances are that you have not 
really mastered the material. 

9. Use enlisted correspondence courses 
whenever you can, The correspondence courses 
are based on rate training manuals or on other 
appropriate texts. As mentioned before, comple- 
tion of a mandatory rate training manual can be 
accomplished by passing an enlisted correspond- 
ence course based on the rate training manual” 
You will probably find it helpful to take other 
correspondence courses as well as those based 
on mandatory manuals, Taking a correspondence 
course helps you to master the information given 
in the training manual, and also helps you see 
how much you have learned. 
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10. Think of your future as you study rate 
training manuals. You are working for advance- 
ment to third class or second class right now, 
but some day you will be working toward higher 
rates. Anything extra that you can learn will help 
you, both now and later. 


SOURCES OF INFORMATION 


Besides training manuals, NAVTRA 10052 
lists other publications on which you may be ex- 
amined. You should not only study the sections 
required, but should become as familiar as pos- 
Sible with all publications you use. 

One of the most useful things you can learn 
about a subject is how to find out more about it. 
No single publication can give you all the infor- 
mation you need to perform the duties of your 
rating. You should learn where to look for ac- 
curate, authoritative, up-to-date information on 
all subjects related to the military requirements 
for advancement and the occupational qualifica- 
tions of your rating. 


PUBLICATIONS YOU SHOULD KNOW 


Electronic technical publications include 
various handbooks, bulletins, and manuals pub- 
lished and distributed by the ShipSystemsCom- 
mand, and manufacturers’ technical manuals 
The Navy Stock List of Publications and Forms, 
NAVSUP 2002, furnishes a complete list of Nav- 
Ships technical publications along with instruc- 
tion for ordering copies. 

One bulletin of great importance to the ETis 
Electronics Information Bulletin (EIB), NavShips 
0967-001-0000 published biweekly for naval 
electronics activities. A complete file of these 
bulletins should be maintained. 

This bulletin lists field changes and correc- 
tions that must be made in instruction books and 
other publications that are used in the mainte- 
nance of electronic equipment. It also lists elec- 
tronics publications that become available, and 
gives valuable suggestions, from case histories, 
for servicing electronic equipment. 

The Electronics Installation and Maintenance 
Book (EIMB) fu rifished data applying to all types 
of electronics equipment including the theory of 
operation of basic electronic circuits. The EIMB 
is organized and issued as 12 separate hand- 
books, each with its own NavShips number. A 
complete listing of all handbooks, stock numbers, 
and most recent changes can be found in current 
issues of the EIB. 

Another NavShips publication of importance 
to the ET is the Naval Ships Technical Manual, 
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NAVSHIPS 0901-000-0000. This manual is the 
basic doctrine publication of the Naval Ship Sys- 
tems Command, Chapter 9670 is of particular 
importance to the ET and should be apart of the 
ET library. 

The Naval Ship Systems Command Technical 
News is a monthly publication which contains in- 
teresting and useful articles on all aspects of 
shipboard engineering. This magazine is partic- 
ularly useful because it presents information 
which supplements and clarifies information 
contained in the Naval Ships Technical Manual 
and because it presents information on new de- 
velopments. : 

The manufacturers’ technical manuals that 
are furnished with most electronic equipment 
are valuable sources of information on opera- 
tion, maintenance and repair. The manufactur- 
ers’ technical manuals that deal with Naval Ship 
Systems Command equipment are usually given 
NAVSHIPS numbers. These manuals are de-~ 
scribed in chapter 2 of this training manual. 

Some publications are subject to change or 
revision from time to time—some at regular in- 
tervals, others as the need arises. When using 
any publication that is subject to change or re- 
vision, be sure that you have the latest edition. 
When using any publication that is kept current 
by means of changes, be sure you have a copy 
in which all official changes have been made. 
Studying canceled or obsolete information will 
not help you to do your work or to advance in 
rating; it is likely to be a waste of time and may 
even be seriously misleading. 


TRAINING FILMS 


Training films available to naval personnal 
are a valuable source of supplementary informa- 
tion on many technical subjects. Training films 
are listed in the UNITED STATES NAVY FILM 
CATALOG, NAVAIR 10-1-777 (formerly NAV- 
WEPS 10-1-777), published in 1971. Copies may 
be ordered in accordance with the NAVY STOCK 
LIST OF PUBLICATIONS AND FORMS, NAVSUP © 
2002. Monthly supplements to the Film Catalog 
are distributed to catalog holders. 

When selecting a film, note its date of issue 
listed in the Film Catalog. As you know, proce- 
dures sometimes change rapidly. Thus, some’ 
films become obsolete rapidly. If a film is ob- 
solete only in part, it may sometimes be shown 
effectively if before or during its showing you 
carefully point out to trainees the procedures 
that have changed. 


CHAPTER 2 
MAINTENANCE 


Maintenance may be defined as the function 
of retaining equipment in, or restoring it to, an 
operational condition. This includes many opera- 
tions such as. servicing, repair, modification, 
modernization, overhaul, rebuilding, testing, in- 
specting, and providing spare parts. Maintenance 
of electronics equipment is divided into two main 
categories—preventive maintenance and cor- 
rective maintenance. 

Preventive maintenance consists of the ac- 
complishment of those maintenance actions 
deemed necessary to maintain uninterrupted 
operation within design specifications, and to 
reduce or eliminate failures, thus prolonging 
the useful life of the equipment, If these actions 
are performed on a regular periodic basis, the 
maintenance is referred to as planned/pre- 
ventive maintenance. 

Corrective maintenance (or repair) is the 
correction of damage to equipment so as to re- 
store it to an operational condition. This in- 
cludes the isolation of trouble (troubleshooting), 
replacement of defective parts, and the readjust- 
ment and/or realignment of equipment to bring 
it up to a satisfactory operating level. Correc- 
tive maintenance may also be classified as 
class A, B, or C maintenance. 

Class A maintenance (rebuilding or restor- 
ing) is the act of overhauling, repairing, modi- 
fying (field changing) and/or restoring a specific 
electronic set, group, unit, assembly, or sub- 
assembly so that it meets its most recent equip- 
ment design and technical specifications, and 
is essentially as good as new equipment. 

Class B maintenance ( overhaul) is the act 
of repairing and/or modifying a specific elec- 
tronic set, group, unit, assembly or subassembly 
so as to restore its operating characteristics 
to the extent required to meet its most recent 
design and technical specifications. 

Class C maintenance is the act of repair- 
ing on board ship a specific electronic set, 
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group, unit, assembly, or subassembly to correct 
those deficiencies specified by a partioular: job 
order or work request. 

Maintenance may also be vefervad to as 
operational, technical, and tender/yard mainte- 
nance, 

Operational maintenance consists of inspec- 
tion, cleaning, lubrication, and servicing, and 
may also consist of adjustments and minor parts 
replacement not requiring high technical skill or 
internal alignment. 

Technical maintenance consists of replace- 
ment of parts, subassemblies, or assemblies, 
and the alignment, testing, and adjustment of 
equipment. This type of maintenance requires 
skill and detailed knowledge of the equipment, 

Tender/yard maintenance is maintenance 
which: requires a major overhaul or complete 
rebuilding of assemblies, subassemblies, or 
parts, 

In Department of Defense maintenance publi- 
cations, the terms organizational, field, and 
depot maintenance are substituted for opera- 
tional, technical, and tender/yard maintenance. 


SAFETY PRECAUTIONS 


Safety precautions relating to maintenance 
of electronics equipment are dicussed in chap- 
ter 2 of Basic Electronics, Vol. 1, NAVPERS 
10087-C, and chapter 9670, section 5 of the NAV- 
SHIPS Technical Manual. The following para- 
graphs review and build upon the material con- 
tained in these publications by discussing 
precautions when handling fluorescent tubes and 
when working aloft. Also presented are some of 


‘the important ‘‘DOs’”’ and ‘‘DON’ Ts”’ concerning 


safety for Electronics Technicians. 


PRECAUTIONS WHEN HANDLING 
FLUORESCENT TUBES 


Precautions to be observed when handling 
radioactive and cathode-ray tubes are discussed 


) 
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in Basic Electronics, Vol. 1, NAVPERS 10087-C, 
Fluorescent tubes manufactured before 1949 
contained a poisonous chemical and therefore 
special precautions were necessary when han- 
dling and disposing of these tubes. These special 
precautions are no longer necessary for the 
fluorescent tubes in use today. However, the 
general precautions relating to any breakable 
glass objects should be observed. 


PRECAUTIONS WHEN WORKING ALOFT 


Hazards while working aloft include deathor 
injury from falling, asphyxiation from stack 
gasses, electric shock (either from the equip- 
ment being worked on or from induced voltages 
in guy wires and other ungrounded conductive 
materials due to radiation from radio andradar 
antennas). Also included are overexposure to 
radiation from high powered radar antennas, 
contact with rotating or oscillating antennas or 
other moving machinery, and overexposure to 
inclement weather conditions, 

In addition to the danger from electric shock 
due to energized equipment and induced voltages, 
there may also be a shock hazard due to static 
charges. Static charges are caused by electri- 
cally charged particles that exist naturally inthe 
air. Under certain conditions these charged 
particles will collect on metallic objects suchas 
wire antennas and produce a shock hazard. 
Grounding the objects concerned will eliminate 
the hazard. Shocks from static charges will not 
cause direct harm to the individual, but any 
unexpected shock while aloft may cause a person 
to fall. 

Before going aloft, permission must be ob- 
tained from the officer of the deck, and all 
transmitters and machinery in the vicinity of 
the work area must be secured and tagged. 
Permission must also be obtained from the 
engineer officer to ensure that boiler tubes 
will not be blown or boiler safeties set during 
the time the work is being done aloft. If in port 
or at anchor, permission must also be obtained 
from the OOD of any ships alongside. Notify 
these ships when work is completed, 

An approved parachute-type safety harness 
(fig. 2-1) must be worn at all times when work- 
ing aloft. (The lineman’s type safety belt is no 
longer authorized for Navy use.) Safety har- 
nesses must be checked periodically in accord- 
ance with the Planned Maintenance Subsystem. 
Tools to be used on the job should be placed in 
a canvas bag and hauled up with aline to the job 
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162.135 
Figure 2-1.—Parachute-type safety harness, 
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location. To guard against dropping tools and 
seriously injuring someone, it is recommended 
that the tool being used be tied to the safety 
harness with a piece of line. 


POINTS TO REMEMBER 


Some important points to remember relating 
to safety are listed in the following paragraphs. 

Remember to secure power from ALL 
sources, tag supply switches, and discharge all 
capacitors and other devices that may contain a 
stored electrical charge before working on elec- 
trical or electronics equipment. 

Do not work on energized equipment unless 
in an emergency, and then only after obtaining 
permission from appropriate authority and tak- 
ing special precautions. Voltages as low as 30 
volts can be dangerous under certain conditions. 
Approximately 100 milliamperes through the 
heart area for 1 second can be fatal, 

Do not use your fingers to test a “‘hot’’ 
circuit; use an approved meter. Do not holdtest 
probes when measuring voltages over 300 volts. 
Do not work alone when working on energized 
circuits and equipments. 

Use an approved fuse puller to remove and 
replace cartridge fuses. Do not short out, block 
open, or otherwise disable any interlock switch. 

Observe all ‘“‘high voltage,’’ ‘‘RF radiation,’’ 
and other types of safety warning signs. Ensure 
that the metal cases of portable test equipment 
and power tools are properly grounded. Do not 
use a power tool that has a frayed cordor 
damaged plug. 

Take time to be safe—hurrying 
accidents. 


invites 


PREVENTIVE MAINTENANCE 


Preventive maintenance actions enable the 
technician to prevent troubles from occurring in 
equipment, and to correct any other troubles 
before they result in actual breakdown of the 
equipment. These actions (which normally con- 
sist of cleaning, lubrication, periodic tests and 
inspections, and recording of performance data) 
are carried out as specified by the Planned 
Maintenance Subsystem (PMS) for the individual 
equipment or system concerned. 

The PMS is a subsystem of the 3-M System, 
and is discussed in Military Requirements for 
PO3&2, NAVPERS 10056-C. As an ET3 or ET2 
you will be concerned mainly with the Weekly 
PMS Schedule (OPNAV 4790/15), the Mainte- 
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nance Requirement Cards (OPNAV 4700-1), the 
Feedback Report (OPNAV 4790/7A), and that 
portion of the Work Center PMS Manual (OPNAV 
43P1) that applies to your equipment. 


THE WEEKLY PMS SCHEDULE 


A Weekly PMS Schedule (fig. 2-2) is posted 
in each Work Center, and is used by the Work 
Center Supervisor to assign and monitor the 
accomplishment of the required PMS actions by 
the work center personnel. 

The Weekly PMS Schedule contains the fol- 
lowing: 


a. A particular Work Center, date, and 
approval signature 

b. A list of the systems, subsystems, and 
components assigned to the maintenance group, 
and related Maintenance Index Pages (MIP) in 
the Work Center PMS Manual (OPNAV 43P1) 

c. Names of the maintenance personnel as- 
signed to individual maintenance actions 

d. The maintenance requirements tobe per- 
formed during one week. 

e. A column for scheduling outstanding re- 
pairs and PM checks due in next 4 weeks. This 
enables the Work Center Supervisor to list 
forthcoming PM checks and corrective mainte- 
nance actions as being beyond the capability of 
the ship’s personnel, lack of spare parts, or lack 
of proper tools. These repairs may be phased 
into the workload and accomplished with cur- 
rently scheduled maintenance. 

The Weekly PMS Schedule is used as fol- 
lows: 


a. The weekly and daily maintenance re- 
quirements are entered on the Weekly PMS 
Schedule, using the Maintenance Index Page 
(MIP) as a guide. Weekly requirements may be 
entered on Monday to provide ease of reschedul- 
ing. Daily requirements must appear each day. 
These may be preprinted on the Weekly PMS 
Schedule. 

b. The Work Center Supervisor transposes 
all PMS requirements for the current week from 
the Quarterly Maintenance Schedule to the 
Weekly PMS Schedule. He is responsible for up- 
dating the Quarterly Maintenance Schedule when 
the: weekly PMS requirement has been completed. 
He must achieve a balanced work load and give 
appropriate consideration to the week’s oper- 
ating schedule. He must ensure that related 
maintenance actions are scheduled together. 
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WEEKLY PIAS SCHEDULE (CONVENTIONAL) 
OPNAV FORM 4790/15 (3-71) 
$/™ 0107-770.3260 


WORK CENTER PMS SCHEDULE FOR WEEK OF APPROVAL SIGNATURE 
Commu CaTIons 2-8 Avavsr 19 7/ 
wp COMPONENT palais MONDAY | TUESDAY | WEDNESDAY | THURSDAY FRIDAY SAT.-SUNS ||: -OUISTANDING REPAIES AND IPM 
CL AN/oke-38 | MBLE | 2 
C" Ad/vrk-19 | BABEL B46 M34| 
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22 AN forest | Gheew | Wt | Wt 
C8 Ad/sek-s94| Yep __| wt -——+——*| wf 


Cro AW /wer-tA| DWalk Wy |» wy 
C13 | Cv-b9t/v | Jfusnee | 
Cd AM/vRA-1? | KiPp Dl | 
Cte _|An/saa-33 | Jowe | 


AH{3RA-38B MAL 


UPDATE THIS SCHEDULE DAILY 


98.175 


Figure 2-2,—Weekly PMS schedule. 


MIPs/MRCs must be reviewed to determine MRC Group—Consists of MRCs covering all 


related maintenance requirements, planned maintenance  require- 
c. Maintenance personnel obtain PMS as- ments listed on the MIPs assigned 

signments from the Weekly PMS Schedule, obtain to one specific work center. 

MEC cards, tools, and material, and perform the MRC Deck—Consists of all MRC groups and 

maintenance action. The completed maintenance Equipment Guide Lists (EGLs) for 

‘action is then reported to the Work Center Super- the centers within a department. 

visor, An example is the master MRC 
: deck for the Operations Depart- 

THE MAINTENANCE REQUIREMENT ment, 

CARD 


Maintenance requirement cards for specific 
The Maintenance Requirement Card. (MRC) electronics equipment are shown inchapter 11 of 
provides maintenance personnel with detailed this manual, 
guidance for the performance of each planned/ 
preventive maintenance action. MRCs are CORRECTIVE MAINTENANCE 
grouped as follows: 
To perform effective corrective maintenance 
MRC Set—Consists of the complete index of the ET must have a good working knowledge of 
MRCs describing the minimum the basic principles of electricity and elec- 
maintenance requirement for a tronics, The only way to acquire this knowledge 
specific system, subsystem, or is by diligent study. The ET must also be thor- 
component, The MRCs in asetare oughly familiar with the theory of operation of 
listed under the same MIP number. the equipments that he must service. 
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Skill in the use of test equipment (and hand- 
tools) is also necessary for effective corrective 
maintenance, Skil] comes with practice and with 
careful study of the technical manual that comes 
with each piece of test equipment. The ET 
should take advantage of every opportunity to 
learn more about every type of electronic test 
equipment used aboard ship. 


Maintenance personnel must try to find the 
source of the trouble causing the equipment 
failure, particularly when the trouble is a re- 
current one. The recurrence of a fault usually 
indicates that the EFFECT, not the CAUSE, has 
been remedied. 


There are numerous ways to isolate a fault 
to a component (part) of a system, depending on 
the type of equipment. The technician must, 
first of all, know what each component does 
before he can know that it is not functioning 
properly. 


The best way (the most economical in time 
and effort) to isolate a fault is by using a logical 
troubleshooting method. This method (called the 
six-step troubleshooting method) is discussed 
in chapter 12 of this manual. 


MAINTENANCE DATA COLLECTION 
SUBSYSTEM 


The maintenance data collection subsystem 
(MDCS) is the subsystem of the 3-M System which 
provides a means for recording and reporting 
information (such as manhours and material 
expenditures) associated with the various cate- 
gories of maintenance actions. 

The subsystem uses coded data elements to 
record much of this information in order to 
standardize the data collected and to facilitate 
its processing and use. The failure and correc- 
tive action information recorded on maintenance 
action documents, and the material usage in- 
formation recorded on associated supply docu- 
ments are retrievable, through this system, for 
engineering analysis and maintenance history. 
In addition, the system makes it possible to 
report the need to delay the accomplishment of 
required maintenance or to indicate the principal 
reason for this delay. The MDCS forms that you 
will be mainly concerned with as anET3or ET2 
are the Maintenance Data Form OPNAV Form 
4790-2K and supply requisition form NAVSUP 
Form 1250. 
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Maintenance Data Form 
(OPNAV Form 4790-2K) 


Routine maintenance action reporting is 
accomplished on a multipurpose Maintenance 
Data Form which, occasionally, is augmented 
by Supplemental Report Form. The Maintenance 
Data Form is used to report the completion or 
deferral of a maintenance action, or to request 
needed assistance. The standard data elements 
which must be completed to report any categories 
of maintenance information have been grouped 
together in separate, clearly labeled sections of 
the form to simplify data recording and to 
facilitate automatic data processing (ADP). 


In addition to the standard data elements, the 
form provides special shaded sections to record 
data elements for maintenance actions asso- 
ciated with specially identifiedsystems or equip- 
ments, or reports completed under certain 
unique circumstances. In this manner, provision 
has been made for reporting special or addi- 
tional maintenance related information. The 
form is a_ single sheet, multipurpose form 
printed on NCR (no carbon required) paper. 

To provide a-complete record of a mainte- 
nance action, it may be necessary to use two or 


more reporting forms, Information ona mainte- 


nance action may be recorded on a deferral, 
subsequent changes to that deferral, a work 
request, associated supply documents, and any 
number of special supplemental reports. To 
ensure against the loss of essential data on 
these forms, they must be unmistakably linked 
to each other, and to the proper maintenance 
action, until all the data have been properly 
processed, This is accomplished by assigning 
to each maintenance action a unique identifica- 
tion number, and by ensuring that this number 
appears on each associated data collection form. 

In the MDCS this identification is a 13 
character number known as the Job Control 
Number (JCN). It is composed of a five charac- 
ter Unit Identification Code, a four character 
Work Center Code, and a four character se- 
quential serial number called the Job Sequence 
Number (JSN). The JSNs are normally numerical 
and are assigned, in sequence from 0001 through 
9999 by the Work Center Supervisor. The num- 
bers are then recycled to 0001. The time lapse 
before recycle occurs is usually sufficient to 
preclude any confusion in identifying mainte- 
nance action documents. Provisions have been 
made for extending the range of JSNs by using a 


Chapter 2—MAINTENANCE 


letter in lieu of the first numeral (A001, B205, 
etc.) 


COMPLETED MAINTENANCE ACTION 
(OPNAV Form 4790-2K).—The Completed Main- 
tenance Action form (fig. 2-3) is prepared for 
the following: 


a. All reportable corrective maintenance 

b. Authorized alterations which are com- 
pleted without having first been deferred 

c. PMS actions for which the MRC specifies 
the use of repair parts or material 

d. PMS actions which require that meter 
readings be reported as part of the MRC pro- 
cedure 

e. PMS actions during which clearances, 
tolerances, or readings are obtained which must 
be reported in accordance. with Type Commander 
(TYCOM) instructions 

f. Preventive maintenance actions other 
than PMS. Routine PMS actions are not re- 
ported 


To fill out the Maintenance Data Form fora 
completed maintenance action (fig. 2-3), enter 
your ship’s name and hull number in the upper 
left corner, check the maintenance action com- 
pleted box in the upper right corner, and com- 
plete the rest of the form as described below. 
(Appendices referred to are those in the 3-M 
Manual, OPNAV 43P2.) 


Block 1: The Unit Identification Code (UIC) 
is the code for your activity. If this code con- 
sists of only four digits, enter a zero as the 
first digit. 

Block 2: Work Center codes are in Appendix 
3. The first two characters identify the depart- 
ment and division; the last two digits identify 
the work center. (OEO1 is the electronic main- 
tenance group of the operations department.) 

Block 3: The job sequence number (JSN) isa 
four digit work serial number assigned sequen- 
tially by the Work Center Supervisor. The UIC, 
Work Center Code, and JSN make up the job 
control number as stated previously. 

Block 4: Enter the equipment identification 
code (EIC) for the equipment on which mainte- 
nance was performed. This code is found in the 
EIC Master Index Manual. To determine the 
proper EIC, refer to the system level EIC 
sequence section of the Master Index and find 
the name of the system that includes your 
equipment. Opposite the system name is a 
number or letter followed by six zeros. The 
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number or letter identifies the section of the 
manual in which the EIC codes for the equipment 
associated with the system are listed. 

For example, (as in the case of fig. 2-3), 
you find in the system level EIC sequence 
section that the EIC code for radar and IFF 
systems is POOOOOO.. You then refer to the 
P section of the system, subsystem, equipment 
EIC sequence and find the EIC code for the 
SPS-10 radar set to be P113000. 

In addition to the EIC sequence section, the 
Master Index also includes a nomenclature se- 
quence section. This section lists the noun 
names of systems, subsystems, and equipments 
(along with their EIC codes) in alphabetical 
order. 

Block 5: Enter the code that best describes 
the first indication of trouble. These codes are 
contained in Appendix 4. The 9 listed in block 5 
is the code for ‘‘fails to radiate.’’ 

Block 6: Enter the code from Appendix 5 
which describes the circumstances under which 
the need for corrective maintenance was dis- 
covered, 

Block 7: Enter the Julian date. A Julian 
calendar is shown in Appendix 2. The last 
numeral of the year is entered first, followed 
by 3 digits for the consecutive day of the year. 
The 1140 listed in block 7 is 20 May 1971. (The 
20th of May is the 140th day of the year.) 

Block 8: Enter the code from Appendix 6 
which best describes the status of the equipment 
at the time the need for maintenance was dis- 
covered. The 2 in block 8 of figure 2-3 means 
nonoperational. 

Block 9: Enter the serial number of the 
equipment as identified by the first four charac- 
ters of the EIC in block 4. This would be the 
serial number of the AN/SPS-10 radar set in 
the example shown in figure 2-3. 

Block 10: Enter the allowance parts list 
number assigned to the part being repaired or 
replaced. This number is found in the Coordi- 
nated Shipboard Allowance List.(COSAL), and 
the List of Effective Pages (LOEP) in the 
Departmental Master 3-M Manual, OPNAV 43P1. 
If the number is not listed in the COSAL or 
LOEP, enter ‘‘not listed.’’ 

Block 11: This block is completed when a 
field change or alteration is performed. 

Block 12: Enter the code from Appendix 7 
which best describes the action taken to com- 
plete the maintenance. 

Block 13: Enter the total manhours to the 
nearest tenth expended on the maintenance, Enter 
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zeros in the spaces to the left which are not 
used. For example, if two men worked 1.5 
hours, the entry would be 0030. 

Block 14: Enter the rate of the senior man 
performing the maintenance. 

Block 15: Enter the Julian date of the day 
the maintenance is completed. 

Block 16: Enter the code from Appendix 6 
which best describes the status of the equip- 
ment after the maintenance is completed. (1 
indicates operational.) 

Block 17: Enter the code from Appendix 8 
which best describes the cause of the failure. 
(9 indicates normal stress or deterioration.) 

Block 18-21: Completed. when the equip- 
ment contains a time meter. Not filled in when 
field changes or alterations (block 11) are in- 
volved. Enter in block 18 the time to the nearest 
tenth ofan hour that was actually spent on the 
maintenance. Include troubleshooting time, 
repairing time, and time spent checking equip- 
ment after the repair. This time is actual clock 
time, not manhours, For example, if one man 
(or any number of men) worked for 2.5 hours, 
the time entered would be 0025. 

Block 19: Enter a single numeral (1-9) to 
indicate the percentage to the nearest 10% 
of active maintenance time (block 18) that was 
Spent on troubleshooting. If no troubleshooting 
was involved, enter zero. 

Block 20: Enter the equipment meter or 
counter reading to the nearest hour, at the 
time the first indication of trouble was recog- 
nized. If more than one meter is installed, use 
the one that monitors operating hours for the 
equipment being worked on. 

Block 21: Record the meter designation that 
applies to block 20, When no designator has 
been assigned, leave blank. 

Block 22-42: Discussed later under de- 
ferred maintenance. 

Block 43: Enter the noun name of the 
equipment identified in block 4, using abbre- 
viations as necessary. Use AN nomenclature 
when available. Briefly describe what was 
wrong with the equipment and what was done to 
correct the fault. Print one letter to a space. 

Block 44-47: Leave blank. 

Block A: Signature of the senior man per- 
forming the maintenance. 

Block B: Signature of the Work Center 
Supervisor. 

Blocks 48-54: To be filled in only if the 
equipment being worked on is included in the 
selected equipment list appearing in Appendix 
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18, Enter in block 48 the EIC code for the equip- 
ment being worked on, as in block number 4. 
Block 49: Enter the manufacturer’s part 
number or the Federal Stock Number (FSN). 
The FSN number should be used only if there 
is no manufacturer’s part number. Check the 
appropriate box for the number. used. 

Block 50: If the manufacturer of the part 
is known, enter his code number here. Manu- 
facturer’s codes are obtained from the Supply 
Department. 

Block 51: Enter the serial number of the 
part. If the number is large, use only the last 
ten characters. 

Block 52: Enter the code from Appendix 12 
which best describes the condition of the failed 
part. (Code 2 indicates an open coil winding.) 

Block 53: Enter the reference designation 
for the part from the appropriate schematic 
diagram, 

Block 54: Enter from Appendix 13 the code 
which best describes what was done with the 
faulty part. If there are several faulty parts, 
complete the rest of section 5 but document 
only the most significant parts. (Code D indi- 
cates discarded.) 

Blocks S-Z are for uSe as directed by Type 
Commanders. Section 6 is for the use of repair 
activities in planning, scheduling, and control- 
ling work. 


DEFERRED MAINTENANCE ACTION (OP- 
NAV Form 4790-2K).—The Deferred Mainte- 
nance Action form (fig. 2-4) is prepared for 
maintenance actions which cannot be completed 
within the time normally required. The initial 
documentation is completed in duplicate. Acopy 
of the form is submitted as soon as the need to 
defer maintenance is recognized. The original of 
the deferral is retained on board for documen- 
tation of additional data, and is submitted only 
after the deferred maintenance is completed, or 
the deferral is cancelled. Deferred action re- 
ports are submitted for reportable maintenance 
which falls in the following categories: 


a. Cannot be accomplished because of the 
ship’s operations. (In this respect, the ship’s 
operations are considered to include both in port 
and at sea activities that preclude the accom- 
plishment of required maintenance.) 

b. Cannot be accomplished because ofalack 
of parts or material. 

c. Cannot be accomplished because of a need 
for technical skills or equipment not available 
on board, (Outside assistance is required.) 
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Figure 2-3.—Maintenance data form (completed maintenance action). 
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Figure 2-4.—Maintenance data form (deferred maintenance action). 
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d, All PMS actions (monthly and less fre- 
quent) that must be deferred for outside as- 
sistance will be reported as a deferred mainte- 
nance action, 


To fill out the Maintenance Data Form fora 
deferred maintenance action, proceedas follows: 


Section 1 is completed in the same manner 
as described for the completed action form, 

Section 2 is filled in upon completion of the 
deferred action. 

Block 22: Enter the code from Appendix 9 
that best describes why the maintenance cannot 
be accomplished. (Code 7 indicates that the re- 
quired part is not on board.) 

Block 23: Enter the total manhours to the 
nearest tenth expended up to the time of the de- 
ferral, 

Block 24: Enter the rate of the senior man 
engaged in the maintenance. 

Block 25: Enter the Julian date of the day 
the maintenance is deferred. 

Block 26: Enter the code from Appendix 6 
that best describes the status of the equipment 
at the time of deferral. 

Block 27: Enter the code from Appendix 10 
that best describes the type of availability need 
to complete the deferral. (Code 5 indicates 
ship’s force.) 

Block 28: Enter the code from Appendix 11 
that best describes the urgency for completing 
the deferral, (Code 3 indicates routine repair.) 

Block 29: Enter an X when failed part in- 
formation is required, The activity completing 
the maintenance will furnish the necessary data, 

Blocks 30-33: Completed when equipment 
contains a time meter or counter, Refer to blocks 
18-21 of the completed maintenance action form, 

Blocks 34 and 35 are completed when an 
internal work request is submitted, 

Block 36: Enter the estimated manhours to 
the nearest whole hour required to complete the 
action, This entry is for the Work Center shown 
in block 2 when the deferral is to be completed 
by the ship’s force. For other types of avail- 
abilities, the entry is for the total ship’s force 
manhours in connection with the deferral. 

Block 37: When the type of availability is 
ship’s force and assistance is required, enter 
the Work Center that will provide the assistance. 

Block 38: The Work Center listed in block 
37 will enter its estimate of total manhours 
required to complete its portion of the mainte- 
nance, When the type of availability is other than 
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ship’s force, the type commander’s representa- 
tive will fill in block 38. 

Blocks 39-42 are completed when an internal 
work request is submitted. 

Block 43: Enter the name or AN designator 
of the equipment identified in block 4, All de- 
ferrals must include the following information: 


1, The trouble, followed by three Xs 
2. What needs to be done 
3. Parts needed to complete the work 


After a deferral has been submitted, the 
reason for the deferral could change. Any change 
in the deferred action taken, or to the type of 
availability requires submission of a new de- 
ferral form, Such changes will usually cause 
other data to be incorrect; therefore, the new 
form must be carefully checked, 

When the deferred maintenance is com- 
pleted, check the completed maintenance block, 
complete the blocks in section 2, and describe 
in block 43 what was done. 


WORK REQUEST. (OPNAV Form 4790/2K)— 
Appropriate blocks on four sheets of the mainte- 
nance data form are filled in to record the need 
for outside assistance, Variations, however, 
from the standard number of copies may be re- 
quired by certain repair activities. These pro- 
cedures are intended to accommodate those 
activities desiring to use the internal work re- 
quest concept for planning and controlling main- 
tenance assistance between Work Centers within 
the activity. Basic information for initiating the 
Work Request normally will come from the 
ship’s copy of an associated deferred action 
form, 

The Work Request is also used to request 
assistance from another Work Center within the 
ship or activity. It is filled infromthe informa- 
tion contained on the filed copy of the deferred 
action. The Work Request contains the same JCN 
as the associated deferred action. 

For those activities that do not desire to 
control internal Work Requests, or where the 
situation precludes the planning and control of 
requested work, the initiation and accomplish- 
ment of the work may be documented by using 
the single sheet Work Request procedures out- 
lined in OPNAV 43P2 and 42P5, 

For the Work Request, blocks 1 through 11, 
28 and 29 of the Maintenance Data Form are 
completed, using the information contained on 
the deferral form, In block 43 enter the name 
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or AN designator of the equipment and tell what 
needs to be done. 

In blocks A and B print the names of two 
contact men, If the equipment is to remain on 
board, fill in the location blocks. 

In block 69 list all applicable blueprints, 
technical manuals, schematics and other docu- 
ments. When the work has been accomplished, 
complete the deferral copy retained on board 
and forward it to the department head, 


SUPPLY REQUISITION FORMS, —Document- 
ing material usage and cost data on maintenance 
transactions requires the joint effort of the 
ship’s supply and maintenance personnel, NAV- 
SUP Form 1250 and DD Form 1348 (discussed 
in Military Requirements for PO3&2, NAVPERS 
10056-C) are the source documents used to 
record material usage and cost data in support 
of maintenance actions, Supply personnel are 
expected to assist maintenance personnel when- 
ever difficult or unusual documentation prob- 
lems arise. Issues of materials which do not 
directly involve a maintenance action or minor 
consumables will not be reported in the MDCS, 

When a repair part is needed before a 
specific maintenance action can be completed, 
the maintenance man aboard a non-mechanized 
ship uses NAVSUP Form 1250 to request the 
issue of the part from the ship’s supply depart- 
ment, Supply personnel issue the part, if itis in 
stock aboard ship. If it is not in stock, the in- 
formation on the form is usedby supply to order 
the part from off-ship sources, 

When a repair part is required tocompletea 
specific maintenance action aboard a mechanized 
ship, the maintenance man uses DD Form 1348, 

After appropriate action has been taken by 
the supply personnel, the requesting maintenance 
man receives a copy of the supply request along 
with the material. In cases where the material 
is not available on board, the supply document 
is marked NIS (not in stock) or NC (not carried), 
as appropriate, and the supply personnel take 
appropriate action to obtain the requested mate- 
rial. 


Field Changes 


Field Changes are the means by which ap- 
proved and authorized alterations and modifi- 
cations are made to electronic equipments for 
the purpose of improving the equipment per- 
formance, operational characteristics, or main- 
tenance features. Recommendations for Field 
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Changes may originate from various sources 
such as the Fleet, naval shipyards, contractors, 
project managers, and equipment engineers. 

Field Changes are mandatory and are to be 
accomplished on the equipment affected in ac- 
cordance with the instructions contained in the 
Field Change bulletin at the earliest opportunity. 
Field Changes are issued in kits and are clas- 
sified as type 1, 2, 3 or 4 as follows: 

A type 1 Field Change kit includes all parts, 
materials, special tools, and instructions re- 
quired to accomplish the change to the affected 
equipment and to revise existing equipment 
nameplates, publications, and charts. 

A type 2 Field Change kit contains the in- 
structions to accomplish the Field Change and 
to correct the related publications. The re- 
quired parts are not included, 

A type 3 Field Change kit includes the in- 
structions to accomplish the change, and some 
of the parts, materials, and special tools re- 
quired to accomplish the change and to revise 
the existing nameplates, publications, and 
charts. 

A type 4 Field Change includes the instruc- 
tions for accomplishing the change and for cor- 
recting the related publications. No parts or 
special tools are required. 

Field Changes are further classifiedas class 
A, B, or C as follows: 

A class A Field Change is a change approved 
for accomplishment by forces afloat or station 
personnel, No installation funding is required. 

A class B Field Change is a change approved 
for accomplishment by Naval Shipyards, tenders, 
and repair facilities, without reference to the 
cognizant Systems Command, upon allocation of 
funds by the Type Commander, 

A class C Field Change is a change nor- 
mally requiring shipyard or other industrial 
assistance for accomplishment, and the cogni- 
zant Systems Command is obligated for funding. 

When a Field Change is accomplished, record 
its completion on the Field Change Accomplish- 
ment plate of the equipment affected, and on the 
appropriate MDCS Maintenance Data Form in 
accordance with OPNAV 43P2, 


ENVIRONMENTAL EFFECTS ON 
ELECTRONIC EQUIPMENT 


It is beyond the scope of the chapter to pre- 
sent all the problems encountered from environ- 
mental conditions, because individual methods of 
installation and stowage of electronic equipments 
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differ from ship to ship and from one naval 
shore station to another. However, some of the 
preventive and corrective measures that should 
be taken under adverse environmental condi- 
tions,and the effects on the equipment subjected 
to these conditions, are given in the following 
paragraphs. 


TEMPERATURE 


Extremely low temperature may cause 
brittleness in certain types of metals, and loss 
of flexibility to rubber, insulation, and similar 
material. Extremely high temperatures may 
cause deformation, and deterioration of terminal 
boards, seals, insulation and heat-sensitive de- 
vices. Rapid changes of temperature may be 
especially damaging to certain types of elec- 
tronic components, 

The cooling or heating of air spaces sur- 
rounding the components of electronic equipment 
is generally accomplished and controlled by 
blowers, fans, hot oil and water coolers, etc., 
either to dissipate the heat generated by the 
equipment components, or to heat or cool the 
surrounding ambient air. Regardless of the 
method employed for the cooling or heating of 
spaces, if personnel neglect to keep the screens, 
filters, fans, ducts, surface area of coolers, 
and equipment free from foreign matter, the 
heating or cooling will be greatly affected, 
which may result in equipment damage or mal- 


function caused by improper’ temperature 
control, 
HUMIDITY 


High humidity, (prevalent in tropical cli- 
mates) is the ‘‘arch enemy’? of electronic equip- 
ment, Its resultant damage to equipment parts 
is caused by condensation and fungus growth, 
under conditions of both high salt-laden moist 
air and high temperature, In this case, adequate 
ventilation of the equipment is of the utmost 
importance to protect the equipment components 
from entrapped moisture and extremely high 
operating temperatures. To overcome any ad- 
verse effects on electronic equipments, maxi- 
mum and minimum temperature gradients should 
be controlled by one of the cooling or heating 
mediums provided. 

In many cases, critical electronic com- 
ponents are encapsulated, potted, or sealed, to 
protect them from the detrimental effects of 
moisture and temperature variations. However, 
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sealing the component does not completely elimi- 
nate the problem of high-humidity conditions, 
because the seals sometimes must be broken 
for maintenance or repair work. There is also 
the possibility that the electronics technician 
will not always have on hand the suitable seal- 
ing compounds to repair or replace sealed 
components, Where this condition exists, except 
in cases of emergency, the repair or replace- 
ment of sealed components should not be per- 
formed in the field. 

Equipment that is to remain idle and de- 
energized for a considerable length of time 
should have their space heaters (if provided) 
turned ON to keep the insulation and equipment 
dry. If space heaters are not provided for the 
equipment, electric lamp bulbs or a portable 
electric heater as a temporary measure can be 
placed within or near the equipment. This is 
especially important in humid or cold climates. 


CORROSIVE ATMOSPHERE 


The effect of a corrosive atmosphere on 
metal parts, and insulation can cause serious 
damage to unprotected electronic equipment. 
For this reason, the technician should be cog- 
nizant of the harmful effects of all corrosive 
elements. He must be especially aware of the 
effects produced by salt spray or salt-im- 
pregnated air. To prevent corrosive effects, a 
regular periodic cleaning schedule for most 
equipments has been established by PMS, This 
schedule normally includes dusting and cleaning, 
lubrication of the moving parts, and the appli- 
cation of approved solvents or wetting agents to 
remove any accumulation of foreign matter, such 
as soil, dust, dirt, oil film, and salt-impregna- 
tion, Failure to adhere to this regular periodic 
cleaning schedule can lead to degradation and 
early equipment failure. In addition, all access 
doors and panels should be securely fastened 
and in place when maintenance work is not being 
performed on the equipment, 

In the event that a piece of electronic equip- 
ment becomes soaked with salt water, oil or 
acquires a thick coat of oily dirt, the following 
procedure may be used to clean the equipment: 


1. Deenergize the equipment. 

2. Disconnect and remove the drawers or 
units which are to be cleaned. 

38. Remove all tubes, subassemblies, as- 
semblies, cover plates, plug-in cables, 
and any parts which could be affected by 
water. 
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Move all of the items to a place near a 
source of fresh water, such as a shower 
stall. 

Liberally wash down the items with fresh 
water; for oil and greasy dirt, use an ap- 
proved dry cleaning solvent or a nonionic 
detergent. 

Rinse thoroughly with fresh water and 
allow the excess water to drain off. 
Use clean, low pressure air to blow out as 
much of the water as possible. 
Completely dry the parts using heat lamps, 
electrical heaters, hot air blowers, or the 
galley ovens. Be careful not to overheat 
the parts. 

Clean out all connectors with solvent and 
pipe cleaners. 

After the parts are dry, make visual in- 
spections and resistance tests to locate 
damaged parts. Replace parts as neces- 
sary. 

Reassemble and reinstall all parts of the 
equipment, and make all required tests 
and alignments as indicated in the tech- 
nical manual, 


o 
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RECORDS AND REPORTS 


In addition to the 3-M System forms dis- 
cussed earlier, there are various other types of 
record and report forms that concern the ET, 
Some of the common ones are described briefly 
below. 


REFERENCE STANDARDS BOOK 


The Reference Standards Book includes: (1) 
Reference Standards Tests, (2) Reference Stand- 
ards Summary Sheets, and (3) Performance 
Standards Sheets. When these three items are 
contained in a single publication, they constitute 
_a Reference Standards Book for a particular 
equipment or system. 

Reference Standards Tests consist of a series 
of measurements made initially when the equip- 
ment is operating at peak performance. These 
measurements, containing upper and lower 
limits, provide maintenance personnel with 
standards against which subsequent measure- 
ments may be compared in order to ascertain 
equipment readiness at any given time. The 
Reference Standards Tests are accompanied by 
blank spaces (fig. 2-5) which are used by main- 
tenance personnel to record the results of sub- 
sequent measurements, This allows maintenance 
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personnel to develop a performance history of 
an equipment, The Reference Standards Tests 
are scheduled ona routine basis such as daily, 
weekly, and monthly. These tests are super- 
seded and canceled when the PMS is imple- 
mented. Reference Standards Books are to be 
retained on board ships, however, even after 
PMS has been installed, in order that technical 
data on installed equipments will be available 
for ready reference, 

Two identical Reference Standards Summary 
Sheets precede the front matter of a newly 
issued Reference Standards Book, The Reference 
Standards Summary Sheets provide blank spaces 
for maintenance personnel to record the results 
of all Reference Standards Tests. After the 
sheets are filled in, one is retained in the book 
and the second is submitted to NAVSHIPS for 
evaluation. 

A Performance Standards Sheet (fig. 2-6) 
lists the capability of a particular equipment 
or system. The sheet also lists the measure- 
ments that can be performed to determine ifthe 
equipment is operating at its designed capability. 
A Performance Standards Sheet is used by main- 
tenance personnel to determine the overall 
operation of an equipment by test results from 
the Reference Standards Book with the data given 
on the Performance Standards Sheet. This sheet 
is usually the first page in a newly issued 
Reference Standards Book, 


ELECTRONIC PERFORMANCE & 
OPERATIONAL REPORT 


The Naval Ships System Command must keep 
tab on new (and converted) equipments to evaluate 
their usefulness. This is accomplished with the 
Electronic Performance and Operational Report, 
NAVSHIPS 3878, shown in figure 2-7, 

It is not desired that reports be submitted on 
all equipments, Detailed instructions for the 
preparation and submission, and a listing of 
equipment requiring a report are contained in 
NAVSHIPS Instruction 9670-20E. When appli- 
cable, NAVSHIPS 3878 is submitted quarterly to 
the Naval Ships Systems Command, 

The NAVSHIPS 3878 reports are essential to 
keeping the Naval Ships System Command in- 
formed on equipment performance and operation. 
Because they provide firsthand information on. 
equipment under actual operating conditions and 
report the maximum ranges obtained, they are 
extremely valuable in evaluating the electronics 
maintenance program, enforcing manufacturers’ 
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QUARTERLY STEPS NAVSHIPS 94715.42 


OPERATING CONDITIONS AND CONTROL SETTINGS: 


Equipment in full operation and conditioned for Al reception. 
O,L. THRES: OFF 


AN/WRR-2, -2A 
AN/FRR-59, -59A 


STEP READ ' REFERENCE 
NO. ACTION REQUIRED INDICATION ON STANDARD 


Record over-all sensitivity of Mode Al Signal Generator Rv 
(01) at low end of 2-4 mc band, AN/URM- 25 (7.5 max. ) 


*PROCEDURE: Connect signal generator to the ANT IN jack (J957). Adjust 
generator for a 2-mc unmodulated signal and set output at 5 pv. Set 
BAND selector to 2-4. Tune receiver to 2 mc and adjust the ANT COMP 
and ‘HF ADJ controls for maximum indication on the RESONANCE meter. 
Reduce generator output to zero and adjust RF GAIN for a -2 db indication on 


the LINE A OUTPUT meter. Set generator output to 5 pv and adjust generator 
frequency for a maximum indication on the RESONANCE meter. Readjust 


the generator output in microvolts. 


Repeat for high end of band. Signal Generator 
AN/URM-25 


PROCEDURE: Tune receiver to 4 mc and repeat step Ql. 


AN/URM-25 
PROCEDURE; Tune receiver to 8 mc and repeat step Ql. 


Record over-all sensitivity of Mode Al 
at low end of 8-16 mc band. 


Signal Generator 
AN/URM-25 


PROCEDURE: Set BAND selector to 8-16, Tune receiver to 
step Ql. 

Repeat for high end of band. Signal Generator 
AN/URM- 25 


PROCEDURE: Tune receiver to 16 mc and repeat step Ql. 


AN/URM- 25 


db od ae ox 


PROCEDURE: Tune receiver to 32 mc and repeat step Ql. 


Record over-all sensitivity of Mode Al Signal Generator 

at low end of 16-32 mc band, AN/URM-25 

PROCEDURE: Set BAND selector to 16-32. Tune receiver to 16 mc and repeat 
step Ql. 

Repeat for high end of band. Signal Generator 


generator output for a +18 db indication on the LINE A OUTPUT meter. Record 


eV 
(1.5 max. ) 


Rv 
(1.5 max. ) 


Record over-all sensitivity of Mode Al Signal Generator 

at low end of 4-8 mc band. AN/URM-25 

PROCEDURE: Set BAND selector to 4-8, Tune receiver to 4 mc and repeat 
step Ql. 

Repeat for high end of band, Signal Generator 


=, 
(i[3 max. ) 


Lv 
(1.5 max. ) 


8 mc and repeat 
BV 
(7.5 max, ) 


BV 
(1.5 max. ) 


BV 
| (1.5 max. ) 


Figure 2-5.—Sample page from Reference Standards Book (reference Standards tests), 
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ELECTRONICS TECHNICIAN 3 & 2 VOL. 1 


AN/WRR-2,-2A 


NAVSHIPS 94715.32 
AN/FRR-59, -59A 


6 April 1972 


PERFORMANCE STANDARD SHEET 
for 
RADIO RECEIVING SETS AN/WRR-2, -2A, AN/FRR-59, -59A 


TABLE I - OPERATIONAL PERFORMANCE 


The many variables involved, such as radio propagation conditions at the 
time of the test, power output of the transmitter being received and the type 
of antenna installation, preclude definitive predictions of operation ranges. 
To achieve optimum reliable ranges, frequency selection should be made in 
accordance with DNC-14, as corrected by half-hourly radio propagation pre- 
dictions given over WWV and WWVH. 


NOTE: KC= KHz 


TABLE II - STANDARDS FOR EQUIPMENT MEASUREMENT 


MEASUREMENT STEP STANDARD 


0.8 KHz min. (at 6 db) 
2.4 KHz min. (at 60 db) 


a 


Total time required to perform Table II measurements - 1 hour. 


Bandwidth (IF, 1.0 KHz) Q19 and Q20 


[Receiver Sensitivity (Sr) 


|Performance Figure (PF) * 


* PF = Sr (pv) 


All steps refer to tests in the Reference Standards Book, NAVSHIPS 94715.42 


This Performance Standards Sheet supersedes NAVSHIPS 93550.32 


36.100 
Figure 2-6.—Performance standards sheet. 


information not inclided elsewhere on the form 


guarantees, evaluating installation adequacy, 
such as detailed information on any unusual 


improving equipment operation and safety, and 
improving equipment design. 

The NAVSHIPS 3878 report contains a place 
for general remarks on the back of the form 
(not shown). Indicated here is any pertinent 
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difficulty encountered in operation; excep- 
tional maintenance required; and suggestions 
for improvement in design, tests, and new 
applications. 


Chapter 2—MAINTENANCE 


ELECTRONIC PERFORMANCE & OPERATIONAL REPORT Warent.musiirs.esre-t 
MAVSHIPS 3878 (Rev. 1-40) Subslt erlginal only to Aureau - No forwarding letter required 


(] wet (Prereer ee 
crou: USS RANGER (CVA-61) nucey 31 MARCH 1971 


(Ship mene, type end huil neo.) vac REPORTING PERICO 
10: von 1 JAN 1971 31 MARCH 1971 


ve 


AM-1365/0RT | Amplifier a me) 83 


Lis ACCOMPLI SHEE wet sag i ao Sota. GQUAING PERIOD OF Meee cerabia: 
To Bate None None aro «6180 ATING BOI CER 56 


PENFOMIANCE FIGURE (PF) & TEGeNCM KYLUATION OPENATIONAL. CvALUATION 
our. SATIS. UNSATIS. out. SATyS- wetaris. 
STANDING coce sactoer vAcToRy STAND INO 0 oes sanvouy factouv 


AVER, GOO BOX RIMS TINE tm. DESCERNIMLE SEGsmL (ewoss 


Wancdt CLASS. 
Wee . OFTAIL 
(SEC ACVERSE) 


Leva (43) RECESVING SENSITIVITY PROCEDURE USED 

40//uBAR 68//NOLT/uSAR 
ames eed eee ee el Ba oe 
MAXIMUM RANGE SANAR SOUNDING 
TARGETS DETECTED 
AND_TRACK ED FaTWONS 
TARGET CLASSIFICATION 
TYPE AND DETAIL 


PCNCENT OF Time OUT AnTteNs SVSTELD IMVERFERONCE (Freqeencice, Anteneity, eoerces) 
OF COMTACT WHILE BI Rie 
Mence (iF are) 


04 No problems No problems 


COMAUNICAT 1 OK 


roene Output OOCEI VER SeusiTivety 
Voiee 100 


“TD RCARIMU KANGE AND 
a TIT TanceTs 
SPE OLIFCTER 

TAOGET CLASSIFIER 
1WPe Aun DETAIL 

(EEE REVERSE S108) 
MAXIM RELOAILE 
HANGER AND ALTITUOE 


TARGET CLASSIFICATION 
TWEE AMO DETAIL 


WARFA 


ELECTRON 


35.83 
Figure 2~7,—Electronic Performance and Operational Report. 
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SHIP ELECTRONICS INSTALLATION 
RECORD 


The ship Electronics Installation Record 
(NAVSHIPS 4110) furnishes an up-to-date in- 
ventory of the electronic equipment aboard each 
ship to interested Fleet and shore activities. To 
be effective, the NAVSHIPS 4110 must be ex- 
tremely accurate and kept current. Detailed 
instructions for preparing, revising, and sub- 
mitting NAVSHIPS. 4110 are found in Reporting 
Electronic Equipment Installation, NAVSHIPS 
0967-088-5010 (formerly NAVSHIPS 900, 135D). 


Format 


The ship’s data portion of the NAVSHIPS 
4110 (fig. 2-8) is filled in by NAVSHIPS, The 


EQUIPMENT MODEL 


completed 


ship makes no entries in this part of the form 
except to fill in the date on which preparation or 
revision of the form is completed by the ship. 

The SSC column on the form is filled in by 
NAVSHIPS with a numerical code equivalent to 
equipment nomenclature to facilitate automatic 
data processing, 

The equipment data portion of the form is 
filled in by the ship under the column headings 
of CATEGORY, LOCATION, EQUIPMENT 


MODEL, SERIAL NUMBER, and EQUIPMENT 
VOLTAGE, The equipment is listed on the form 
(1) in category order, (2) within each category 
by location, and (3) within each location by 
numerical and alphabetical sequence. The equip- 
ment is divided into eight major categories as 
follows: 


check 
to ensure 


latest 
revision 


HIP ELECTRONICS INSTALLATION R 


DATE REVISED BY SHIP 
a Sa ea a Se i 


BUSHIPS REPORT -9670-2 


7 a ee 
| mo J oav [va | 


OvML 
Yard 


SEMAL 
NUMBER 


35.82.1 


Figure 2-8.—Ship Electronics Installation Record (NAVSHIPS 4110). 
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EQUIPMENT CATEGORY 
Communications 1 
Radar and Radar 2 
Identification 
Sonar and Sonar 3 
Identification 
General Purpose Test 4 
Infrared, Radiac, Radio 6 
Navigation, and 
Countermeasures 
Intercommunications q 
Power Supply 8 
Misc. Commercial, Shore 9 


and Certain Test Equipment 


Category 5, formerly Fire Control Equip- 
ment, is now deleted. Category 7, IC equipment, 
is reported to the Electronics Supply Office 
(ESO) in accordance with NAVSHIPS Instruction 
9670.85. Code numbers (listed in NAVSHIPS 
0967-088-5010) are used in the LOCATION and 
EQUIPMENT VOLTAGE columns of the form 
to indicate the equipment location and input 
voltage(s). 

The REMARKS column provides space for 
any remarks deemed necessary by the ship. 
The Naval Ship Engineering Center (NAVSEC) 
includes a 4-digit code in this column. Thefirst 
digit is the category code, and the remaining 
three digits are the subcategory code. The 
complete 4-digit code, however, is normally 
referred to as ‘the subcategory or SCAT code. 
This SCAT code can be cross referenced to the 
equipment in the NAVSHIPS 0900-001- 2000 
series publications. A general guide to SCAT 
codes for electronic equipments follows: 


EQUIPMENT SCAT CODE 
Communications 0001 through 1999 
Radar 2000 ” 2999 
Sonar 3000 ” 3999 
Test 4000 ” 4999 
Infrared 6000 ” 6099 
Radiac 6200 ” 6399 
Navigation 6500 *” 6699 
ECM 6700 ” 6999 
Power 8000 ” 8999 
Commercial & Shore 9000 ” 9999 


35 


Revising and Submitting 


Corrected NAVSHIPS 4110s are submitted as 
follows: (1) for ships being overhauled—one week 
prior to completion of the overhaul, and (2) for 
all ships not undergoing construction, conver- 
sion, or overhaul—when a major change is made 
in the ship’s installation record. When changes 
to the installation record are extremely minor, 
the update may be reported by the use of the 
Electronics Equipment Interim Report (NAVSEC 
9670/3 fig. 2-9). One post card is required for 
each minor change. When the post card is 
received by NAVSEC, the NAVSHIPS 4110 is 
updated, but no new outputs are generated for 
distribution. Therefore, the use of these cards 
should be limited to extremely minor changes. 

When updating the NAVSHIPS 4110, two copies 
are prepared; one for submission to NAVSEC 
and one for the ship’sfile. Ensure thatthe latest 
copy of the form is used for updating. Ifa 
revision is submitted on any copy other than the 
latest, it will be returned to the ship for 
resubmission. 

To correct the data for an equipment, cross 
out the incorrect data and write in the correct 
data. Ensure that the corrections are kept in the 
proper column or immediately adjacent to the 
deleted data as shown in figure 2-10. 

When an equipment is deleted, a colored line 
(preferably red or green) should be drawn 
through the data for the affected equipment (fig. 
2-11). Do not obiiterate the old data as ADP 
personnel must be able to read the deleted 
information. 

When a new equipment is added to the list, 
it may be inserted in any space available, but 
preferably on a separate sheet. It is not neces- 
sary to insert new items by category or loca- 
tion. This will be done automatically by machine 
processing. When an equipment on the list is 
replaced by anew equipment, delete the equip- 
ment being replaced, and add the new equipment 
to the list as shown in figure 2-12. 

NOTE: The Ships Equipment Configuration 
Accounting System (SECAS), when implemented, 
will replace the NAVSHIPS 4110. 


EQUIPMENT TECHNICAL MANUALS 


Equipment technical manuals include infor- 
mation essential to the proper installation, 
operation, and -maintenance of the equipments to 
which they apply. There are various types of 
technical manuals (all of which contain 


—~commanding Officer 


uss 


TO: Commander. Waval 


W110 UPDATE 


oO DELETE 
Oo ADO 


MODEL 


aanst AC TURER 
Tocation 


aev 27! mm.otot-3! -0026 
wavsec 9670/3 (REV. 3.70) S/N-0 ° $ 


‘OFF 


essentially the same types of information) in 
different formats and arrangements. Electronics 
equipment technical manuals that you will be 
using (fig. 2-13) include the conventional manuals. 
which are divided into sections or chapters, each 
containing specific related information, and the 
Symbolic Integrated Maintenance Manual (SIMM) 

which incorporates new concepts in presenting 

technical data. (See page 40) 

Other types of technical manuals which you 

may encounter include interim and temporary 

manuals which precede the approved military 

manuals, and the manufacturer’s technical 


manuals which may be issued in place of the 
standard military manuals. ; 
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Figure 2-9.—Interim report post cards, 
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CONVENTIONAL MANUALS 


The most common conventional equipment 
technical manuals are the 6-and 8-part manuals. 
Their organization and a description of the 
material contained in these manuals are pre- 
sented in the following paragraphs. 


The 6-Part Technical Manual 


Front Matter 


1. General Information 
2. Installation 


3. Operation 
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DATE REVISED py SHIP 


SHIP ELECTRONICS INSTALLATI 


ON RECORD 
-(0- 76 


eusnirs MEPORT-9670-2 


5 &-1004b/5G ae 
ae ; ees U- 11 380/tR se 
40d 1 | 1062 C-7594/ 45 aah 
io 1 | 102 cur ey 283 
| 52 cu-1653/- 818) ; 
193 ; ie Cu- 1053/6 aie Right ; 
33 1 | 162 vue 1093/u fas ‘ se 
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on V | 182 Sa re a ; 33 
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0 | 62 $8-1203/UG aes : 333 re 
D301 1} 162 Sb- 1 203A/uG a ° 3 ! 
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S8- 1210/uG% Rise 
1000 a SB~ 1210/UGQ 26 a 3 
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pee 1 | 162 TSEC/HY-2 2971 on 
Sooo 1 | 162 TSEC/HY-2 a E 76 
aS 1 | 162 TSEC/KG-14 alt ; 70 
ae 7 TSEC/KG-14 ts . "et 
see ey T3EL/KG- 14 oye i 7 
36455 , |) 162 TSEL/kg- 14 ae : et 
aoe i | 162 TSEC/KG-14 ue? 728 
fe 1} 162 TSEC/KW-7 pon 28 
eee 1 | 162 TSEC/KW-7 bt : 
wai 1 | 162 TSEC/KW-7 


Figure 2-10.—Proper corrections. 


Troubleshooting combines functional des- 
cription and troubleshooting chapters 
Maintenance combines corrective main- 


tenance, preventive maintenance, 
alignment chapters 
6. Parts List 


and 


The 8-Part Technical Manual 


Front Matter 


1. General Information 

2. Operation 

3. Functional Description 

4. Scheduled Maintenance 

5. Troubleshooting 

6. Corrective Maintenance includes align- 
ment 

7. Parts List 

8. Installation 
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Front Matter 


This chapter will be found in each volume of 
a multivolume technical manual and contains the 
following information: 

A COVER and a TITLE PAGE which lists the 
equipment or system nomenclature, the security 
classification, publication, number, volume 
number (if required), andthe command in charge 
of the equipment. In addition, the TITLE PAGE 
includes an approval date and, if needed, a 
change number and date. 


A FORWARD which explains the content, 
usage, and intent of the manual. 

A LIST OF EFFECTIVE PAGES (table 2-1) 
which lists all pages of the manual and indicates 
the change status of each page.(See page 40) 

A CHANGE RECORD which is to be filled in 
with information concerning the changes entered 
in the manual, such as the change number, the 
person making the change, and the date. 


ELECTRONICS TECHNICIAN 3 & 2 VOL. 1 


SNi ATION RECORD 
SHIP ELECTRONICS INSTALL los 9 


- 
DATE MEVISED BY SHUP 


SHIP NAME 


jaar in 
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SS 


EQUIPMENT MODEL 


Obliterate 


i733 729/56 
d= 3729/58 
AA 3729/5R 
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TS 
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ae 1 {010 L= 3868/ SRC 8189 8 1388 
400 1 | 010 Ls-474/u 8203 8 1388 
7400 1 |010 LS-474/4 

H | 
35.82.1 
Figure 2-11.—Proper method of deletion. 


An INDEX containing: a Table of Contents, limitations, and relationships of the units and 
listing the number and title of the chapters, contains the following: 
sections, and main paragraphs; a List of Illus- An INTRODUCTION which provides an ex- 
trations, listing the number, title and page planation of the purpose, scope, supersedure 
number of each figure; a List of Tables, listing data, and applicability of the manual, including 
the number, title, and page number of each the models, serial numbers, and configurations 
table. of the equipment covered. 

In multivolume manuals, Volume I contains A GENERAL or EQUIPMENT DESCRIPTION 
a complete index covering all volumes. The other which briefly and nontechnically describes the 
volumes contain only their own indexes. intended use, capabilities, and limitations. The 

A DESCRIPTION OF CODES AND SYMBOLS RELATIONSHIP OF UNITS is a pictorial illus- 
which are particular to that technical manual, tration (figure 2-14) of all the units of a set or 
including how to interpret the symbols used. system showing the basic interconnections bet- 
ween the units and other equipment.(See page 41) 

The REFERENCE DATA, which includes 
Nameplate Data, Functional Characteristics, 
Capabilities and Limitations, Rated Outputs, and 
This chapter provides a functional descrip- Environmental Characteristics. EQUIPMENT, 
tion of the equipment or system to allow com- ACCESSORIES AND DOCUMENTS SUPPLIED 
mand personnel and other users to easily and which lists all equipment, test equipment, pub- 
rapidly determine the intended use, capabilities, lications, and accessories required but not 


General Information 
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Dare REVISED BY SP 


'URA-58 
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Figure 2-12.—Proper method of deletions and additions. 


supplied. A table of FIELD CHANGES AND 
FACTORY CHANGES, which lists the changes 
that apply to that equipment, and whether they 
were accomplished. 


Operation 


This chapter contains routine and emergency 
operating instructions, safety precautions, 
operating limits, complete starting and stopping 
instructions, and any instructions required by 
the operator to prepare the equipment for use. 
An INTRODUCTION describes the operator’s 
relationship to the equipment and identifies the 
units having controls and indicators which he 
uses. A DESCRIPTION OF CONTROLS AND 
INDICATORS includes names, positions, and 
operating functions of each control (figure 2-15) 
and the normal operating condition of each 
indicator. (See page 42) 


The OPERATING PROCEDURES include 
Operator Turn-on, Modes of Operation, Opera- 
tion Under Interfering Conditions, Operator 
Turn-off, Emergency Operation, and Emergency 
Turn-off. 

The OPERATOR’S MAINTENANCE contains 
Operating Checks and Adjustments, Preventive 
Maintenance, and Emergency Maintenance. In 
some technical manuals this chapter is in a 
Separate volume to allow it to be kept near the 
equipment for easy reference. 


Installation 


This chapter contains all the information 
required for the installation of the equipment, 
such as site selection, unpacking and handling, 
clearances, and recommendations for. reduction 
of electromagnetic interference. In addition, this 
chapter contains tests and test procedures 
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Figure 2-13.— Equipment technical manuals. 


required to demonstrate that the equipment is 
capable of satisfying operational requirements. 
It also contains anINSTALLATION STANDARDS 
SUMMARY SHEET (figure 2-16), which is used 
to record the results of the installation verifi- 
cation tests. (See page 43) 


Functional Description 


This chapter provides a detailed analysis of 
the principles of operation of the overall equip- 
ment and its major functions, including support- 
ing functions such as power, cooling and control. 
OVERALL FUNCTIONAL BLOCK DIAGRAMS 


(figure 2-17) show all the major functions of 
the equipment by means of blocks which repre- 
sent individual units or assemblies. Each block 
is identified by name, nomenclature, and num- 
ber. Connecting lines and arrowheads show the 
direction of signal flow. Inputs and outputs are 
titled and waveforms may be included. Each of 
the major functions of the equipment is described 
on a separate FUNCTIONAL BLOCK DIAGRAM 
(figure 2-18), which depicts the development of 
each function from input to output in detail. The 
electrical connections and functions ofa specific 
circuit arrangement are shown by the SIMPLI- 
FIED SCHEMATIC DIAGRAM (figure 2-19). 


Table 2-1.—List of effective pages showing changes 


CHANGE 
IN 
EFFECT 


PAGE 
NUMBERS 


Title Page 
A 
Bé&c 
i 
ii thru vii 
1-0 thru 1-5 
2-0 thru 2-17 
3-0 thru 3-6 
3-6A 
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PAGE ri te 
NUMBERS EFFECT 
3-6B 1 
3-7 & 3-8 Orig 
4-1 thru 4-4 Orig 
4-4A 2 
5-1 thru 5-18 Orig 
5-18A 1 
6-0 thru 6-20 Orig 
7-1 thru 7-4 1 
i-1 thru i-3 2 
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Figure SECURITY CLASSIFICATION AN/XXX- 1 
1-1 NAVSHIPS GENERAL INFORMATION 


CONTROL , ANTENNA 


BEARING SELECTOR SWITCH 
SWITCH 


UNIT 14 
UNIT 13 3c 
(so? / FILTER, BANCO SUPPRESSION 
log ANTENNA ASSEMBLY R . CP IGSA/RxK-t 
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INFORMATION TO 
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MARK 2 MOO 2A 
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RT —27 Z2A/KKX—t 


SLOTTED 
LINE 
tM- 82A/UP 
UNIT 10 


TRIGGER PULSE (FOR TEST PURPOSES ONLY) 
TO! PMENT INDICATOR STANDING WAVE RATIO 
IM=127A/EKK—I 

UNIT II 


a) 


POWER SUPPLY 
PP-BEGA/XXX—1 
a UNIT 2 


REGULATOR 
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TY =3O0AAP~1 $ VIDEO 
iba haat es CIRCUITS TO 
PLAN POSITION CONTROL 
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TO PLAN POSITION én, UNIT 4 
INDICATORS 4% — = 
MANUAL 
RANGE INPUT CONTROLLER 


ADAPTER, INDICATOR 
MX ~1S9GA/KAK$1 
UNIT 7? 


Wott FILTER, BANO RAOAR REPEATER EQUIPMENT 


SUPPRESSION : Nav MOCEL Vue! 
1¢ 60 62 (RF LINE. PICTER) RANGE AZIMUTH INDICATOR 
27.3AMP POWER UNIT $ AN/SPA~ 4A a4ov 


3¢@ 60 Hz 

10 AMP POWER 
4% NAVY STANOARO PLAN POSITION INDICATORS 
EITHER RAKGE AZIMUTH INDICATOR AN/SPA-4A 
OR RADAR REPEATER EQUIPMENT NAVY MODEL VWJ-1 (GEM) 


Figure 1-1. Radar Set AN/XXX-1, Relationship of Unite 
blank/1-0 SECURITY CLASSIFICATION ORIGINAL 


32.172(162A) 
Figure 2-14.— Equipment illustration showing relationship of all units. 
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1. PHONE BUZZ buzzer 13. FM NOISE ALARM lamp 
2. POWER INTERLOCKS lamp 14. NME RESET button 
3. POWER switch 15. AM NOISE ALARM lamp 
4. STDBY lamp 16. ILLUMINATOR STATUS NO GO lamp 
5. READY lamp 17, RADIATE OFF button 
6. TEST lamp 18. ILLUMINATOR STATUS MARGINAL lamp 
7. CW ILLUMINATOR INTERLOCKS lamp 19. RADIATE lamp 
8. RF POWER DRIVE lamp 20. HT MODE lamp 
9. RF POWER meter 21. RADIATE ON button 
10. RF POWER RADIATED lamp 22. ILLUMINATOR STATUS FAULT lamp 
11. DEVIATION meter 23. DIRECTOR LOUVERS switch 
12. DEVIATION switch 24. DIRECTOR LOUVERS OPEN lamp 
162.137 
Figure 2-15.— Equipment controls and indicators. 
The reference designation prefix 3A1A2, Other diagrams include PIPING DIAGRAMS, 
shown on figure 2-19, identifies the unit, assem- that show the interconnections of components by 


bly, and subassembly associated with the parts piping, tubing or hoses, and MECHNICAL DIA- 
shown on the schematic. Reference designations GRAMS, that show the operational sequence and 
are discussed in chapter 5 of this manual, arrangement of mechnical devices. 
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a 
RADIO RECEIVER R-XXX/URK 


NAVSHIPS 


INSTALLATION STANDARDS SUMMARY 


Vac 
Hz 


Input Voltage 
Input Frequency 
(When reference standard tests 

are madey 


installation verification test. 


Paragraph No. Ref. Std. 


8-10 Check 


p 


8-21 Vde 
Vde 
Vde 


Vde 


aoa p 


Check 
Check 
Check 
Check 


a9 op 


Record on this summary sheet the test indications which have been obtained during the 


Paragraph No. Ref. Std. 
8-46 al 
b. uv 
c. Check 
d. nV 
e. uv 
f. uv 
8-51 a. Sec 
b. Check 
c. Check 
d. Hz 
e. 
f. 
g- 


Date 
Serial Number 
of Model 
Installed in (ship or station) 


Length of transmission line 
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Figure 2-16.—Installation standards summary sheet. 


Troubleshooting 


This chapter contains all information and 
instructions necessary to locate troubles and 
conduct tests on each component, assembly, 
or subassembly of the equipment. Included are 
the following: 

An INTRODUCTION explaining the approach 
and logic of the troubleshooting principles and 
data and their relationship to each other. 

A TROUBLESHOOTING INDEX (table 2-2) 
which lists all equipment and functions with 
references to the appropriate procedures and 
diagrams that can be used to troubleshoot a 
specific function. (See page 46) 

RELAY, LAMP, and PROTECTIVE DEVICE 
INDEXES (table 2-3) which list all relay coils, 
indicator lamps and protective devices with the 
item reference designation, function name, vol- 
tages, ratings, and a reference to the trouble- 
shooting diagram. (See page 49) 

The MAINTENANCE TURN-ON PROCE- 
DURE (table 2-4) lists the step-by-by-step 
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procedure to energize the equipment with the 
correct indication for each step andthe trouble- 
shooting or corrective action for out-of-toler- 
ance observations. (See page 50) 

SIGNAL FLOW DIAGRAMS (Figure 2-20 
foldin end of Chapter) are detailed block dia- 
grams which illustrate the functional develop- 
ment of each equipment output from its origin 
to its measurable output. These diagrams also 
include test points, test parameters, schematic 
diagram references, that data for test equipment 
setup, adjustments, controls, switches, and 
mechanical couplings. 

CONTROL DIAGRAMS (figure 2-21) areused 
to indicate all control circuits and group them 
according to their common characteristics. 

POWER DISTRIBUTION DIAGRAMS (figure 
2-22 foldin end of chapter) depict the distribu- 
tion of power from the equipment input to the 
various modules and subassemblies of the equip- 
ment, PIPING DIAGRAMS are included for fluid 
cooling, air, gas, and hydraulic systems as 
needed. 
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NOTES 
| THE AM-1565/URC 1S NOT INCLUOEO IN 
RADIO SET AN/SRC - XX 
2 IN RADIO SET AN/SRC -XX ,CONNECTIONS 
FROM THE C-3866/SRC ARE MADE 
OIRECTLY TO AN/URC - X 


LOCAL HEAOSET 


XMTR AUDIO LOCAL 
LOCAL XMIT/RECEIVE { MIKE 


xXMTR AUDIO 
® RCVR AUDIO 
Ai | LOCAL XMIT/RECEIVE 


LOCAL 
HANOSET 


REFERENCE 
PARAGRAPH 4-1 
i <ONITL | 5-WwiRE CHAN SEL | 
{ REMOTE XMIT/RECEIVE | 
l XMIT AUDIO | 
RADIO : 
Peco rence | SQUELCH DISABLE | 
AMPLIFIER 


SQUELCH CONTROL | 
AM~-1565/URC : XMTR-RCVR RF (SO OHMS) a 
PA XMIT/RECEIVE : 


RCvR AudIO 


r--or 


SEE NOTE ! 


SUPPLY 
VOLTAGES 


RECEIVER- TRANSMITTER 


PwR SUPPLY 
PP-2702/URC-X| cy_a95g/uRC-X 


UNIT 2 BROADBAND SIDE TONE 
PLAIN BROADBAND 


XMIT/RECEIVE | 


BROACBAND 


}rcvr aupio EQUIPMENT 


jxme au0:0 


RCVR AUDIO 
XMTR AUDIO | RETRANSMIT 
€ 


RY-SOt/URC- X 


EQUIPMENT 
XMIT/RECEIV 


ROVE MTR =| Rapio SET 
AN/URC -X 


| evesoue 
S-WIRE CHAN SEL UNIT 3 
REMOTE XMIT/RECEIVE oi nee 
xMTR AUDIO ieupe 
SQUELCH DISABLE POWER INDICATOR 
SQUELCH CONTROL REMOTE 
115/230VAC RADIO SET DIAL CHAN) SEL CONTROL 
CONTROL 
RCvR AUOIO C-3866/SRC 


XMTR DISABLE ——-: 


esueane { = 
GROUP S-WIRE CHAN Infoe——_—__| 


AN/SRA- XX 


xMTR AUDIO 
REMOTE XMIT/RECEIVE 
SQUELCH DISABLE 


. 


118/230 VAC, 
50/60 42 
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Figure 2-17.—Overall functional block diagram. 


MAINTENANCE SCHEMATIC DIAGRAMS 
(figure 2-23 foldin end of chapter) completely 
cover the equipment. These include unit-to-unit 
interconnection diagrams, intra-unit intercon- 
nection diagrams, and unit, assembly, and sub- 
assembly schematic diagrams. 


Scheduled Maintenance 


This chapter contains preventative main- 
tenance procedures and performance test in- 
structions to be accomplished on a scheduled 
basis. NOTE: The scheduled maintenance in- 
structions in this chapter are canceled when 
PMS is implemented for the appropriate equip- 
ment aboard your ship or station. 

The sections in this chapter include: 

The INTRODUCTION, which explains the 
purpose, scope, and arrangement of the sched- 
uled performance tests and preventive main- 
tenance procedures. PREVENTIVE MAINTE- 
NANCE PROCEDURES include the information 
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required to inspect, clean, and lubricate the 
equipment. The SCHEDULED PERFORMANCE 
TESTS which contain step-by-step procedures 
necessary to verify that the equipment is operat- 
ing within standards in all modes of operation. 


Corrective Maintenance 


This chapter contains the instructions re- 
quired to remove, repair, adjust, and reinstall 
the circuit elements and mechanical items. 
Exploded and sectional views and parts place- 
ment diagrams are provided as necessary. 
Information on the use of.Special tools and test 
equipment are also included. 


Alignment 
This chapter provides information for the 


complete alignment of the system or equipment, 
It includes all inputs, point of input injection, 
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ANTENNA 
2250-3999 MHZ 


1Az 
RF AND PA 
AMPLIFIER 
(225.0- 
399.9MHZ) 


AS 


FREQUENCY 
MULTIPLIER 
OSCILLATOR 
200.0~ 
370.0MHZ) 


NOTES: 

1.THE AM-15xx/URC IS NOT INCLUDED IN RADIO 
SET AN/SRC- Xx. 

2.1NR SET AN/SRC~XX CONNECTION FROM THE 
ANTENNA IS MADE DIRECTLY TO AN/URC- x 


3. SHOWN IN RECEIVE, AM, MODE . 


REFERENCE 
PARAGRAPH 4-2. 


SOOKC IF 
FILTER 


THIRO IF 
AMPLIFIER 
(SOOKHZ) 


1A? 
AUDIO 

AMPLIFIER 

MOOULATOR 


To 
HEADSET 
SPEAKER 


Auolo OUTPUT 
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Figure 2-18.—Functional block diagram. 


results expected, point of measurement and test 
equipment required. 


Parts List 


This chapter lists and identifies all repair 
parts including the attaching hardware. 

The INTRODUCTION explains the scope and 
arrangement of the parts list, and includes the 
models and serial numbers of the equipments 
covered. 

The LIST OF MAJOR UNITS lists the units 
comprising the equipment. The units are listed 
by unit numbers in numerical order. 

The PARTS LISTS is divided and arranged 
by major units in numerical sequence. Mainte- 
nance parts for each unit are listed alphabeti- 
cally-numerically following the unit designation, 
for example: 


Unit 1 
(Cabinet 
parts) 1B1 


Assembly 1Al 

(Assembly 1A1AT1 

parts) 1A1B1 
1A1C1 
1A1CR1 
1A1R1 
etc. 


1A1Al1 
1A1A1AT1 
1A1A1B1 
1A1A1C1 
1A1A1CR1 
1A1A1R1 
etc. 


Unit 2 
etc. 


Subassembly 
(Subassembly 
parts) 


The LIST OF MANUFACTURERS contains 
the names, addresses, and code symbols of all 
manufacturers supplying items for’ the 
equipment. 


Security Classification 


The security classification of the technical 
manual-is printed at the top and bottom of the 
front and back covers and the title page. If the 


DELAY AGC 
FROM V8 


DELAYED XG 
VIDEO FROM 


1008 
ATTENUATOR 
ATI 


DELAY 
AMPLIFIER 


NON OELAYED NG 


VIOEO FROM 
v3 


MTI VIDEO 
TO vi2 
Vil 
VIDEO 
COMPARATOR 
DELAYED SYNC 
TO v9 


NOTE 


ONLY MOVING TARGET 
WILL BE PASSED BY VII 


REF DESIG PREFIX 3AtA2 
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Figure 2-19.—MTI comparator, simplified schematic diagram. 


manual is classified (confidential, secret, etc.) 
the classification is also printed at the top and 
bottom of every page in the manual. The clas- 
sification may also be determined from the 
color of the front and back covers. The covers 
for manuals prepared according to Military 


Specification MIL-M-15071G (NAVY) of 1 August 
1969 are: blue-unclassified, green-confidential, 
yellow-secret, and pink-top secret. 

The regulations for the custody, control, and 
accounting of classified material were presented 
in chapter 1 of this volume. 
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Table 2-2.—Troubleshooting index. 


TROUBLE 


FUNCTIONAL 
AREA 


SHOOTING 


AC Power 


DC Power 


Keying 
Receive RF 
System Channel 


and Frequency 
Selection 


PARAGRAPH | DIAGRAM 


FUNCTIONAL 
DESCRIPTION 
PARAGRAPH 


ALIGNMENT/ 
ADJUST 
PARAGRAPH 


6-105, 6-106 


6-107 through 
6-110, 6-127 


6-22 


6-112 through 
6-115 


3-10, 3-12 6-121 


Lv 


DANGEROUS VOLTAGES ARE PRESENT EVEN 
TBOUGH CGNIETIG?® OF WOTES A AND B 
ARE MET. 


GENERAL NOTES 
A. GWITCRES AND RELAY CONTACTS SHOWN IN 
GTOW MODE OF OPERATION. 
B. #WETCHBS 83007 AND 8520: ARE SHOWN Iv A 
STOW CONTRTION. 
C. 62907 I LOCATED AGADWST THE FRONT PANEL, 
BART LOCATION INDEX 
Ref Ref Ref 
Des zone Des Zone Dee Zove 

BSWIA 5A K3311D SB TB2302-A1DC ec 
BSSOIB ec KSS1IIE 4B TB2303-A2DB 6A 
pe7214 op Ls304 !A TB3115-A1DB ™ 
nese14 Ba 13305 6A 1B3115-A1DC 6c 
(043920 23 14701 1A TB9115-A1DE Tc 
K3301A Ld R3006 ua TBS135-A2DB TT! 
KIS01E sD asel2 2B TBS301-A2DE Ic 
3902 uw 3104 ™m TB9001-<B 1c 
(&3902D wD 83301 aA TB3902-A1DB 6D 
3303 aA 63302 “a TB3302-A1DC 6c 
@3903D 1D 63303 4A 'TBI902-AlDE 1B 
K3304A aA 83904 4A TB9302-A2DB 6A 
3905 aan 63306A 3A TB3303-A1BB sD 
33080 1c 833905B 3B TB3303-A1DD sc 
Ks300B 6D 83907A x TBS303-A1EE SB 
K300A 1c 83907 «cc TB3303-A1 FF 5B 
33083 5D B3007C sc TB3303-A1GG 4B 
K3310A 5A 83907D 2c TB3303-A1HH 4B 
K9310B 8D 83008 3B TB3303-A1J5 3 eswc [pam 
K3310C SB 84703 2A TBSS03S-AIKK 3B uote egos 
K3310D SB 852015 1B TB3303~A1 LL 3B 
KS310£ 4B 88201K 1B TB9903-A2AA 2a 
K3911A 5A 85201L 2B TB3903-A1BB bie 
«3311B 8D 8520iM 1A TB3903-AIDD sc 
K3911C SB TB2301-A2DE 1c ‘TB9903-A1EE SB 
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Figure 2-21.—Control diagram. 
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REFUEL 
VALVES 


NOTE: 
Forward refuel 
valve shown. Aft 
valve installation 
similar. 


\ 
e 


CONTROL PANEL 


6-140. FREE-FALL BOMBING SYSTEM : 

INTERCHANGEABILITY. in the package. The letters MBIC or BLU MK ere 
deceJed on a tab located in the lower right hand 
4-141. The mieeion capability of the interchangeable cotner of the balliietio control panel and indicate the 
wr, package ie determined by the part number of the inter type of baliietic dete unit installed in the package. The 
changeable package, the type of release panel (bomb teb ie physically connected by a cord to the ballietic 
pod control or weapon monitor and release), and the data unit. The following chart indicates miaeion cape- 

type of ballietic date unit (MBIC or BLU MK) inetalled bilities for varioue combinationa of componente: 


Change 1 


162.149 
Figure 2-24.—Sample of change symbols. 
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Table 2-3.—Relay, lamp, and protective device indexes 


RELAY INDEX 


REFERENCE FUNCTIONAL 

DESIGNATION NAME 
6A4K9 HV Door Interlock 
6A4K10 Cabinet Interlock 
6A4K11 Buzzer Relay 


TROUBLE- 
SHOOTING 
DIAGRAM 

(FIG. NO. ) 


ENERGIZING 
VOLTAGE 


115 Vac 
28 Vdc 
28 Vdc 


INDICATOR LAMP INDEX 


REFERENCE 


DESIGNATION NAME 


9A8DS15 


VSWR TRIP-OUT 


9A8DS16 
HVPS 


FUNCTIONAL 


HV INTERLOCK CONFIDENCE- 


HV INTERLOCK CONFIDENCE- 


TROUBLE- 
SHOOTING 

DIAGRAM 
(FIG. NO.) 


ENERGIZING 
VOLTAGE 


CIRCUIT BREAKER AND FUSE INDEX 


REFERENCE {FRONT PANEL 
DESIGNATION MARKING 


KLYSTRON 
FILAMENT 
FUSE ALARM 
5 AMP 


14A2F1 CONTROL 


CHANGES 


Changes in equipment design, alignment pro- 
cedures, and maintenance procedures will re- 
quire that the technical manual be changed to 
keep pace. 

There are two types of changes: temporary 
changes which are often listed in the EIB and 
major changes which are issued by the com- 
mand in charge of the equipment or by the 
manufacturer. These changes consist of various 
types: pen and ink, where the technician writes 
in the change, paste in, where a new item is 
placed over the old item; and complete pages, 
where the old page is removed from the book 
and the new pages are inserted. 
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TROUBLE- 
SHOOTING 
DIAGRAM 
(FIG. NO.) 


CIRCUIT 
PROTECTED 


Klystron filament control 
circuit and filament trans- 
former 9A1T106. 


Voltage sensor bridge pow- 
er supply consisting diodes 
13A2CR1 through CR4. 


New pages will frequently have the changed 
section marked by a symbol. Refer to figure 
2-24 for an example of these symbols. 

The miniature pointing hand denotes the 
changed part on a pictorial diagram. The 
screened area encloses a changed circuit or part 
on a schematic diagram. Vertical lines enclose 
changes in the text. 

All corrections and changes must be made 
in the manuals. If corrections are not made, 
much time may be lost in attempting to repair 
an equipment by use of an obsolete schematic 
diagram. Upon completion of the change, the 
Change Record in the Front Matter must be 
filled in to indicate that the manual has been 
updated. The CHANGE INSTRUCTION (figure 
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Table 2-4.—Maintenance turn-on procedure 


STEP 


1, Preliminary Procedure. 


a. Position the following switches on rear 
deck assembly 1A210A1 as indicated. 


Switch Position 
POWER OFF 

BATTLE SHORT OFF 

STOW BRAKES APPLY 


.- Position POWER switch on console, 
1A220A20 (see figure 5-2) to OFF. 


. Check to ensure that all chassis or 
subassemblies in the four compart- 
ments of electronic rack assembly, 
1A70 are in the retracted position and 
all covers are secured. 


. Remove all obstructions from the 
rotational paths of the director main 
antenna assembly. 


2. Power Off. 


a. At power control panel perform the 
following. 


(1) Check convenience lamp indicators. 


COOLANT FAILURES lamp. 


e. At track meter panel, 1A340-02, check | Extinguished 
(Depress RESET 
button if lamp is 


2-25) explains the purpose of the change, the 


coverage of the change, specific instructions 
for the insertion of the change and the effective 
date of the change. After the changes have been 
made to the manual, the change instruction is 
inserted in the manual immediately behind the 
front cover, before all previous changes. 


SIMM MANUALS 
Although the SIMM manual (fig. 2-13) is 


prepared to fulfill the same purpoSe as con- 
ventional manuals, it is constructed differently 
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Covers Secured 


Director Clear 


REFERENCE | 


OBSERVE 


Lighted Schematic, figure 5-233 


Relay diagram, figure 
5-77, SH 4(4B) 


lighted) 


and uses different methods of organizing and 
presenting the information. The SIMM manual 
is organized on a functional basis in three 
major groupings: the hardware group, the major 
functions group, and the overall equipment func- 
tion group. The hardware group (the lowest 
group) includes all major hardware assemblies. 
Each of these hardware assemblies is further 
subdivided into subassemblies. Separate dia- 
grams, text, part location and identification 
information with related maintenance and 
troubleshooting data are included for each as- 
sembly and subassembly. 
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UNCLASSIFIED 


Interim Change T-1 NAVSHIPS 0967-173-6011 


INSTRUCTION SHEET 


Interim Change T-1 to Technical Manual for Teletypewriter 
Set AN/UGC-16 NAVSHIPS 0967-173-6011 (formerly NAVSHIPS 94104) 


General Instructions: 


This interim change revises the manual to reflect the 
equipment changes made by Field Change 5-AN/UGC-16. 
When this change is included in the manual, the manual 
shall cover the equipment as though Field Change 5, 
NAVSHIPS 0967-173-6050, has been accomplished on the 
equipment. This change does not supersede any other 
changes or corrections. . 


Maintenance support activities shall make this change 
in the technical manual immediately but shall keep the 
superseded data intact for support of equipments that 
have not been modified. 

Holders of equipment accompanied by technical manuals 
shall not make this change in the manual until ac- 
complishment of the field change referenced above. 

Insert this interim change in the manual immediately 
after the front cover preceding the title page, prior 
changes, or interim corrections in effect. 

Specific Instructions: 


1. Remove the following pages and insert the corrected 
T-1 pages: 


REMOVE INSERT 


8-16 8-16 T-1 
8-18 8-18 T-1 


2. Add the following page: 


Insert 6-2A between pages 6-2 and 6-3. 
DATED: 1 July 1969 


UNCLASSIFIED 


162.150 
Figure 2-25.—Sample of instruction sheet of temporary and permanent changes. 
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on SP AN a a ee 


The major functions group arranges the 
assemblies and subassemblies according to 
major functions such as transmitting, receiving, 
displaying data, etc. 

The highest group ties the major functions 
together to represent the overall equipment 
function. 

For example, in the case of radio set 
AN/SRC-20, 21, the hardware group would con- 
sist of the RF Amplifier (AM-1565/URC), radio 
set (AN/URC-9), and the Radio Set Control 
(C-3866/SRC). The major functions group would 
include the transmitting function, the channel and 
frequency select function, and the power distri- 
bution function, The overall equipment functionis 
a UHF transceiver capable of sending and re- 
ceiving amplitude modulated voice and CW 
signals. 

The SIMM manual presents the necessary 
data for the installation, operation, and mainte- 
nance of electronics equipment by the use of 
various diagrams and charts. These are the 
blocked schematic, blocked text, precise access 
block diagram, overall functional block diagram, 
maintenance dependency chart, and parts data 
chart. 


The Blocked Schematic Diagram 


The BLOCKED SCHEMATIC DIAGRAM (fig. 
2-26) identifies each circuit element (switch, 
resistor, capacitor) or functional entity (ampli- 
fier, oscillator) according to its functional level. 
This diagram distinguishes between the functions 
and hardware by using shaded areas of blue and 
gray. Blue shaded areas indicate functional 
groupings of components or circuits. Darker 
shades of blue indicate circuits within the func- 
tional circuits. Each area of blue includes all 
circuit elements that are involved inaccomplish- 
ing the circuit function, These areas are called 
functional entities. Gray shaded areas indicate 
physical packaging of equipment. Darker shades 
of gray indicate subpackaging within the lighter 
shades of gray. These shades of blue and gray 
are not shown in the illustrations used in this 
manual, 

Note in figure 2-26 that the parts that work 
together to perform a baSic function (such as 
amplifying, generating, gating, etc.) are blocked 
together. These blocks are shaded and coded 
with a mnemonic code which ties them to the 
identical blocks on other diagrams. This allows 
the technician to readily determine precisely 
what parts work together to perform a particular 
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function. This is a marked improvement over the 
schematics in conventionally prepared manuals 
in which the parts that work together are, in 
many cases, not readily apparent. The techni- 
cian, in this case, has to rely on his training, 
experience, and knowledge of the equipment to 
find the parts that work together. 


The Blocked Text Diagram 


The BLOCKED TEXT diagram (fig. 2-27) is 
blocked off and shaded identically tothe respec- 
tive blocked schematic diagram. In lieu of parts 
in the blocks, however, the blocked text describes 
what action takes place within the particular 
block, 


Precise Access Block Diagram 


The PRECISE ACCESS BLOCK diagram 
(PABD, fig. 2-28) shows all the circuits and 
hardware assemblies that make upa major func- 
tion. It identifies the assemblies and depicts the 
nature and direction of signal flow through the 
assemblies. Shading is done in the same manner 
as on the blocked schematic. The PABD also 
serves as an interconnection diagram, as the 
signal paths are shown as they pass in and out 
of each assembly, drawer, and cabinet. 

In order to present the various functional 
entities that make up a major function on a 
single page, the PABD uses three basic sym- 
bols: the triangle, trapezoid, and square. 

The triangle represents a circuit that changes 
the voltage or power level of an incoming signal 
such as voltage or power amplifiers, cathode fol- 
lowers, etc. These circuits always contain active 
elements. 

The trapezoid depicts a circuit which gener- 
ates a signal or processes an incoming Signal in 
some manner other than a changing voltage or 
power level. Examples are oscillators, multi- 
vibrators, and mixers. These circuits always 
contain one or more elements which may be 
active (electron tube or transistor) or passive 
(semiconductor diode). 

The rectangle represents a circuit that is 
made up of purely passive elements, such as 
resistors, capacitors, and inductors. 

Like the blocked schematic, the PABD is 
augmented by an identically blocked and shaded 
facing page of blocked text (fig. 2-29). 


Overall Block Diagram 


The OVERALL BLOCK diagram (fig. 2-30) 
shows and describes the relationships between 
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the major functions, thus presenting the overall 
equipment function. The SIMM overall block 
diagram differs from those in the conventional 
manuals in that the SIMM diagram shows cable 
connections, intraconnections, and graphic rep- 
resentations of certain controls and electronic 
parts. The function relating to each block is 
included in the block and shaded gray. Again, the 
relationship of the gray functional blocks to the 
hardware is shown by the blue of the hardware 
area, 


Maintenance Dependency Chart 


The SIMM manual uses a new approach to 
the task of troubleshooting. By analogy, if a 
lamp is to light (Event), its switch must work, 
and it must be connected to a 115V a.c. re- 
ceptacle, In the simplest form of SIMM language, 
this analogy and its equivalent equipment state- 
ment, “‘if a specified source of energy is avall- 
able, and a particular functional part is working, 
an event will occur,’’ can be shown by the SIMM 
expression of a rectangle, dependency triangle, 


dot and rectangle connected in series as shown | 


in figure 2-31. (See page 59) 

The dependency triangle, the dot, and the 
rectangle are the basic’ symbols used in the 
SIMM approach to troubleshooting. They repre- 
sent dependency upon the functional part or 
circuit, and event, respectively. Every piece of 
equipment in its normal operation has many 
events. Many of these events are determined by 
the particular mode of operation or switch posi- 
tion the equipment operator selects. Each event 
depends upon a source of energy or the normal 
occurrence of another event in addition to the 
normal operation of a part, acircuit, ora series 


of parts or circuits. Often, one part or circuit 
might be involved in the occurrence of more 
than one event. In practice, the technician is 
taught to troubleshoot by looking for the fault 
between the last good event and the first bad 
event. The entire relationship between an equip- 
ment’s operation, its event, its functioning parts 
and circuits, and the dependencies which make 
the events occur are presented ona Maintenance 
Dependency Chart. 


The MAINTENANCE DEPENDENCY CHART 
(fig. 2-32) is a symbolic representation of signal 
flow through the equipment. The chart presents 
events, as they occur, in a scheme that points 
out the interdependent relationship between the 
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functional entities in the equipment, with the de- 
pendency relationship clearly outlined. The for- 
mat used combines turn-on and checkout proce- 
dures with fault isolation, Through the use of the 
chart, fault isolation may be obtained at any 
level down to the circuit stage. The chart then 
provides direct access to a schematic for a 
detailed diagnosis or to a component replace- 
ment procedure. The chart is composed of four 
parts: the procedure column (on the left), the 
heading (across the top), the body, and the notes 
and specifications (on the right), 

The procedures column specifies the oper- 
ator actions required to turn on and check out 
the equipment. The turn-on procedure must be 
performed in the order given, top to bottom, 
since each step is dependent upon the proper 
execution of the preceding step. The checkout 
steps, indicated by the lettered steps within the 
numbered step (as shown by letter A in step 1 
of figure 2-32) provide a means of checking 
portions of the equipment that are not checked 
out under normal operating conditions. 

Checkout steps need not be performed, and 
it is not necessary to perform them in any se- 
quence. However, if they are performed, they 
must be performed with the equipment set up 
for the proper turn-on steps, i.e., if checkout 
step A is performed, it is necessary to complete 
turn-on steps 1 through 3, Checkout steps may 
also provide a means of exercising certain self- 
test features of the equipment. 

The heading (figure 2-32) usesalphanumeric . 
or symbol designators to identify the action 
indicators, available test points, circuit ele- 
ments, functional entities, and functional de- 
vices, i.e., P1307-A/B, K10-A, T1. The physical 
location of the indicators or entities is identified 
at the top of the column heading, including a 
reference to the schematics. Indicators that are 
recognizable from outside the equipment (front 
panel indicators, front panel test points) are 
shown in solid black background with white let- 
tering. The signal specification numbers, lo- 
cated in the box at the base of the column 
heading are keyed to the notes and specifications 
located to the right of the chart. The signal 
specification number references the specifica- 
tion or description of an event that should be 
present at the check point. 

The body of the chart contains symbols that 
are divided into three general categories: 
Events, Dependencies, and Function Symbols. 

An event is either an action that can be de- 
tected by sight or sound (a motor running, lamp 
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Figure 2-31.—Simplified maintenance 
dependency chart. 


lighting, meter indicating) or is an availability 
of a signal that can be determined by a measure- 
ment. As shown in figure 2-31, the Action Event 
Symbol is a rectangular area which encloses an 
indication of the action. There are three types 
of Action Event symbols used to represent the 
degree to which the event is accessible: (1) 
External, (2) Internal, and (3) Indirect. 


A front panel indicator or an event 


LIT recognizable from _ outside the 
cabinet. (black background) 

LIT Internal test points that are readi- 

ly accessible. (gray background) 

A circuit point at which a meas- 

urement might at some time be 

EN made, This point is not neces- 

sarily readily accessible. (white 


background) 


Abbreviations used to indicate Action Events 
are listed below: 


Energized (Relay and Contactors) 


EN — 

LIT — Lighted (Lights, Filaments, VR Tubes) 

RUN- Run (A motor operating.) 

TD — Time Delay (Time-delay sequence is 
initiated.) 

IND — Indication (A: meter is energized and is 
displaying a voltage or current.) 

OUT— Lamp is not Lit. 

NA — Not Available (Specified voltage, cur- 
rent, or signal is not available.) 

DE ~~ De-energized (Relay is de-energized.) 


The Availability Event symbol is arectangu- 
lar area with the letter A inside as shown be- 
low. The ‘‘A’”’ denotes Availability and indicates 
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that a voltage, signal or other data is present 
at a specified value. The Availability symbol 
represents a special type of event that requires 
an externally applied multimeter, or oscillo- 
scope or other test equipment to determine if 
the proper voltage or signal is available. 


[ a] 


Availability Event Symbol 


This symbol is used to show the technician 
where in the circuit he can expect a voltage, 
current, or waveform to exist to prove that an 
event has happened elsewhere or that events 
should be happening which are dependent upon a 
signal at the particular point of availability. The 
background shading of this symbol also indicates 
the accessibility of the point in the equipment. 

The Dependency Symbol is a black triangle 


as shown below. 


Dependency Symbol 


The black triangle means that the Event on 
the same horizontal line is dependent upon oc- 
currence of the Action or Signal Availability 
Event directly above the triangle in the same 
vertical column. 

The Dependency Symbol is used to show 
dependency on the Maintenance Dependency 
Chart, It is not an EVENT symbol but shows the 
dependency relationships between series or 
parallel circuit branches, The Dependency Sym- 
bol is the only symbol that shows connection or 
relationship in the vertical direction. Figure 
2-33 shows the action event, availability event, 
and dependency symbols on a maintenance de- 
pendency chart. 

Function Symbols represent a circuit or a 
circuit element and are identified at the top of 
the vertical column, These Symbols are used to 
show relationship and connecting links between 
other symbols along a horizontal circuit path. 
The Symbols take several forms to describe 
different conditions but the circuit elements they 
represent must be operating properly or be 
‘900d’? before any action on the line can occur. 
Such Symbols represent fuses, relay contacts, 
power supplies, switches and circuit breakers, 
oscillator stages, amplifier stages, etc. The 
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Figure 2-32.—Maintenance dependency chart (MDC). 
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Figure 2-33.—Action event, availability event, and dependency symbols on the MDC, 


function Symbols used in Maintenance Depend- 
ency Charts are shown below: 


@ The functional entity or circuit element 
shown in the column heading above the sym- 
bol must be ‘‘good’’ for an Action or an 
Availability Event shown on the same hori- 
zontal line to occur. 

/e The relay contacts provide continuity only 
when the relay coil is energized. 

e/The relay contacts provide continuity only 
when the relay coil is not energized. 

@ One aspect of the circuit or circuit ele- 
ment is proven good by the occurrence of 
an Action or Availability Event in the same 
line (This symbol does not prove a func- 
tional entity or a circuit element wholly 
good.) 


Figure 2-34 shows the use of some Function 
symbols on the maintenance dependency chart. 

To use the Maintenance Dependency Chart 
for troubleshooting, assume that in figure 2-35 
black dots (e) represent the basic circuits 
(oscillator stages, amplifier stages, etc.) or 
circuit elements (relay contacts, relay coils, 
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switches, etc.) employed to provide an action 
LIT |at the end of the event line. The black 
triangle ( A) is a dependency marker. 

The action[{ LIT ]is dependent upon an avail- 
ability of a power source at the[A]block and on 
the proper operation of each of the circuit or 
circuit elements (e) represented along the event 
line. If the lamp which indicates the action fails 
to light, any item along the eventline, as well as 
the source [A], is suspected. 

In the case of multiple event lines, many 
entities listed in the heading are common to more 
than one event line while others are unique toa 
single line. 

In figure 2-36 assume that the lamp does not 
light on line 4 but does light onlines 1, 2, 3, and 
5. It becomes readily apparent that the circuit 
and circuit element represented by the black dots 
in columns 4 and 18 are the only ones that can be 
suspect as faulty since they are uniquetoline 4. 
All items represented by dots in the other 
columns are common to lines 1, 2, 3, or 5, and 
are proven good because the indicators at the 
end of the event line light. 

Examination of the Partial Maintenance De- 
pendency Chart, in figure 2-37 will show that 
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Figure 2-34,—Function symbols on the MDC, 
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Figure 2-35.—Single event line. 
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Figure 2-36.—Multiple event lines. 
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Figure 2-37.—Partial MDC. 


there are 10 Events, which occur as indicated 
by the white and black rectangles, You will note 
that there is only one Event on each horizontal 
line. The Availability [A] at TB101/TB102 is 
termed the Input Event, and the other Events are 
dependent Events, i.e., dependent upon the Input 
Event, You will also note that Availabilities are 
usually specified at important junction points. 

To show how this chart reads, the fact that 
M102 indicates—150 VDC proves: 


. V-VR-1 is good, 

. C-PWR-1 is good. 

. F-102 is good. 

Contacts K101A are providing continuity. 

. K-101 is energized. 

. The correct voltage is available at TB103/ 
104, 

. F101 is good. 

S101 is good. 

. The input voltage is available. 


The chart in figure 2-38 illustrates the fault 
isolation process on a Maintenance Dependency 
Chart. The technician simply makes note of the 
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equipment’s front panel indicators which have 
“‘out-of-spec’”’ indications. The events are then 
marked for reference, and the first bad indica- 
tion and the last good indication of the depend- 
ency structure are established. The dependency 
structure between these two events contains the 
faulty element. To further narrow the area of 
concern, split-half diagnostics are used. The 
next event to be tested in located midway within 
the dependency structure defined by the last good 
and first bad indications, This event should be 
chosen for its ease of access as indicated by the 
event symbol’s background. If the event is GO, the 
fault lies within the dependency structure down- 
stream from the event. If the event is NO-GO, 
the fault lies upstream from the event. This 
procedure is repeated until a single dependency 
line is isolated whose input event is good and 
whose output event is bad. The fault lies on this 
line, and the functional entity identified by the 
dot contains the fault. 

An important rule in using the Maintenance 
Dependency Charts—if an Event is proven good 
for one Dependent Event, it is proven good for 
all Dependent Events. In a like manner, if a 
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Figure 2-38,—Fault isolation. 


functional entity or circuit element has been 
proven good in connection with an Event; then, 
it is good in connection with all other Events 
with which it is associated, 

Isolation of a faulty functional entity or 
circuit element alone is important; also, knowl- 
edge of the physical location of the suspected 
circuit is important, Accordingly, along the top 
of the Maintenance Dependency Chart the as- 
sembly and the cabinetry in which the suspect 
circuit or circuit element is located is also 
indicated. Information and details onthe suspect 
circuit or element can be readily ascertained 
by using the Functional Index to locate the data 
package for the assembly containing the suspect 
item. The suspect item’s location can be deter- 
mined (insofar as the assembly and cabinet are 
concerned) from the Maintenance Dependency 
Chart. Knowing the piece of hardware in which 
the assembly and its suspect item is contained, 
one can find all pertinent data in the assembly 


data packages listed in the index. 


Parts List and Functional Index 


Another one of the principal features of 
SIMM is its method of indexing. Each hardware 
assembly (unit, major assembly, and subassem- 
bly, as required) is fully treated in a four-part 
data package. All data packages are arranged so 
that the same type of information is located in 
the same sequence in every package. Each pack- 


age includes a parts list and parts location 
illustrations (2-39); blocked text; blocked sche- 
matic; and related technical maintenance data, 
All information at the hardware assembly level 
is provided in four pages or less, Hence, the 
index for assemblies lists only four page num- 
bers for eachassembly. Indexing the higher level 
PABD’s and text, and the system block diagram, 
the functional coverage page, the instructional 
page (howto use the manual), the maintenance de- 
pendency charts, installation and operation in- 
formation, by page number is the only other 
requirement, This eliminates the need for long 
lists of contents, illustrations and tables, The 
indexing of a SIMM manual (fig. 2-40) permits 
the finding of pertinent information in seconds, 


Improvements 


As this training manual goes to press, various 
improvements are being made tothe SIMM tech- 
nical manual, Current SIMM manuals will use a 
keyed-text technique instead of the blocked text, 
In the keyed-text, the text material is arranged 
in tabular format and keyed to the diagram by 
circled numbers as shown by figure 2-41. This 
method of presentation permits significantly 
more text material to be presented than the 
blocked text method. In addition to the schematic 
diagrams, the keyed-text will also be used with 
the precise access block diagrams (called func- 
tional block diagrams), and the overall block 
diagram (called the functional description dia- 
gram. 


cg 


SLIDE MOUNTED ASSEMBLY 


NAME AND OBSCRIFTION 


CAPACITOR, SPRAGUE ELECTROWIC CO, PART HO. GIAS RESISTOR, IRE INC. PART HO. GRT!-I22¥5, 
CAPAQTOR, MIL TYPE CLSICHI370P2 Gas RESISTOR, IRC IMC. PART #0. GBT!-222H5 
CAPACITOR, MILTYPE CLS3CF132UP) elas RESISTOR, IRC INC. PART NO, CATI-22205 
GAS RENISYOR, IRC (MC. PART KO. GOTI-22265 
Gas AESISTOR, IRCINC, PART NO, GBTI-222"5, 
GIBS RESISTOR, IRC INC. PART WO, GBTI-I2205 
GAs RESISTOR. IRC INC. PART WO. GBTI-220065 
Glas RESISTOR. INC INC. PART WO. GBTS-127"5 
GAS RESISTOR. INC INC, PARY WO. COTI-22265, 
Gis RESISTOR. IMC INC. PART WO, GBT I-222"65 
oana RESISTOR; RESISTORS, INC, PART WO. 146405900 
o.i6a RESISTOR, OALE ELECTRONICS INC, PART MO, RHSD-250RDG 
6362 RESISTOR. OALEELECTRONICS INC. ART NO. RHS6-160006 
RESISTOR, VARIABLE, MEL TYPE AVGLAYSASOIB 
RESISTOR, VARIABLE, WIL TYPE AVELAYSASCUB 
RESISTOR, VARIABLE, Wi. TYPE AVELAYSASOQD 
RESISTOR, VARIABLE, WL TYPE AVG. AYSASOZB 
EMS LAMP, MIL TYPE 09625217-2208 RESISTOR, VARIABLE, MOL TYPE AVCLAYSASODB 
6.2730) | LaNP, MIL TYPE He2szI7a70 5 RESISTOR. VARIABLE, MIL TYPE ATELAYSASDIB 
RESISTOR, VARIARLE. WL TYPE RVGLAYSASIB 
RESIITOR, VARIAGLE, MIL TYPE AVOLAYSASHIB 
RESISTOR, VARIABLE. PUL TYPE AVELAYSASO2® 
BLE. WIL TYPE AVOLAYSASOIB 


DIODE, mL TYPE INSIE 
LODE, WIL TYPE 14538 
DIODE, iL. TYPE 1WSI8 
OLOOE, HHL. TYPE 1N53% 
O1ODE, WIL TYPE 1N2498 
OLDE, mL TVPE IN2er8. 
DIODE, MILTTPE 1Mz498 
OVODE, MIL TYPE 1498 
F462) | DIODE, MIL TYPE 14539 
F.05.5(H) | DIODE, MUL TYPE 1698 
£.4/6.2(H) | DIODE, MIL TYPE ImSI0 
£45.50) | C1008, HL. TYPE 1539 
£57168 | 01006, mL TYPE iHs47 


panas FUSE, WL TYPE Fovarsovsas 
aanss FUSE, MIL TYPE Fora2sov2as 
0.10.5 | FUSE, MIL TYPE Faarsovias, 

9.213. | FUSE, ML TYPE FouAl2svanas 
pains | FUSE, MIL TYPE FosA2sov245 


RESISTOR. VARIABLE, WL TYPE RVLAYSASEO. 
ans — | FUSE, MOL TYPE FeDAL2sv308S, 


RESISTOR, VARIABLE, PL TYPE AVOLAYSASO26 

pers FILTER, RAOIO INTERFERENCE, SPRACNE ELECTRIC CO. PART KO. JNI4-6044 i ESISTOR, VARIABLE, PHL TYPE RVOLAYSASSIB 
sais FILTER, AAOIO INTERFERENCE, SPRAGUE ELECTRIC CO. PART NO. 116-8064 ESIITOR, VARIABLE, PUL TVPE-RVGLAYSASHD. 

27.1 Gt) | ABSIUTOR, VARIABLE, mL TYPE RVMLAYSASEOM 

©4771 0H | RESISTOR, VERIABLE, WIL TYPE AVELATSASIDD 

oss RELAY, CLARE. C.P, ANO CO, PART NO. A1067HS 577.4.) | RESISTOR. VARIABLE, PHL TTPERVOLAYSAIOIB 

GAS RELAY, CLARE, C.P. AMO CO. PART NO. 106586 DAA 0) | RESISTOR, VARIAGLE. WL THPE RVOLAYSASIB 

FoAS RELAY. CLARE, C.P.AND CO. PART WO. C166706 Gann RESISTOR, POL TYPE REDYVi01 

BAS RELAY. CLARE, C.P. AND CO. PART NO. 01 06TH ose ‘RESISTOR, © 0 R206 

esas RELAY. CLARE. C.P. ANO CO. PART NO, E1476 

62nd SWITCH, TELEPHONE, ROTARY, CLARE, C.?, AMD CO. PART WO, RPI2360G2 

Dov4t RELAY, SIGMA INSTRUMENTS INC, PART NO, 91397 

cans RELAY, LEACH CORP. PART NO. 9071 

ea/na RELAY, GENERAL ELECTIVE CO, PART 40, ISAFIDO 


ant COMNECTOR, MH. TYPE ME3IO2AI6-7P 


eS Oe 


caste RESISTOR. VOLTAGE SENSITIVE, AUTOMATIC ELECTRIC CO. PART NO, RYSS. 
Fis RESISTOR. VOLTAGE SENSITIVE, AUTOMATIC ELGCTRIC CO. PART WH. RIS 
Gamay RESISTOR. VOLTAGE SEWSITIVE, AUTOMATIC ELECTRIC CO. PART NO. RYSS 
RESISTOR, VOLTAGE SENSITIVE, AUTOMATIC ELECTRIC CO. PARY NO, ATS¢ 
FESISTOR, VOLTAGE SEWSITIVE, AUTOMATIC ELECTAIC CO. PART NO, ATSS 
O52 REACTOR. COLLINS RADIO CO, PART NO. 84036140 RESIGTOR, VOLTAGE SEWSITIVE, AUTOMATIC ELECTRIC CO. PART NO. RYSS 
9.102 REACTOR, COLLINS RAGIOCO. PARTMO. 4.0262-00 . RESISTOR. VOUTAGESENSITIVE, AUTTMATIC ELECTAIC CO. PART NO. RYSS. 


cass RESISTOR, MIL TYPE ACIIGF IOI 2 SWITCH, OAK MEG. CO. PART NO, 2525663 
GAS RESISTOR, IRC IMC, PARTNO, GBT I-222H5 DAL, TELEPHONE. AUTOMATIC ELECTRICCO. PART WO. 214277-1 
Gas RESISTOR, IRC 1dC, PART MO. GRT!-202465, oT seo 

Gas RESISTOR, SRCINC. PART NO. CBT I-227%5 SITCH, ARROWHART ANO HEGEMAM ELECTRIC CO. PART NO. BIBLACK 
Glas RESISTOR, IRC INC, PART NO. GOTI-222665, : SWITCH, AABOW-HART ANO HEGEMAN ELECTRIC CO. PART HO. B-2REO 
Gins RESISTOR, {RC INC, PART NO. GBTI-222H5, SaLTCH, ML TYPE MBRS0s¢t 

Bias RESISTOR, IRC INC, PART NO. GBTI-222H5 
Gas RESISTOR, IRC INC. PART NO. GBTI-22"65 
Gas RESISTOR, IRC INC, PART MO, CBT!-222H5 
Gas RESISTOR, INC INC, FART NO. GBTI-22246, 
GBs RESISTOR. IRC IRC, PART HO. GATI-2125 
eins RESISTOR. IRC INC, PART NO. GBTI-20245 Fanea TERMINAL BOARO. COLLIN} RADIO CO. PART WO. 5#°-2042~02 
Glas AESWTOR, IRC INC. PART NO. GBT! 12245, €.217.2 | TERMINAL BOARO, COLLINS RAOIO CO. PART NO. 599-4040.002 
GAs AESISTOR. IRC INC, PART NO. CBT1-21265 TERMINAL BOARD, COLLINS RADIO CO. PART NO. $734855.007 
ain RECISTOR, IRC INC. PART NO. GBTI-22205 TERMINALROARD. COLLINS RAOIO CO. PART NO. 503-054-402 


TRANSFORMER, COLLINS RAOIO CO, PART NO, 94-0708472 
TRANSFORMER, COLLINSRAQIO CO. PART HO. 672-0117-00 

TRANSFORMER. STANCOR ELECTROMICS INC, PART NO. 29151 
TRANSFORMER. AUOIO FREQUINCY. AOC PRODUCTS INC. PART #0. A1I241 


{M) DENOTES HIDDEN 
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Figure 2-39,—Parts data. 
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EQUIPMENT DATA | PAGE | ASSEMBLY DATA 
Manual Description 3 

Radio Sets AN/SRC.20 and AN,/SRC-21 Equipment Description 4 

Operating instructions & Turn-on and Checkout Chart 5 


Radio Sets AN/SRC-20 and AN/SRC-21 Block Diagram 


Transmitting 
and 
Receiving 
Functions 


Chanret and 
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Select 
Fuection 


Power 
Distribution 
Function 


Maintenance 
Dependency 
Chat 
(MDC) 


6 
Radio Set AN/SRC-20 installation 6 
adio Set AN/SRC-21 Installation 67 


Preventive Maintenance 6 


Includes power schematic for AM-1565/URC 


Performance Check Chart 


FUNCTIONAL INDEX 


BLOCKED 
TEXT 
PAGE 


BLOCKED | MAINTENANCE 
SCHEMATIC DATA 
PAGE PAGE 


ASSEMBLY NOMENCLATURE 


Il Radio Frequency Amplifier AM-1565/URC 


| 6 
| Transmitting and Receiving Functions Assembly Data 7 
Receiving Function Blocked Text 8 400 Series: Servo Amplifier 
Receiving Function Precise Access Block Diagram 9 500 Series: Front Panel and Autopositioner 
Transmitting Function Blocked Text 10 Radio Set AN/URC-9 (RT-581/URC-9 and PP-2702/URC-9) 


Tiansmitting Function Precise Access Block Diagram nf 100 Series: R-F and Power Amplifier 


| Transmitting and Receiving Functions Maintenance Data | 12 | 200 Series: Frequency Multiplier Oscillator 
| Channel and Frequency Select Function Assembly Data | B I 300 Series. First I-F Amplifier 
3 i % 
| Channel and Frequency Select Function Blocked Text | 14 | 400 Series: Secon! I-F Amplifier 
Channel and Frequency Select Function Precise Access Block Diagram 15 
500 Series: Third |-F Amplif 
Channe! and Frequency Select Function Maintenance Data 16 " i ~ oe 40 
600 Series:. Relay-Filter Assembly 
Power Distribution Function Assembly Data 17 700 Series: Front Panel " 
Power Distribution Function Text 18 - 
kit A at : a 800 Series: Audio Amplifier and Modulator 
Power Distribution Function Diagram* 900 Series. 500 kHz Filter 
- 48 


1000 Series: Centrifugal Fan 
1100 Series: Low-Pass Filter 
T1200 Series: Frequency Selector | 
I 1300 Series: Directional Coupler | 
| 
| 
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Power Distribution Function Maintenance Data 20 
How to Use 61 
62 


Part 1: Power Distribution Function 


Part 2; Channel and Frequency Select Function 63 
Part 3. Transmitting Function 64 


Part 4: Receiving Function 5 | 
6 
8 


[1500 Series: Power Supply (PP-2702/URC-9) 
| 1600 Series: Broadband Sidetone Amplifier 


Radio Set Control C-3866/SRC 
100 Series: Case 
200 Series: Slide Mounted Assembly 


\ntracabl ing 
iagram 


56 
includes =) 
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Figure 2-40.— Functional index. 


T “IOA @ 2 § NVIOINHOGL SOINOULOGATA 


Lg 


cro 


SHIELD 


@ Q-VGC-l-  +14V 
+lav 


Pl 


> 
TP3 
@ TVG. 
ieee 


Ww 


AGC |30 > 
7. 2KHZ- FATHOMS 166 >- 


Figure 2-41,—Blocked schematic with keyed text. 


AGA] RECEIVER ASSEMBLY 


AMPLIFIES THE LOW LEVEL RECEIVED ECHO. CONVERTS THE TVG 
PULSE (TIME VARIABLE GAIN) INTO A DECREASING EXPONENTIAL 
VOLTAGE TO BLANK THE RECEIVER AT TRANSMIT TIME AND ALLOW 
IT TO RECOVER SLOWLY. AGC 1S ALSO PROVIDED TO REDUCE THE 
GAIN OF THERECEI VER WHEN THE NOISE LEVEL HAS INCREASED 
(NOISE CAUSED BY RECEIVED ACOUSTIC ENERGY OTHER THAN 
THE ECHO). 


@ nfs enue 


PROVIDES IMPEDANCE MATCHING BETWEEN THE FILTER IN THE 
TRANS MIT-RECEIVE NETWORK AND THE INPUT AMPLIFIER. HAS 
A CENTER FREQUENCY OF 12KHZ WITH A BANDPASS 2KHZ 
EITHER S! DE OF CENTER (3DB POINTS). 


12KHZ 


FILTER INPUT tMPEDANCE 1S 120 OHMS, OUTPUT IMPEDANCE 
1S 240 OHMS. 


(@) —_0-VGC+1 VOLTAGE GAIN CONTROL 


EMITTER FOLLOWER CONFIGURATION. NORMALLY BIASED OFF, 
CONDUCTS UPON RECEIPT OF TVG PULSE. DIVi DER R47 AND 
R48 ALONG WITH DIODE CR8 LIMIT THE TVG VOLTAGE AT IP3 
TO APPROXIMATELY +3,8V. THE TVG PULSE HAS THE SAME 
PULSE WIDTH AS THE TRANSMIT PULSE AND IS APPLIED TO 
C11 THRU CRO. 


(3) —_G-EF+1 EMITTER FOLLOWER 


COUPLES TVG PULSE TO Q-VCA-1. AMPLITUDE CONTROLLED 
BY R461N EMITTER CIRCUIT. 


@ Q-VCA=1 VOLTAGE CONTROLLED ATTENUATOR 


ACTS AS VARIABLE RESISTOR BETWEEN OUTPUT OF N-Fl.-1 AND 
'NPUT TO Q-AMP-1. PINCHED OFF BY THE POSITIVE TVG 
VOLTAGE APPLIED TO GATE DUR} NG TRANSMIT TIME. 
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ELECTRONICS TECHNICIAN 3 & 2 VOL. 1 


Another area of the manual to be improved 
is the maintenance dependency chart. Instead of 
only one MDC for each major function, future 
manuals will have additional MDCs for the func- 
tional block and schematic diagrams, MDCs will 
also be provided with an acetate or Mylar over- 
lay so that the technician can use a grease pencil 


68 


to mark his progress when troubleshooting. Also, 
the manual will be smaller than the 15’’x35’’ 
shown in figure 2-13, New SIMM manuals will be 
11’’x27’’. This gives them a folded dimension of 
9’’x11’’, which is the same size as conventional 
manuals, 


i ee eee at oe -—— -_- ny 
| SECOND IF AMPLIFIER IA2 (FIG. 5-8) | | ae IF AMPLIFIER 143 (FIG. 5-11) 


' 
1 

(3.0-3.9 MC) 20.0-29.9 MC) 

IMC TUNING 1.0, O.1MC TUNING 
TEST DATA OME Tuane eee tt Ae ee 
GENERAL NOTES | 
TRANSMIT 
: THIRD FIRST TRANSMIT iF AMFLIFIERS | 
Ano Testy Equipment Required OSCILLATOR ieee MIXER 20.0 To 29.9Mc [P 
Signal Generator AN/USM-44 or equivalent VIB UIA va 


i/2 5670 
20-db, SOahm attenuator (part of Power Measuring Set AN/USM-177B) 


6-db, 50-ohm attenuator Microlab Type AA-O6N or equivalent 
Multimeter AN/PSM-4B. or equivalent 
Oscilloscope AN/USM-1400 or equivalent 


R7 
LEVEL 


-6 TO -l2V0C -! TO ~1.5 VOC 


184 (FIG. 5-30) 
B. If necessary, refer to paragraph 5-6.7 for troubleshooting sequence 


SECOND 


J2 


‘ 
i 
1 
1 
RF Millivoltmeter CCVO-31-DA or equivalent | 1/2 $670 
' 
' 
' 
{ 


Low PASS 
and figure 5-15 for physical location of test points. V4 biatch gabe -$ TO -fI VOC FILTER 
1 FLUO} 
SPECIFIC NOTES i i- vs 


3670 
1, Make the following preliminary control settings: 


UNIT CONTROL POSITION 2 SS SSS 2 Se eer eae 
Switch Box SAXXX/SP STOW -OPERATE OPERATE 
switch 1781 aaa Ie eee aR i, reper eee ne ee ied eS Ce 3 
—_—-_-- _ - - ES I 
Radio Frequency DUMMY-NORMAL Dummy load ' RF AND PA eaey 1A4 (FIG. 5-14) 
Transmission Line 1A1S3 position (225.0-399.9 MC 


Line Switch SA-XXX/U TRANSMIT 


TRANSMIT 


SECOND 


RF AMPLIFIERS TRANSMIT POWER 
RF AMPLIFIER 
Electron Tube Liquid POWER switch ON oe K 226.0 79 soe ee Pp Va ORIVER AMPLIFIER 
Cooler HD-XXX/SP 1081 vl 2.V3 7554 ae wed 


6U4WA 
2. Monitor scope set-up: 


POWER switch - ON 
OPERATION switch - REMOTE 


J5 


1 
° 
@ 
4 
° 


TRIGGER SELECT switch - EXT “3evoc <0 TO -38vOC -0.23 TO -1.2 VOC # '-4 TO -7 VOC Fa 4% 
DELAY MULTIPLIER switch - OFF U7 / / / / ~~ 
VERTICAL GAIN control ~ CAL position P7 Z. : RS ey ces oe ee en i en ee aa ae igs 27, ! Ji 
ee 10, 1.0, O.1MC TUNING a 
3. Test Steps: 426.5V0C 
(For steps out of tolerance, refer to paragraph 5-6.7.) a ue i ; ON vanaf] i 
Refer to note 1 before performing test, except ignore > ema é rain 
pulse generator cabinet settings. Open outer door of 1 ANT 
receiver, Then open inner door while holding MOMEN- K2 +#26.5VDC | 
TARY INTERLOCK BYPASS switch 482 closed: engage 1 te {from TRANSMIT FIG 5-28 
PULLOUT TO BYPASS INTLK switch 4S] before releasing { am ) 
switch 482. Connect tee-adapter between 4A3P1 and | ms FIG 5-70 | 
4A3CPL. Connect probe of rf millivoltmeter to open — Soe! a ly ha eda YE yp es any ace SE amen al ace een Sones Aes a. Gael per Soe ete ey lame 
end of tee-adapter. At control monitor, successively 4 
select each of the 20 channels using CHANNEL SELECTOR pa ee a ee A a 
Seiten Oh3o22-1npul measured son, xf miliivoltmeter tomc Tuning FREQUENCY MULTIPLIER OSCILLATOR (200-370MC) IA4 (FIG. 5-6) 
should be at least 0.7 volt rms for each channel. ' oe (ig torre es a ee eS es 4 
(ts2] Same as TS1, except connect tee-adapter between 
9A1PS and 4A1J5. Pe IST, 2D. SHO FREQUENCY Secitemtoa 
TRIPLER NOTE: 
: : + 200 To 370 MC v2 MULTIPLIER 
Refer to note 1 before performing test, except ignore TS4 V3,V4, V5 5654 (2x OR 3X) Vi MC MHz 
pulse generator cabinet settings. Set up control- 5670 


monitor cabinet monitor scope per note 2. Place 
CONTROL POSITION switch 6A3S6 in LOCAL position, 
Place MONITOR DISPLAY SELECTOR switch 6A1S1 in Dx 
BIAS PULSE position, 


0.38 TO 043 VDC 0.8 %O -1.7 VOC 


{ 
' 
1 
i} 
Refer to note 1 before proceeding. Connect sync ' 
i 
‘ 


J3 
recreate (3.8 TO t.IVDC 
input of Oscilloscope AN/USM-140D to a tee-ad 9 
adapter connected between 20A1A1P1 and 20A1A1J1 4 
(A trigger). Connect oscilloscope probe to test y Lb TO 2,1VDC 
point via tee-adapter. . , 
Us a te cer nee! Smt sel acme Sek nid 
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Figure 2-20.—Functional signal flow diagram. 


440V, 3 PHASE aa —— 
NOTE: 60 Hz FROM SHIPS SUPPLY 
A. ALL RELAYS AND SWITCHES ARE SHOWN IN To oF 74 
* ce HV PCWER SUPPLY 
OPERATING POSITION. Ae ene 28 aTei-aac BLOWER 782 a 
OxFé 7084 
PART LOCATION INDEX 
D 7 9TB3-A5C [ 7 [ 7 [ 
Ref Ref Ref Ref | unit 3 Do 
e e e e j Fis-8-98 y)) ) | ' | | | | 
Des Zone Des Zone Des Zone Des Zone u | 9TBI-ASC 
{ocar-i25a Ramone | | | a 1 | ie { 
DS1 7B = 7DS3 2c 9K2-L2F 6C 9TB1-A6D 6B | | I | 30a | pal 
Ds2 7B 7DS4 3C  —-9K2-L2R 6C 9TB2-A7B 5B 3 oe a sressaac L Tee Py Tee 
DS3 7B -TDSS 3G: 9K2-L3F 6C 9TB2-A8C 5B : Pe 
o is 
1FLS 4A Fl 2 = 9K2=L3R 6c 9TB2-AsD 6B] | Sroraee ed eau cace eee RATES: 
1FL6 4A TF2 3C : 9K3-1F 3B 9TB2-A8E 8B gre tae Teese | Lr eu Me rel 
) 
1Ti 4A 7F3 3C «9K rR 3B 0 9XF1 2B Spascaee 3 
1TB2-A4H 4A 7T12 2C 0 9K3~2F 3B 9XF2 2B MODUL ATOR 
3B1 3C  7TB10-15 2 9K3-2R 3B OXF3 2B To SKE BLOWER 45 ‘e es 
3FLA2 4D  7TB10-16 2C = 9K3-3F 4B 9XF4 6D Pre gh? 380 gna Tee ao - += Re -----t S---m Sn 2 Ey Fwa surrey) 
3FL43 4C  7TB10-17 2C = 9K3-3R 4B 9XF5 sD oC —+ pes Es Zone 9E : é 
3FLA4 4C 7TB10~-18  2C 9K3-4F 4B 9XF6 6D if af a 
3TB3-A4C 4C  9CBI 71C  —- 9K3-4R 4B 9XF10 4B * 
3TB3-ASC 4D SFL 2B 9K4B-1B 2c SXF11 3A SFT oFB OFS [ANTENNA POWER] 
ENNA, ROWER 
3TB3-A6C = 4C_—Os«OF2. 2B - SK4B-1T = Cs: ARTI 4A 1 $ 4 MASTER Switch SHFIO 
3TB4-) 4D 9F3 2B 9K4C-2B 3C 0 SA2T2 3A PT 4 nil Fp Sas 645059 6a5DSI sae cTq 7 
| | i 5 915 
3TB4-2 4c 9F4 7: 9K4C-2T 3C  - SA2TB3-4 4A | | | at roy | | \ == 
3TB4-3 4c 9F5 6C =: SK4D-3B 3C  9A2TB3-4-1 4A | ° | | 2] | eee I eo | | ae 
6T1 2A 9F6 6C  —- 9K4D-3T 3C  9A2TB4-3 3A | | | | | | oraceye - | | , 
6T2 2A OFT 7B 9M 3A gaoTBa-4 0 3Ati(i—‘w;!!SCT NT fet te I gr rr tre 
6T3 2A 9F8 7B oQS1A 3B «10B1 5D LT J LT pul Ls J 
os! @ 082 oS3 4 
6TB8-A78 5B 9F9 6B: 9S1B 3B «1081 6D ian 
6TBIS-A4A 2A 910 4B 982A ™D  10T2 sp «8B Sen of de ze] IR Toons RL sal® to 9x1 B 
6TB15-A5A 2A OF 11 3A: 983A 6D 10TB1-2 sD 450872 1 o, as EC erg rae Tir” Zone “6 
6TB15-A6A 2A 9F12 5D 9T3 6B 10TBI-A7A 4D atenanD GASR22 2 A SOO VAG 
6ASDS1 5B SF 13 sc «OT 4 4B  10TB1-A8A 4D eines 
6A5DS9 6B 9F14 sc STS 4B 10TB2-2 sD 
6ASDS19 4D 0 9FLI 7¢ 9TBI-A4B) 7D s10TB2-3 sD 
6ASDS22 5B 9K1A-1F 2B © 9TBI-A4G.) SD 10A2F 1 4,0 Fyude > Li dur ae SXF 
6A5DS52 1C = 9K1A-1R 2B 9TB1-A4D 7B 10A2T1 4D Sh200 We-e ----- e-news ~~ BE ee E - a Sh 2 ey oe 
6A5R1 5B 9K1B-2F 2B 9TB1-A5B 6D.) =Sso10A2TBI-1 4D Zone 9C ue v2 Lar ue Zone 98 
6A5R9 5B 9K1B-2R 2B 9TBI-ASC  5C = 10A2TB1-2 4D 145ta 1as2a v1 on 
6A5R19 4D  9KiC-3F 28 9TBI-ASD 7B 14HR1 TA FA FILAMENT | 9T8!-A5SH 
6ASR22 5B 9KiC-3R 2B 9TBI-ASH 3A 14HR2 6A #3 Sh lane | 1aHR4 een men 
6ASR52 1C 98K2-LIF 7C 9TBI-AGB 6D 14HR3 6A OA Zone OC PA PEPE ee ET 
7B2 3D 9K2-LIR 7C 9TB1-A6C 5C  14HR4 5A A 
8 O° DIAGRAM 
FIG 5— 73 
A 
—o 
q | & | 5 4 | 3 2 1 
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Figure 2-22.—Power distribution diagram, 


GENERAL NOTES 


UNLESS OTHERWISE SPECIFIED: TNDELAYED 
A. ALL RESISTANCE VALUES ARE IN OHMS, 1/4W, +£5%. MULTIVIaRATOR Trincen 
B. ALL CAPACITANCE VALUES ARE IN MICROFARADS. amp GSeLATOR 
C. ALL DIODES ARE 1N916. Bear Belay 
D. ALL TRANSISTORS ARE 2N718 B+(B) 8316) 818) BLOCKING a 
. OSCILLATOR AND GATE amp DELAY LINE 
E. —€€— FEEDBACK ; B+) see) BiB 52 
50-1000HZ 
PART LOCATION INDEX MODULATOR 
REF REF REF REF 
DES ZONE DES ZONE DES ZONE DES ZONE 
AMPLIFIER! 
c CRI? 
C1 6c CRig 2c R26 R32. 2B FIG. 8-4 3OOPE CR cas <A on 
c2 6c CR13 2B R36C R33 2B cr @® 
c3 6C CRI4 1C R44 6C R34 2B c wre ® as ng 
c4 sc CRIS 1C RS 6c R35 3B . : 
cs 5C CRI6 1C R6 6C R36 3B 
ce 5C CR17 2c R76 R37 6c 
MITER 
c7 4c CRi8 2C R8 -6C R38 SB titre! 
ce 6A Re s-5C R39 5B 
ce 4c DLi = .2C R10 5C R40 5B 
c10 4c R11 5C R41 5B 
c1lsosc J1026C R12 5C R42 5B 
ci sc Rig 5C R430 4B 
C13 3c Ql 6c Ru 5B R44 4B 
cus 6A Q2 5C Ris 4 R45 2c een) oom ace: MODULATOR 
C15 2B Q3 5C Rie = 4C pes wc purrer +8) | RECOVERY TIME B+B) 8418) B48) 
C16 2B a4 4c Rl? 6A 47 6 
ci7 3B Q5 4c R18 4C R48. «6B nie 38 2 SINGLES 818) 
c19 5B Q6 3c Ri9 4c R49 5B Sr(8) B48) 5K IK cay : Switcn Couto = 
Q7 2B 4CsRSODSB “oon BsiB) ‘! 
CR15C Q8 2B R2i 4c R51 6A 8 nas a aan 
CR2  5C Qe 3B R22. 4C 270K ase ne <4 13K 8 
CRS 4c Q10 6B R23. 4C Tl 6c ka ” | : 
cR4 3 Ql SB R24 3C v2 5C are i) cat @ 
CR5 3c Qi2 5B R25 3C T3 5C CG) en wm an 
CR6 3c Q13 4B R26 3c v4 3c sy C+) 
cR7 = 8c Qi4 2c R28 SC TS 2c aa Chey Oventaane 
CR8 sc Qs 1c R29 2B T6 ic anon. (2k ORIVER eg aa INHIBIT GATE 
CR9 2B R30 2B 20K 
CR1l 4B R1 6c R31 2B 1AP1—-1C 
TORROID 
CAUTION FIG.5-4 MULTIVIBRATOR 
Use chmmeter on highest usable scale to avoid beta) B+iA) B+ia) Bea) Beta) 
damage to transistors. 
VOLTAGE CHART ecto) 
E B c E B Cc 6418) Boia) BHB) B48) 8+(B) B48) Bete) BiB? 8+(B) Bea) B+(8) 8418) ‘UPLACES B+B) BiB) B18) 
FILTER, FILTER, vr 
+30V0¢ 2ov 27.5V 
A Ka 5 T __] —__f.. 
Q +2V00«dFd1VC~=“‘é ;LOV. OQ +.5V +.1V +20V 3 RSI a A 
1 WwW F1G.8-19 veo 4h co amo “Lic 
+ + + +.6V0 +.8V0 +17V 7T . 7" 
3V 2.8V +17V Q,, +6 . 
~~ rv 


SPECIFIC NOTES; 


1. 


All voltage readings taken with equipment in 


STANDBY. 


GROUND 
FIG. 6-19 


TRANSPONDER ASSEMBLY IAIA2 
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Figure 2-23.—Maintenance Schematic diagram. 


CHAPTER 3 


MICROELECTRONICS 


Microelectronics is the technology of con- 
structing electronic circuits and devices in ex- 
tremely small packages by various techniques. 
This technology is also sometimes referred to 
as microminiaturization. 

The increasing complexity of military elec- 
tronics system over the past 30 years has made 
the evolution of microelectronics inevitable. 
During this period, the electron tubes used in 
the early electronic systems have been replaced 
by solid state discrete devices and integrated 
circuitry, and these in turn are giving way to 
medium-and large-scale integrated circuitry. 


INTEGRATED CIRCUITS 


Microelectronics technology today encom- 
passes thin-film, thick-film, hybrid, and inte- 
grated circuits. These circuits (and combina- 
tions of them) are being applied in digital, analog 
and other types of electronic circuits. 

The current trend of producing a number of 
circuits on a single chip will further increase 
the packaging density of electronic circuits while 
reducing the size, weight, and number of con- 
nections in individual systems. Improvements 
in reliability, logistics, and system capability 
are also to be expected. : 

Integrated circuits can be produced that com 
bine all the elements of a complete electronic 
circuit in a single chip of silicon. The implica- 
tions of this in the microelectronic evolution are 
demonstrated by a comparison of aconventional 
J-K flip-flop circuit incorporating solid state 
discrete devices and the same type of circuit 
employing integrated circuitry. The conven- 
tional circuit depicted schematically in figure 
3-1 would require approximately 40 separate 
discrete elements, 200 connections, 40 hermetic 
seals, and 300 separate processing operations— 
with each operation, seal, and connection rep- 
resenting a possible source of failure. However, 
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if all the elements of this circuit are integrated 
in one chip of silicon, the number of connections 
drops to approximately 14, because all circuit 
elements are intraconnected inside the package 
by a process known as vapor metalization; 
instead of 40 hermetic seals there is 1, and the 
300 processing operations are reduced to ap- 
proximately 30. Figure 3-2 presents a size com- 
parison of a discrete J-K flip-flop circuit andan 
integrated circuit of the same type. 

Before the actualfabricationof the integrated 
circuit begins, the silicon crystal must be sliced 
into paper-thin wafers (fig. 3-3A). The wafers 
must be lapped and polished on the side that is 
to be used for the active elements. Unless spe- 
cial processing is involved, the back side of the 
wafer is left in the lapped state. 


162,82 
Figure 3-1.—Schematic of a J-K flip-flop. 
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. Figure 3-3.—Diffusion method. 
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PACKAGE 
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162.85 
Figure 3-4.—Steps in producing and packaging 
integrated circuits. 


Both sides of the wafer are lapped simulta- 
neously with an abrasive (usually aluminum 
oxide) until all visible traces of the saw cuts are 
removed. One side of the wafer is then polished 
several times with slurries of abrasive grits. A 
grit of smaller size is used for each succeeding 
polishing step. Finally, the wafer is chemically 
etched to remove any irregularities in the sur- 
face resulting from the last polishing step. 

The diffusion process begins when the highly 
polished silicon wafer is placed in an oven, fig. 
3-3B, containing impurity atoms which yieldthe 
desired electrical characteristics. The concen- 
tration of impurity atoms diffused into the wafer 
can be controlled by controlling the temperature 
of the oven and the time thatthe silicon wafer is 
allowed to remain in the oven. When the wafer 
has been uniformly doped the fabrication of semi- 
conductor devices may begin. Several hundred 
circuits are produced simultaneously on the 
wafer by the method shown in figure 3-4. 


THIN AND THICK FILM CIRCUITS 


Film circuits differ from the integrated cir- 
cuits described in the preceding paragraph in 
that instead of being diffused into the substrate, 
components are layered on the substrate mate- 
rial (usually ceramic) by deposition, screening 
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and etching, or a combination of these proc- 
esses, 

Only passive devices are produced by this 
technique since it does not lend itself tothe pro- 
duction of active components. Active components 
are attached and interconnections between com- 
ponents made in much the same way as leads are 
bonded to integrated circuits (ICs) or transis- 
tors. 


HYBRID CIRCUITS 


A hybrid microcircuit is one that is fabrica- 
ted by combining two or more circuit types (i.e. 
film circuits and semi-conductor circuits) or a 
combination of one or more circuit types and 
discrete elements (fig. 3-5). The primary ad- 
vantage of hybrid microcircuits over other mi- 
crocircuits is design flexibility. Hybrid micro- 
circuits find wide application in specialized 
applications, such as low-volume and high-fre- 
quency circuits. 

Several elements and circuits are available 
for hybrid applications. These include discrete 
components that are electrically and mechanic- 
ally compatible with integrated circuits. They 
may be used to perform functions supplementary 
to ICs and can be handled, tested, and assembled 
with essentially the same technology and tools. 

Complete circuits are available in the form 
of uncased chips (unencapsulatedIC dice). These 
chips are usually identical to those sold as part 
of the manufacturer’s regular production line. 
They must be properly packaged and connected 
by the user if a high-quality final assembly is 
to be obtained. 

The circuits are usually sealed in a package 
to protect them from mechanical and environ- 
mental stresses. One-mil (.001’’) gold wire leads 
are connected to the appropriate pins which ex- 
tend out of the package to allow external con- 
nections. 


MICROELECTRONIC DEVICE PACKAGING 


Integrated Circuit packages have evolved 
from the still-used transistor type (modified to 
include more leads), to the widely used flat pack, 
to the dual in-line package (DIP). Generally, 
these packages are limited to 14 leads, but some 
configurations are available with many more. 
Packages with up to 160 leads are being devel- 
oped for large-scale integrated devices. 
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Figure 3-5.—Hybrid circuit configuration. 
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MODIFIED TO-5 PACKAGE 


‘Modified TO-5”’ is a term used to describe 
a package having the same general appearance 
as a standard TO-5 transistor package but which 
has been modified by increasing the number of 
external leads and the dimensions of the package. 

Modified TO-5 assembly methods are exten- 
sions of the techniques used in the production of 
standard transistor packages. Since the modified 
TO-5 package typically has 10 leads, compared 
with the 3 or 4 leads of the standard transistor 
package, its pincircle diameter is_ slightly 
larger (0.230 inch vs. 0.200 inch). The modified 
TO-5 package is shown in figure 3-6. Kovar, a 
nickel-iron alloy, is used for the leads and 
eyelet, and 7052 glass for the preform. The cover 
may be German silver, kovar, or nickel, but 
kovar is used most frequently because its coef- 
ficient of thermal expansion is similar to that of 
the glass preform, thus allowing a matched seal. 

The glass preform and eyelet are assembled 
as shown in figure 3-6, andthen sealed by fusion 
in a 1000 °C oven. After it is sealed, the entire 
assembly, called the header, is cleaned and the 
leads are clipped to the desire length. The header 
is then plated with 0.001 inch of gold cyanide. 
The IC die is bonded to the header by (1) inserting 
a solder preform between the die andthe header, 
(2) placing a weight on top of the assembly, and 
(3) heating the entire header to approximately 
395° C so that the die, solder, and header are 
fuzed together. 


{ 3- COVER 


se «— WIRE BONDS 
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(~~ TD\<- KOVAR EYELET PLATED 
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HEADER « eo 
162.87 
Figure 3-6.—Exploded view of modified TO-5 


package. 
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Figure 3-7.—Mounting for TO-5 packages. 


Because the elements of integrated circuits 
(transistors, diodes, etc.) are so small, it would 
be impossible to attach wires directly to points 
in the circuit. For this reason a series of rela- 
tively large bonding islands are placed around 
the edges of the die during its fabrication and 
these are connected by metalization to ap- 
propriate points in the circuit. During packag- 
ing, the bonding islands are connected to the 
package leads by fine lead wires (0.001 inch to 
0.003 inch). These wires may be either gold or 
aluminum and are attached by thermocompres- 
sion or ultrasonic bonding techniques. 

As the final step in TO-5 packaging, the cover 
is welded to the header in a controlled atmos- 
phere. 

The modified TO-5 package can be either 
plugged into or embedded in a board (fig. 3-7). 
The latter method is preferred, but whether the 
package is plugged in or embedded, the inter- 
connection area of the package leads must not 
be impinged by other printed conductors on either 
side of the board. The plug-in method does not 


provide sufficient clearance between the padsto 
route additional circuitry, but when the packages 
are embedded there is sufficient space between 
the pads (because of the increased diameter of 
the interconnection pattern) for additional con- 
ductors. 


Chapter 3—MICROELECTRONICS 


CERAMIC COVER 
a 


GLASS SOLDER 


MONOLITHIC DIE 
BONDING PAD - 
GOLD PREFORM 


ALUMINUM 
- BONDING 
WIRE LEADS ) 

Na 5 . 

LE CERAMIC 
GOLD-PLATED Zim 
mae MOUNTING BASE 


EXTERNAL LEADS 


162.89 
Figure 3-8.—Exploded view of ceramic flat 
pack, 


Flat Pack 


Many types of integrated circuit flat packages 
are being produced in various sizes and mate- 
rials. These packages are available as square, 
rectangular, oval, and circular configurations 
with 10 to 60 external leads and may be fabri- 
cated of metal, ceramic, epoxy, glass, or com- 
binations thereof. Only the ceramic flat pack 
(fig. 3-8) will be discussed here, since itis rep- 
resentative of all flat packs with respect to gen- 
eral package requirements. 

After the package leads are sealed to the 
mounting base, a rectangular area on the inside 
bottom of the base is treated with metal slurry 
to provide a surface suitable for bonding the 
monolithic die to the base. The lead frame is 
then cut away from the secured leads, and these 
leads and the metalized area in the bottom of the 
package are gold-plated. The die is then attached 
by gold-silicon eutectic (easily melted) bonding. 

The die bonding step (fig. 3-4) is followed by 
bonding gold or aluminum wires between the 
bonding island on the integrated circuit die and 
the inner portions of the package leads. 

Following the wire bonding, a glass-solder 
preformed frame is placed on top of the mount- 
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ing base. One surface of the ceramic cover is 
coated with Pyroceram glass, and the cover is 
placed on top of the mounting base. The entire 
assembly is placed in an oven at 450°C. This 
causes the glass solder and Pyroceram to fuse 
and seal the cover to the mounting base. 


DUAL IN-LINE PACKAGE 


The dual in-line package (DIP) was designed 
primarily to overcome the difficulties associ- 
ated with handling and inserting packages into 
mounting boards. Dual in-line packages are 
easily inserted by hand or machine and require 
no spreaders, spacers, insulators, or leadform- 
ing. It is also possible to field-service the 
devices with standard hand tools and soldering 
irons. Plastic dual in-line packages are finding 
wide use in commercial applications, andanum- 
ber of military systems incorporate ceramic 
in-line packages. 


The progressive stages in the assembly of a 
ceramic dual in-line package are illustrated in 
figure 3-9. The integrated-circuit die is sand- 
wiched between the two ceramic elements (A). 
The element on the left is the bottom half of the 
sandwich and will hold the integrated circuit die. 


The ceramic section on the rightis the top of the 
sandwich; the large well protects the integrated 
circuit die from mechanical stress during seal- 
ing operations. Each of the ceramic elementsis 
coated with low-melting-temperature glass for 
subsequent joining and sealing. The kovar lead 
frame is shown stamped and bent into its final 
shape (B). The excess material is intended to 
preserve pin alignment. The holes at each end 
are for the keying jig used in the final sealing 
operation. The lower half of the ceramic 
package is inserted into the lead frame (C). The 
die is mounted in the well and leads are attached. 
The top ceramic element is bonded to the bottom 
element (D) and the excess material is removed 
from the package (E). 

The ceramic dual in-line packages are proc- 
essed individually while plastic dual in-line 
packages are processed in quantities of two or 
more, in chain fashion. After processing, the 
packages are sawed apart. The plastic package 
also uses a kovar lead frame, but the leads are 
not bent until the package is completed. Because 
molded plastic is used to encapsulate the inte- 
grated circuit die, there may be no void between 
cover and die as is the case with ceramic 


packaging. 


ELECTRONICS TECHNICIAN 3 & 2 VOL. 1 


(E) 
Figure 3-9.—Dual in-line package assembly. 
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At present, ceramic dual in-line packages 
are the most common of the two package types 
to be found in Navy microelectronics systems. 

The trend in microelectronic packaging is 
toward still higher circuit density. Complex 
arrays are already available to alimited degree, 
and research and development are being per- 
formed on extremely complex devices that will 
incorporate the required intraconnections on 
silicon wafers. This approach, called Large- 
Scale Integration (LSI), has as its objective the 
intraconnection of hundreds of undiced circuits 
packaged in containers comparable in size to a 
silver dollar. 

Considerable effort is being directed toward 
increasing the upper frequency limit associated 
with microelectronics. The practicality of mi- 
crowave integrated circuits has been demon- 
strated and this type of circuit is currently being 
fabricated by a number of laboratories. 


MAINTENANCE 


Microelectronic developments have had a 
great impact on the test equipment, tools, and 
facilities that are necessary to maintain sys- 
tems incorporating these developments. 


TEST EQUIPMENT 


Early electronic systems could be completely 
checked-out with general purpose test equipment 
(GPTE), but the time required to individually test 
the components in one of today’s very complex 
systems would probably exceed the design life of 
the system. One improvement in system testing 
was accomplished by designing systems so that 
testing could be performed at various functional 
levels. This allows groups of components to be 
tested as a whole, thus reducing the time re- 
quired to test components individually. One 
other advantage of this method is that complete 
test plans can be written to provide optimum 
sequencing of tests and wave shapes of voltage 
output for each function level. 

This method of testing also leads to the de- 
velopment of special support equipment or test 
sets capable of simulating operating conditions 
of the system under test. Appropriate voltages 
or signals are applied by the equipment to the 
various functional levels of the system and the 
output of each level is monitored. Testing se- 
quences are prewritten and steps are switched 
in manually. The limits for each function level 
are preprogrammed to give a go/no-go indica- 
tion. 
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Another significant breakthrough for im- 
proved systems testing was the design of modu- 
lar subassemblies equipped with input and output 
terminals that allow quick isolation of faults 
and easy location of defective parts. These 
modules are designed for easy removal from 
the system. 


Although functional-level testing and modular 
design have been successfully applied to most 
systems in use today, the trend toward increas- 
ing the number of subassemblies within a module 
by incorporating microelectronics will make this 
method of testing less and less effective. 


This has led to the present trend of develop- 
ing both on-line and off-line automatic test 
systems. The on-line systems are being de- 
signed to continuously monitor performance and 
to automatically isolate faults to removable as- 
semblies. Off-line systems automatically check 


out removable assemblies and isolate faults to 
the component part level. 

When no automatic means of accomplishing 
fault isolation is available, general-purpose 
test equipment and good troubleshooting proce- 
dures may be employed, but such fault diagnosis 
should be attempted only by experienced techni- 
‘cians. Misuse of electrical probes or soldering 
irons may permanently damage printed circuit 
boards (PCBs) or microelectronic devices at- 
tached to them. The proximity of leads to one 
another and the effects of the interconnecting 
wiring makes the testing of printed circuit 
boards extremely difficult, and drift or current 
leakage measurements practically impossible. 

Printed circuit boards that have been con- 
formally coated are difficult to probe because 
the coating is often too thick to penetrate for 
a good electrical contact and must be removed 
for electrical probe testing. Test leads with 
sharp needle points are available; these points 
easily penetrate the conformal coating to permit 
testing. Many printed circuit boards, however, 
are designed with special test points that can 
be monitored either with special test sets or 
general purpose test equipment. Another method 
of obtaining access to a greater number of test 
points is to use extender cards or cables. 

If none of the test aids described above are 
. available, each suspect device or component 
lead must be probed manually. However, special 
care must be exercised when probing integrated 
circuits since the circuits may be easily damaged 
by excessive voltages or currents and leads may 
be physically damaged. 
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Precautions concerning the use of test equip- 
ment for troubleshooting equipments containing 
integrated circuits are similar to those that 
must be observed when troubleshooting equip- 
ments containing semiconductor devices. To 
prevent possible circuit damage when testing 
microelectronic circuits with a VTVM or VOM, 
the meter should have a Sensitivity of more 
than 20,000 ohms per volt on the voltage scales, 
and should not pass more than 1 milliampere 
of current through the circuit being tested. 

Static d.c. and resistive tests are usually 

effective in locating catastropic failures or de- 
fects that exhibit large deviations from normal 
characteristics, but these methods are time- 
consuming, and sometimes inadequate when the 
defect is drift in device characteristics. The 
suspect device in this case must be desoldered, 
then retested to verify the fault. If the defect is 
not verified, the device must be resoldered, to 
the board again. If it is necessary to repeat this 
procedure several times, or if the printed cir- 
cuit board is conformally coated, the defect may 
never be located. In fact, the circuit may be 
further damaged by the attempt to locate the 
fault. 
FOR THESE REASONS, THE DEVICE SHOULD 
NEVER BE DESOLDERED UNTIL ALL POS- 
SIBLE IN-CIRCUIT TESTS ARE PERFORMED 
AND THE DEFECT VERIFIED. 


TOOLS 


Because of the smallness and susceptibility 
to damage of microelectronic devices, the re- 
pair of modules incorporating them may be 
accomplished, in many instances, only with 
special tools designed expressly for that pur- 
pose. The following paragraphs describe some 
of these special tools which are also included 


in the recommended tool list (table 3-1). The 
table is divided into three sections: Part I lists 
the special tools, and Part II the chemicals that 
are required to perform maintenance on Navy 
systems incorporating microelectronic devices. 
Part II lists tools that generally are available 
to Electronics Technicians. Figure 3-10 shows 
some of the tools that are normally kept in the 
Electronics Technician’s toolbox. 

The most important tool used in removing 
and replacing microelectronic packages is the 
soldering iron. Improper choice of a soldering 
iron or tip may result in severe damage to 
microelectronic devices and/or printed circuit 
boards. Only a low wattage pencil soldering iron 
and tin diameter solder with rosin core flux and 
a tin-to-lead ratio of 63/37 should be used. 
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Table 3-1.—Recommended tools and materials 
Part I Special Tools 


Manufactured by 


FSN or or 
Quantity Mfg. Part No. Equivalent 
Ungar Universal Handle 1 777 Ungar 
Thread-in Element, 23 1/2 Watts 1 535 Ungar 
Thread-in Element, 37 1/2 Watts 1 1235 Ungar 
Thread-in Element, 47 1/2 Watts 1 4045 Ungar 
Pencil Tip 1 PL331 Ungar 
Pencil Offset Tip 1 PL332 Ungar 
Chisel Tip Long Taper 1 PL333 Ungar 
Tapered Needle Tip 1 PL338 Ungar 
Stepped Pencil Tip 1 7154 Ungar 
Ungar Hot Knife Tip 1 4025 Ungar 
Offset Slotted Tip 1 862 Ungar 
Straight Slotted Tip 1 857 Ungar 
Hollow Cube Tip 1 863 Ungar 
Cup Tip, 5/8" Dia. 1 856 Ungar 
Cup Tip, 3/4" Dia. 1 855 Ungar 
Cup Tip, 1" Dia. 1 854 Ungar 
Desoldering Tip (DIP) 1 859 Ungar 
Desoldering and Cleaning Tool 1 7800 Ungar 
Soldering Iron Holder 1 8000 Ungar 
Kleen-Tip Sponge and Tray 1 400 Ungar 
Low Voltage Soldering 
Iron 1 6970 Ungar 
Printed Circuit Card Holder 1 371 Henry Mann Co. 
Steel Bench Clamp 1 356 Henry Mann Co. 
Miniature Vise 1 353 Henry Mann Co. 
Dluminated Magnifier, 3 Power 1 LFM~1 Henry Mann Co. 
lip-on Lens, 4 Power 1 No. 1 Henry Mann Co. 
soldering and Cleaning 
Tip, 0.033" 1 7812 Ungar 
emostat 1 8-907 Fisher Scientific Co. 
and tool - lead trimmer 
(TO type package) | 1 Henry Mann Co. 
soldering and Cleaning i 
Tip, 0.057" | 1 7806 Ungar 
soldering and Cleaning 
ip, 0.069" 1 7813 Ungar 
igh Intensity Lamp 1 5975 Tensor 
Lead Forming Tool 1 ATH=-3260 Astro Tool Co. 
IP Package Puller | 1 6982 Ungar» 
5° Chain-Nose-Tip Cutter 1. All19 Henry Mann Co. 
ooth Picks, Round 1 Box 
‘ooden Dowels, 1/4" x6" 10 
riceps Tweezer, 8" 1 T8 Henry Mann Co, 


162.91 


78 


Chapter 3—MICROELECTRONICS 


Table 3-1.—Recommended tools and materials—Continued. 


Quantity FSN or Manufactured by 


Mfg. Part No. or 
Equivalent 


xe Part II Required Chemicals and Materials 


Insulating Varnish ‘ 970-280-4920 
Epoxy-Resin Compound i 8040-777-0631 


Fishman 
Furane Plastics 


Henry Mann Co. 
Conap, Inc. 


Solvent Dispensers 
Polyurethane Coating 

Isopropyl Alcohol 

Methyl-Ethyl Ketone 

Acetone 

Copper Shim Stock 

Aluminum Oxide Abrasive Paper 
Cotton Swabs 

Teflon Tape - 1" 


6810-281-1864 


.003" 
10 Shts/Box 


5350-967-5080 


Johnson & Johnson 


1 Roll 


Part III Standard Tools 


G5120-629-2697 
G5110-221-1503 
G5110-541-4079 
G5120-541-4078 
G5120-239-8252 
G5120-240-8716 
G5120-234-8913 
G5120-234-8912 
X1010 XCelite/ 
Henry Mann Co. 


Soldering Aid Tool 
End Nippers, 4 1/2" 
Diagonal Pliers, 4" 
Long~Nose Pliers, 4 1/2" 
fRound-Nose Pliers, 4 1/2" 
Phillips Screwdriver, 3" 
Phillips Screwdriver, 4" 
Phillips Screwdriver, 6" 
(Phillips Screwdriver, 10" 


ee 


G5120-227-7377 
G5120-278-1283 
G5120-278-1271 
R31610 XCelite/ 
Henry Mann Co. 


Flat Tip Screwdriver, 2" 
Flat Tip Screwdriver, 4" 
Flat Tip Screwdriver, 5" 
Flat Tip Screwdriver, 10" 


G5120-288-8739 
G5110-288-7685 
G5120-288-8732 
G5120-315-3358 
5120-770-0016 


lseweler's Screwdrivers 
|swiss File Set 

Allen Wrenches 

Allen Wrenches 

Spin Tite, 1/4" 
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Table 3-1.—Recommended tools and materials—Continued. 


Part III Standard Tools (Continued) 


Spin Tite, 5/16" 
Spin Tite, 3/8" 
Spin Tite, 7/16" 
Tweezers, Curved 
Tweezers, Straight 
Tweezers, Lock 

Drill Bit Set #33 to #80 
Hand Drill 

Brass Wire Brush 

Heat Sinks, Medium 

Nylon Brush 

X-acto Knife (with Blades) 
Material Loot 

Solder Eutectic, 63/37 Rosin 
Core 
Tool Box 


ot ee ee 


Primary Page 
Teflon Tape, 1" 
Forceps, Straight, 5" 
Forceps, Curved, 5" 
Forceps, Straight, 9" 
Forceps, Curved 8"! 
"C" Clamp - 3 inch 
Wire Stripper 


Repair work on modules containing micro- 
electronic devices usually involves both desol- 
dering and resoldering. For desoldering, a 
soldering iron with interchangeable tips is rec- 
ommended (fig. 3-11). 

One tip designed specifically for heating and 
removing solder from leads has a hollow point 
through which molten solder is drawn. The va- 
cuum for the point may be provided manually 
(i.e., suction ball) or mechanically (by means 
of a vacuum pump). The manually operated at- 
tachment is recommended because it requires 
no special equipment. 

The wicking (capillary) method is an effec- 
tive method for removing solder when no special 
equipment is available. In this method, a piece 
of copper braid is applied to the melted solder 
then removed. Due to capillary attraction the 
copper braid acts as a wick absorbing the melted 
solder. 


FSN 
Quantity | Mfg. Part No. 


5120-770-0017 
5120-770-0025 
5120-770-0030 
G5120-288-9685 
G5120-247-0867 
G5120-293-0149 


Manufactured by 
or 
Equivalent 


20-087 Hunter Tools 
F-223 Hunter Tools 
51F Hunter Tools 


5110-595-8400 


7817 


G6515-334-5600 
G6515-334-4900 
L6515-334-9900 
L6515-334-4100 
5-810 
101-S 
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Johnson & Johnson 


Union Steel 
Chest Corp. 


Fisher Scientific Co. 
Henry Mann Co, 


The other desoldering tips and heating ele- 
ments shown in the figure are compatible with 
various types of microelectronic packages. The 
best way to remove a microelectronic package 
from a printed circuit board is to desolder all 
leads simultaneously, but this can be accom- 
plished only if a tip is available to accommo- 
date the lead configuration of the package. Many 
tips are required because of the lack of standar- 
dization of microelectronic packaging. 


Resoldering should be performed with a mini- 
ature isolated low voltage soldering system. 
Preferably, the heat of the tip should be variac- 
controlled to provide the correct amount ofheat 
to form a good solder joint. The small mass of 
the tip will assure that only the lead being sol- 
dered is effected by the heat from the iron. All 
soldering irons used in repair of modules 
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TOOL DESCRIPTION TOOL DESCRIPTION 
|. PHILLIPS SCREWDRIVER, MEDIUM POINT 14. INSULATION STRIPPER 
2. PHILLIPS SCREWDRIVER, SMALL POINT 15. PRECISION OILER 
3. STRAIGHT SCREWDRIVER, 3/16"x4" 16. . JEWELER'S SCREWDRIVERS 
4. STRAIGHT SCREWDRIVER, 1/8: x 2" 17% JUMPER LEADS WITH MINIATURE ALLIGATOR CLIPS 
5. SOLDERING AID, WIRE BRUSH AND POINT 18 ALLEN AND BRISTOL (SPLINE) WRENCH SET 
6. SOLDERING AID, ANGLED POINT AND SLOTTED TIP 19. ELECTRICAL SCISSORS 
7 LONG NOSE PLIERS, ANGLED 20. CRESCENT WRENCH, 6" 
8 LONG NOSE PLIERS, WITH WIRE CUTTER 21. CRESCENT WRENCH, 4" 
9 DIAGONAL CUTTING PLIERS 22. TRIANGULAR FILE 
10. NEEDLE.NOSE PLIERS WITH WIRE CUTTER, MINIATURE 23. IGNITION FILE 
I. DIAGONAL CUTTING PLIERS, MINIATURE 24. 2X MAGNIFIER 
12.. HEMOSTATS 25 CLIP-ON HEAT SINK 
13. TWEEZERS 26-32. COMBINATION (OPEN-END/BOX-END) WRENCH SET 


162.92.1 
Figure 3-10,—Tools for Microelectronics repair. 
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HEATING TIPS 


<i 
(a 


THREAD-IN UNITS 
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SOLDERING 


S101 


DESOLDERING UNITS 


112 pp ee 


SOLDER SUCKER 
ATTACHMENT 


TIP CLEANER 


162.93 
Figure 3-11.—Recommended tools. 
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containing microelectronic devices should be 
powered by isolated power supplies or be 
equipped with ground straps to eliminate stray 
voltages. ; 


Another major item is a fixture for holding 
printed circuit boards while they are being re- 
paired. This fixture should provide good support 
to the printed circuit board but should also be 
easy to rotate since the technician during the 
performance of maintenance actions must often 
inspect or apply heat to both sides of the board. 


In some cases, the complete desolderingand 
resoldering operation and final inspection of a 
repair must be conducted under an illuminated 
magnifier. Soldering operations should be per- 
formed under a magnifier with a power of 
approximately 3x. Final inspection should be 
made with a 12x power magnifier. 


Special tools are also required for leadform- 
ing. Most integrated circuits are shipped in car- 
riers or special lead frames to protect the de- 
vices against damage during handling or testing. 
Before the packages may be attached toa printed 
circuit board, they must be removed from the 
carrier, and the leads trimmed and formed. This 
may be accomplished in any of several ways. One 
way is to place the integrated circuit and carrier 
flat on a block of wood and to cut the leads to the 
desired length with an X-acto knife. Another 
method is to cut the leads with scissors or 
diagonal pliers. The physical shock of a lead 
being cut by adiagonal cutter may be transmitted 
along the lead causing damage to the interior of 
the microelectronic device and causing anearly 
failure. With either of these methods, however, 
stress is placed on the integrated circuit leads 
that may eventually cause the device to fail. 


An Integrated Circuit Cutting and Forming 
Tool is recommended for use in removing inte- 
grated circuits from their carriers. This tool has 
special cutting and forming dies that allow pre- 
cise cutting and forming of leads in one opera- 
tion with a minimum amount of stress onthe in- 
tegrated circuit leads. 


After desoldering, most microelectronic de- 
vices can be removed from printed circuit boards 
with tweezers, but dual in-line packages require 
special extractor tools. The extractor tool listed 
in table 3-1, part I, is recommended to remove 
dual in-line packages and to prevent lead damage, 


Dual in-line packages are also difficult to in- 
sert if leads are bent. 
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FACILITIES 


The shipboard work area in which mainte- 
nance and repair of systems incorporating mi- 
croelectronic devices is accomplished need not 
include special clean room facilities or an ex- 
ceptionally large work space. 

The main requirement isa clean, sturdy 
workbench approximately the size of a standard 
desk and solid enough to accommodate such 
special support equipment as a printed circuit 
card holder, magnifier, small vise, etc. Ariser 
shelf should be provided for storage of general 
test instruments to be used for simple continuity 
tests. Tool holders should also be provided for 
larger tools. The more delicate instruments, 
such as tweezers, should be kept in a special 
tray or drawer. 

Proper lighting is also important because of 
the extremely small size of integrated circuit 
packages and the close tolerance requirements 
for lead alignment. Shadows or glare will cause 
eye fatigue. 


REMOVAL AND REPLACEMENT OF 
CONFORMAL COATINGS 


Many manufacturers of equipments to be used 
in military applications apply protective confor- 
mal coatings to their equipments. These confor- 
mal coatings include epoxies, silicones, polyure- 
thanes, varnishes, and lacquers. Most of them 
consist of a synthetic resin dissolved ina volatile 
solvent. When properly applied to a clean sur- 
face, the solvent evaporates, leaving a contin- 
uous layer of solid resins, After curing, the 
coating protects against environmental stress, 
corrosion, moisture, and fungus. However, these 
coatings must be removed from any surface to 
be properly cleaned before maintenance can be 
performed on the equipment. 

Conformal coatings can be removedeither by 
chemical or mechanical means. However, the ap- 
plication of chemical solvents may cause damage 
to printed circuit boards by dissolving the adhe- 
sive materials that bond the circuits to the 
boards. The application of solvents may also dis- 
solve the potting compounds used on other parts 
or assemblies. 

Most polyurethane conformal coatings canbe 
removed by applying heat to the area to be 
cleaned and gently scraping the conformal coat- 
ing with an X-acto knife. Detailed procedures for 
removing coatings by this method are presented 
in the following paragraphs: 


Place the printed circuit board to be repaired 
in the printed circuit card holder as shown in 
figure 3-12. 

Mask the area that is not to be stripped of 
conformal coating. 


EXCESSIVE HEAT MAY DAMAGE THE 
PRINTED CIRCUIT BOARDS OR SURROUNDING 
PARTS. 


Heat asmall area of the coating tobe removed 
by holding a soldering iron close to the surface, 
but do not touch the board with the iron. 


DO NOT APPLY EXCESSIVE PRESSURE 
DURING SCRAPING AS THIS MAY CAUSE NICKS 
ON THE LAND OF THE PRINTED CIRCUIT 
BOARD OR DAMAGE TO THE LEADS OF OTHER 
PARTS. 


When the conformal coating softens, gently 
scrape it away from the surface with an X~acto 
knife, 

Remove loosened particles of conformal 
coating by gently brushing. Assure that loose 
particles of coating do not contaminate any mov- 
ing parts, 

Repeat these steps until all coating has 
been removed from the areaexposed by the mask, 


162.94 
Figure 3-12.—Printed circuit card holder. 
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Cleanse the area with a cotton swab that has 
been dipped in alcohol to remove all loose parti- 
cles of conformal coating that remain after 
brushing. 

Remove the mask, 

Cleanse the area with a cotton swab and al- 
cohol—ensuring that no loose particles of coat- 
ing remain on the perimeter of the stripped area. 

With a 12x viewer (magnifier) visually ex- 
amine the cleansed area to assure that the area 
is clean and that no damage was done during the 
cleaning operation. 

To replace the coating after repair proceed 
as follows. 

With a 12x viewer, visually inspect the re- 
paired board for foreign particles. 

Clean area to be coated with a cotton swab 
that has been dipped in alcohol. 

Allow the PCB todry thoroughly. Drying time 
will depend on the cleaning agent used (alcohol 
is recommended). 

Mask the area that is not to be coated, The 
unmasked area should be large enough to allow 
some overlapping with the old coating to assure 
adequate protection. 

Spray the exposed area with three layers of 
conformal coating material, allowing sufficient 
time for curing between successive coats. Sev- 
eral thin coats are more effective than one heavy 
coat. If the coating material has a tendency to 
porosity, it is unlikely that the pinholes will occur 
in exactly the same positions on successive 
coats, 

Remove the mask and inspect the reworked 
area for any voids or pinholes, using a 12x 
viewer. If any voids or pinholes are observed, 
add another coat of conformal coating. 

Conformal coatings may affect the capaci- 
tance (air dielectric capacitors, distributed 
capacitance between leads) and Q of inductors in 
RF assemblies. Refer to the appropriate mainte- 
nance procedures manual concerning alignment 
procedures and the use of conformal coatings for 
RF assemblies. 


REPAIR OF PRINTED CIRCUIT BOARDS 


Printed circuit assembly wiring patterns are 
formed inthree basic ways, by painting, chemical 
deposit, and stamped or etched metal foil. 

Organizational-level repair of painted and 
chemically deposited printed wiring patterns is 
not recommended because specialized equipment 
is not always available at organizational repair 
facilities. 
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The metal foil printed wiring pattern consists 
of a thin metal foil bonded to a nonconductive 
base. The wiring pattern is produced by stamping 
the foil before bonding it to the base, or by 
chemically etching away unwanted portions of the 
metal foil after bonding to the base. 

Because the metal foil is the most readily re- 
pairable and most commonly used type of printed 
wiring board, the repair techniques described in 
this Section apply to metal foil printed circuits 
only. 

The major cause of printed circuit board fail- 
ures attributable to maintenance actions is mis- 
handing during the fault isolation and replace- 
ment of parts. It is important, therefore, that 
care be exercised in performing maintenance. 

After isolation of a fault to a printed circuit 
board, the board should be visually examined to 
determine the possible cause of the fault. If the 
cause is not really apparent, the lands on the 
board should be checked for continuity with an 
ohmmeter and needle probes. Place the probes 
at each end of the land, Ifthe land is open, move 
one probe along the board until continuity is ob- 
served on the meter, Then locate the break in the 
land with the 12x viewer. 

The three major types of circuit failures are 
caused by cracks, voids, or peeling ofthe lands. 
During the visual examination, it may be ob- 
served that the copper laminate used for the con- 
tact fingers has separated or peeled away from 
the board as shown in figure 3-13. A cracked land 
on a printed circuit board may indicate that the 
board itself is cracked, The board should be in- 
spected under magnification. This type of damage 
can be repaired by following the procedures de- 
scribed in the following paragraphs. 

The following tools and materials are re- 
quired: 

Miniature low voltage soldering iron 

General-purpose adhesive such as Hysol 

Epoxy or Epibond H-1331 

Alcohol, Isopropyl 

Acetone 

Cotton swabs 

Teflon Tape 

“«C”? clamp 

Flat file (Swiss File) 

Copper shim material 

X-acto knife : 

Aluminum oxide sandpaper . 

Ohmmeter 

Teflon-coated hook-up wire, AWG 22 

3x viewer 

Potting syringe 
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162.95 
Figure 3-13.—Examples of broken 
conductor lands. 


Repair Of Cracked Lands 


If the land has been covered with a conformal 
coating, remove it in accordance with the proce- 
dure described earlier. 

Flow solder the cracked sections together as 
shown in figure 3-14. 

Clean all residue from the boards.witha cot- 
ton swab that has been dipped in alcohol. 

With a 3x viewer, visually inspect the area for 
solder flux and solder splashes and remove any 
residue. 

Replace conformal coating as_ described 
earlier. 
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Check continuity. 


ENSURE THAT SOLDER DOES NOT FLOW 
OVER THE EDGES OF THE LAND AS THIS WILL 
REDUCE THE SPACING BETWEEN LANDS AND 
AFFECT THE ELECTRICAL PERFORMANCE 
CHARACTERISTICS OF THE BOARD. 


Repair of Small Voids 


Remove the conformal coating as stated pre~ 
viously. With an X-acto knife, trim each end of 
the broken land ata 45-degree angle (fig. 3-15A). 
Ensure that the remaining end of each land is 
firmly attached to the board. 

Strip the insulation from a small piece of AWG 
22 hook-up wire and solder as shown in figure 
3-15B. 

Clean the soldered areas with cotton swabs 
that have been dipped in alcohol. 

With a 3x viewer, visually inspect the area for 
solder flux and solder splashes and remove any 
residue. 

Check continuity. 

Replace conformal coating as described pre- 
viously. 


EXCESSIVE HEAT MAY CAUSE THE ENDS 
OF THE CONDUCTOR TO LIFT FROM THE 
BOARD. 


Repair of Peeled Conductors 


Remove the conformal coating as described 
previously. With an X-acto knife, trim each end 
of the land at a 45-degree angle. Ensure that the 
remaining end of each land is firmly attached to 
the board. 

Obtain a length of AWG 22 hook-up wire with 
Teflon insulation that will span the void in the 
conductor. Strip both ends and tin. 

Position the wire as shown infigure 3-16 and 
solder ends to terminals. 

Pot the wire to the board with general-pur- 
pose adhesive to prevent breakage during handl- 
ing of the board. 

With a 3x viewer, visually inspect the area for 
solder flux and solder splashes and remove any 
residue. 

Check continuity. 

Replace conformal coating as described pre- 
viously. ; 


Repair of Loose Connector Tabs 


Place the edge of an X-acto knife between the 
board and the loose tab, lifting the tab as shown 
in figure 3-17. 
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Figure 3-14.—Repair of cracked lands. 


Place a piece of Teflon on the top part of the 
tab and clean the underside of the tab with alu- 
minum oxide sandpaper until it isabright color. 

Remove all old adhesive from the board by 
gently scraping with an X-acto knife. 

Gently wipe the underside of the tab and 
board with cotton swabs that have been dipped in 
acetone. 

Using potting syringe, apply adhesive to tab 
and board surfaces. 


DO NOT ALLOW THE TAB TO CURL OR 
FORM RIGHT ANGLE BENDS AS THIS WILL 
DAMAGE THE TAB. ACETONE IS FLAM- 
MABLE. 


Place Teflon on top of the tab andclamp both 
to the board with ‘‘C’’ clamp. 

Allow adhesive to cure in accordance with 
the manufacturer’s specifications. 

Remove ‘‘C’’ clamp and Teflon. 


Gently scrape the board with an X-acto knife. 


to remove excess adhesive. 
Clean tab by wiping with a cotton swab that 
has been dipped in acetone. 
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Assure that the repaired contact fits into the 
connector. 
Check continuity. 


Repair of Broken Connector Tabs 


With an X-acto knife, cut off the rough edge 
of the broken tab by making a 45-degree angle 
cut as shown in figure 3-18. 

Ensure that the undamaged section of the tab 
is still bonded to the board. 

Clean the board by scraping off any residue 
and wiping with a cotton swab that hasbeen dip- 
ped in acetone. 

Cut a replacement contact from a piece of 
copper foil stock 0.002 inch thick of the same 
dimensions as the tab to the replaced, allowing 
1/4 inch for a lapjoint at the point of contact with 
the existing copper land. 

Clean the replacement contact by holding it 
with tweezers and dipping it in acetone. Place 
the cleaned contact on a clean piece of paper. 

Use the potting syringe to prepare adhesive 
in accordance with the manufacturer’s directions 
and apply it to the board. Align the replacement 
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Figure 3-15.—Repair of land with void. 


contact with tweezers, and press flat. Using an 
X-acto knife, scrape off excess adhesive, leaving 
a thin film on the board. Place apiece of Teflon 
over the replaced tab and clamp with a ‘‘C”’ 
clamp as shown in figure 3-19A. Do not move 
Teflon or rotate clamp while tightening, as the 
movement may result in improper orientation of 
the tab. 

Allow adhesive to cure in accordance withthe 
manufacturer’s' specification. To decrease 
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curing time, place a lamp (60 to 100 watts) ap- 
proximately 5 inches from the board. 

Remove ‘‘C’’ clamp and Teflon. Solder at the 
point of overlap between the new and original cir- 
cuitry, using a miniature low voltage soldering 
iron. 

With a small, flat file, bevel.the edge of the 
tab at a 45-degree angle to conform to the bevel 
of the board (fig. 3-19B). Gently scrap the board 
with an X-acto knife to remove excess adhesive. 
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162.98 
Figure 3-16.—Repair of lifted land. 


Clean contact and soldered joint by wiping with 
a cotton swab that has been dippedin alcohol. As- 
sure that the repaired contact mates evenly with 
the proper connector. Check continuity. 


LOOSE CONNECTOR TAB 


PCB 


X-ACTO KNIFE 


162.99 
Figure 3-17.~—Peeled Connector tab. 
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162.100 
Figure 3-18.—Damaged Connector tab. 


REMOVAL AND REPLACEMENT OF 
FLAT PACKS 


Because of their small size, extreme care 
must be exercised in soldering and unsoldering 
flat-pack leads. Careless work may cause dam- 
age to the mounting surfaces, circuits, or both. 

Orientation of the flat pack with respect to 
the mounting surface is also of major impor- 
tance. All flat packs have index points, usually 
located in one corner or on the package center- 
line. Before removing any flat pack, the board 
to which it is attached should be marked or a 
sketch made of the location of the index point so 
that the replacement device may be properly 
oriented (fig. 3-20). 

The following tools and materials are re- 
quired: 


45-degree chain nose tip cutter 

Desoldering and cleaning tool (solder sucker) 
Low voltage soldering iron 

X-acto knife 

Printed circuit card holder 

Teflon tape 

Epoxy resin compound 
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Figure 3-19.—Connector tab replacement. 


3x and 4x viewers 

Alcohol, Isopropyl 

Cotton swabs 

Tricep tweezers 

Lead cutting and forming tool (or wooden 
form) 

Potting syringe 


Soldered-In Flat Packs 


Upon completion of subsystem checkout and 
the localization of the defective flat pack, the fol- 
lowing removal and replacement procedures are 
recommended. 

Insert the printed circuit board in a printed 
circuit card holder with the flat pack face up as 
shown in figure 3-12. 
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SOLVENTS AND ABRASIVES MAY DAMAGE 
THE BOARD OR SURROUNDING PARTS AND 
ARE NOT RECOMMENDED FOR FIELD MAIN- 
TENANCE. THEY SHOULD BE USED ONLY 
UNDER CONTROLLED CONDITIONS. 


If the flat pack has been covered with a con- 
formal coating, remove the coating as described 
for printed circuit boards. 

Mark board to show the location of the index 
mark on the flat pack (fig. 3-21). 

With a pair of sharp chain-nose-tip cutters, 
cut the flat pack leads halfway between the sol- 
dered joints and the body of the flat pack as 
shown in the figure. 

If thermally conductive adhesive has been 
used between the flat pack and the board, hold 
the device with tricep tweezers and place the 
heated blade of an X-acto knife between the flat 
pack and the printed circuit board on one side of 
the flat pack and gently move the knife back and 
forth in a cutting motion. Repeat this processon 
all four sides until the flat pack has been loos- 
ened. 


DO NOT TAP BOARD TO REMOVE EXCES- 
SIVE SOLDER AS THIS MAY CAUSE BRIDGING 
OF LANDS ON OTHER PARTS OF THE BOARD. 


Unsolder the remaining leads, one at atime, 


using a desoldering iron and solder sucker at- 
tachment to remove excess solder. 


INDEX MARK 


ALTERNATE INDEX 
MARK 


162.102 
Figure 3-20.—Flat pack index markings. 
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Figure 3-21.—Cutting flat pack leads. 


After removing the flat pack, remove mask 
and visually examine the printed circuit board 
with a 12x viewer. Remove all residue (con- 
formal coating, solder flux and solder splashes) 
and clean the board with a cotton swab that has 
been dipped in alcohol. 


ASSURE THAT CLEANING SOLVENTIS DRY 
BEFORE APPLYING A HOT SOLDERINGIRON— 
ALCOHOL IS FLAMMABLE. 


Examine the replacement device for damage. 
Review applicable circuit specifications andtest 
circuit in accordance with the applicable tech- 
nical manual. 

Remove the flat-pack from the handling con- 
tainer. If a suitable lead cutting andforming tool 
is not available, place the flat pack on a wooden 
form and cut the leads to the proper length, one 
at a time, with a sharp X-acto knife (fig. 3-22). 


ASSURE THAT THE REPLACEMENT FLAT 
PACK CIRCUITIS PROPERLY ORIENTED WITH 
RESPECT TO THE INDEX MARK PREVIOUSLY 
SCRIBED ON THE PRINTED CIRCUIT BOARD. 
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Using the potting syringe, apply epoxy resin 
compound to the underside of the flat pack and 
place the package in position, using tricep 
tweezers. 

Allow the adhesive to cure in accordance with 
the manufacturer’s requirements. 


USE A MINIATURE LOW VOLTAGE SOL- 
DERING IRON. EXCESSIVE HEAT WILL DAM- 
AGE THE FLAT PACK AND/OR THE PRINTED 
CIRCUIT BOARD. 


Flow solder the flat pack leads to the board, 
one at atime. Use a miniature low voltage sol- 
dering iron (fig. 3-23). 

With a 12x viewer, visually examine the area 
surrounding the replaced device for bad solder 
joints, bridging of solder between the leads, flux 
residue, or excessive adhesive. 

Clean all residue from the leads and PCB 
with acotton swab that has been dippedin alcohol. 

If the system is available, place the printed 
circuit board in it for final test and checkout. If 
the system is not available, the proper inputs 
should be duplicated in accordance with specified 
test procedures and the output monitored using 
bench test equipment and procedures in the ap- 
propriate equipment test and checkout manual. 

Replace conformal coating as described 
previously. 


Welded-In Flat Packs 


Welded-In flat packs are removed and re- 
placed by following the same procedures as for 
the soldered-in flat packs. Those portions of the 
leads remaining on the printed circuit board 
after removal of the package are clipped as 
closely as possible to the welded joint to facilitate 
soldering of the lapped joint of the replacement 
leads. . 


REMOVAL AND REPLACEMENT OF 
DUAL IN-LINE PACKAGES 


Because of their smallness, extreme care 
must be exercised in soldering and unsoldering 
dual in-line package leads. Careless work may 
damage the mounting surface and/or the circuits. 

Orientation of the dual in-line package with 
respect to the mounting surface is also of major 
importance. All dual in-line packages have index 
points, usually located in one corner or on the 
package centerline. Before moving any dual in- 
line packages, the board to which it is attached 
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Figure 3-22.—Flat pack lead trimming. 


should be marked or a sketch made of the loca- 
tion of the index point so that the replacement 
device may be properly oriented (fig. 3-24). 

The following tools and materials are re- 
quired: 


45-degree chain-nosetip cutter 
Desoldering and cleaning tool (solder sucker) 
Low voltage soldering iron 
Solder sucker attachment 
X-acto knife 

Printed circuit card holder 
Teflon tape 

Epoxy resin compound 

3x and 4x viewers 

Alcohol, isopropyl 

Cotton swabs 

Tweezers, straight 

Insulating varhish 

Dual in-line package puller 
Toothpicks 
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Dual in-line packages With Conformal Coating 


Insert the printed circuit board in a printed 
circuit card holder as shown in figure 3-12, 

Construct a Teflon tape mask over the cir- 
cuit board, exposing the dual in-line package to 
be removed. Remove the conformal coating. 

Mark board or make sketch indicating loca- 
tion of the index mark on the dual in-line pack- 
age. 

With a pair of 45-degree chain noSe tip cut- 
ters, cut the package leads, one at a time (fig. 
3-25). 

Lift the portion of the leads attached to the 
package, one at atime, with tweezers; bending 
the leads upward. 


DO NOT APPLY A PRYING OR LIFTING 
MOTION WITH X-ACTO KNIFE AS THIS MAY 
DAMAGE THE PRINTED CIRCUIT BOARDS. 
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Figure 3-23.—Lap soldering of flat pack leads. 


Using a heated X-acto knife blade, loosen the 
conformal coating beneath the package and gently 
lift the package. 

Remove the remaining conformal coating 
from the board. 

Remove solder from each lead remaining in 
the board, using soldering iron and solder sucker 
and heater. Simultaneously remove leads with 
tweezers. 

Clean holes in the printed circuit board with 
a toothpick. 

Remove all residue (conformal coating, 
solder flux, and solder splashes) and clean board 
with a cotton swab that has been dipped in 
alcohol. 

Examine the replacement devicefor damage. 
Review the applicable circuit specification and 
test circuit in accordance with the applicable 
technical manual. 

Upon completion of the visual and electrical 
tests, align the circuit pins. 


ASSURE THAT THE CIRCUITIS PROPERLY 
ORIENTED. IMPROPER POSITIONING OF THE 
PACKAGE MAY RESULT IN DESTRUCTION OF 
THE CIRCUIT. 


Insert dual in-line package in the board and 
solder leads individually. Use a low-voltage 
soldering iron. 
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Use a 12x viewer to visually inspect the area 
surrounding the replaced device for bad solder 
joints, bridging of solder betweenleads, and flux 
residue. 

Clean all leads and surrounding areas witha 
cotton swab that has been dipped in alcohol. 

Place the printed circuit board in the sys- 
tem, if the system is available, for final test and 
checkout. If the system is not available, the 
proper inputs should be duplicated and the outputs 
monitored using bench test equipment and pro- 
cedures in the appropriate equipment test and 
checkout manual. 


Dual in-line packages Without 
Conformal Coating 


Mark printed circuit board, showing location 
of the index mark on the dual in line package. 

Heat solder at each lead, individually, and 
remove the molten solder from topof board with 
a solder sucker or wicking tool. 


DO NOT APPLY TWISTING OR PRYING 
FORCES AS THIS MAY DAMAGE THE PRINTED 
CIRCUIT BOARD OR BREAK DUAL IN-LINE 
PACKAGE PINS WITHIN THE BOARD 


Grasp the dual in-line package with the dual- 
in-line puller illustrated in figure 3-26. Heat all 
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Figure 3-24.—Dual in-line package masking and 
alignment 
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Figure 3-25.—Dual in-line package lead cutting 
and package removal. 
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162.108 
Figure 3-26.—Dual in-line package puller. 


leads simultaneously, using the dual in-line 
package desoldering tip. Gently pull the dual in- 
line package away from and perpendicular to the 
board. The dual in-line package should be easily 
freed from the printed circuit board. 

Clean holes in the printed circuit board with 
a toothpick. 

Remove all residue (solder flux, and solder 
splashes) and clean board with a cotton swab that 
has been dipped in alcohol. 

Examine the replacement device for damage. 
Review the applicable circuit specification and 
test circuit in accordance with the applicable 
technical manual. 

Upon completion of the visual and electrical 
tests, align the circuit pins. ASSURE THAT THE 
CIRCUIT IS PROPERLY ORIENTED. IM- 
PROPER POSITIONING OF THE PACKAGE MAY 
RESULT IN DESTRUCTION OF THE CIRCUIT. 
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Insert the dual in-line package in the board 
and solder leads individually, using low-voltage 
soldering iron. 

With a 12x viewer, visually inspect the area 
surrounding the replaced device for bad solder 
joints, bridging of solder between leads, and flux 
residue. 

Clean all leads and surrounding area with a 
cotton Swab that has been dipped in alcohol. 

Place the printed circuit board in the system, 
if the system is available, for final test and 
checkout. If the system is not available, the 
proper inputs should be duplicated and the out- 
puts monitored using bench test equipment and 
procedures in the appropriate equipment test 
and checkout manual. 


REMOVAL AND REPLACEMENT 
OF TO PACKAGES 


TO packages containing integrated circuits 
are available with 8 to 12 leads. The leads are 
usually arranged in a symmetrical pattern and 
mounted directly to lands on the printed circuit 
board. Two of the most common mounting tech- 
niques, embedded and plug-in, are shown in fig- 
ure 3-27, 

The procedures currently used to remove and 
replace transistor TO packages also apply to 
modified TO packages containing integrated cir- 
cuits. The major difference between the two 
packages is that the number of leads on modified 
TOs is greater and the space between leads is 
less than on standard TOs, thus limiting the 
Space available for lead clipping, desoldering, 
and soldering. The smaller packages also re- 
quire greater manual dexterity on the part of re- 
pair personnel. Other constraints such as spac- 
ing of lands on the printed circuit board, removal 
of conformal coatings, etc., present additional 
problems to the maintenance man. 


a ANNE | WAPZs > 
“A He SPACE 


0.500 IN. 


~~) oe 
0.270 IN. 


EMBEDDED MOUNTING PLUG-IN-MOUNTING PLUG-IN-MOUNTING 


(WITHOUT SPACER) 


Protective conformal coatings contribute to 
the difficulty in unsoldering leads, removing de- 
vices from the mounting surface, and preparing 
the mounting surface for device replacement. 
After the protective coating has been removed, 
device leads must be disconnected and the device 
removed, but the procedure to be followed in 
removing the TO will depend on the mounting 
configuration. If the package to be removed is 
embedded or plugged in without a spacer (fig. 
3-27), the leads should be clipped and the pack- 
age removed before those segments of the leads 
remaining in the board are unsoldered. If this 
is not possible—as would be the case with pack- 
ages that are flush mounted or plugged-in with 
a spacer—all leads should be heated simultane- 
ously to allow package removal. 

Procedures for removing embedded, plug-in, 
and flush-mounted packages are presented in te 
following paragraphs. 

Replacement TO circuits should be slecinie® 
ally tested in accordance with the applicable de- 
tailed specifications and sub-system operating 
requirements. 


The following tools and materials are re- 
quired: 


Teflon tape 

Desoldering and cleaning tool (solder sucker) 
Low voltage soldering iron 
45-degree chain nose tip cutter 
Long-nose pliers 

Printed circuit card holder 
Toothpick 

Hemostat 

Alcohol, isopropyl 

Cup tip 

Cotton swabs 

3x and 4x viewers 


> b- 
0.270 IN. 


PLUG-IN-MOUNTING 
(WITH SPACER) 


(FLUSH MOUNTED) 
162.109 


Figure 3-27.--Embedded and plug-in mountings. 
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Embedded TOs and TOs. Without Spacers 


.. Place. the .printed circuit board inthe printed 
circuit card holder, If the printed circuit board 
has. been. covered with a conformal coating, mask 
all portions of the board peRcet for the TO that 
is to be removed. 


"EXCESSIVE HEAT MAY DAMAGE THE TO 
PACKAGE AND/OR PRINTEDCIRCUIT BOARD, 
SOLVENTS OR ABRASIVES SHOULD NOT 
BE USED. THEY MAY DAMAGE THE PRINTED 
CIRCUIT. BOARD OR SURROUNDING PARTS. 


Remove coating from the terminal areas and 
area where the package is inserted into the 
board. This can best. be accomplished by holding 
a soldering iron close to the printed circuit board 
and gently scraping the conformal coating with an 
X-acto knife. 

Clip leads near the. TO package with a 45- 
degree chain nose tip. cutter. 

Apply pressure to top of TO package with a 
wooden dowel to remove TO from the board (fig. 
3- 28). 


: CLL 


_ Heat terminals with a desoldering iron and 
remove molten solder with a solder sucker at- 
tachment. 


DO NOT FORCIBLY PULL OR APPLY 
TWISTING MOTION TO LEADS. THIS MAY 
DAMAGE TERMINALS. 


Remove. those segments of leads remaining 
in the board by applying the desoldering iron to 
the printed circuit board land and gently pulling 
downward on the lead with long-nose pliers. 


WAIT UNTIL ALCOHOL IS DRY BEFORE 
USING SOLDERING IRON—ALCOHOLIS FLAM- 
MABLE. 


Clean all terminal areas with a cotton swab 
that has been dipped in alcohol. 

With a 12x viewer, inspect terminals for loose 
solder,. solder flux residue, and damage to ter- 
minals. 

Visually. examine replacement device for 
damage, reviewapplicable circuit specifications, 
and. test replacement circuit in accordance with 


CLIP LEADS | 
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Figure 3-28.—Removal of embedded TO package. 
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requirements of the appropriate operational 
specification. 

Align leads and insert new TO package into 
printed circuit board. 

Solder leads individually with a miniature 
low-voltage soldering iron, using a heat sink or 
long-nose pliers as a heat sink. 

Inspect repaired area with a 12x viewer and 
remove any solder splashes or foreign materials 
with a cotton swab that has been dipped in alco- 
hol. 

If required by the applicable equipment main- 
tenance manual, apply conformal coating. 

Place the repaired printed circuit board in 
the system, if the system is available, for final 
test and checkout. If the system is not available, 
the proper inputs should be duplicated and the 
outputs monitored using bench test equipment 
and following procedures in the appropriate 
equipment test and checkout manual. 


Flush-Mounted TOs And Plugged-In 
TOs With Spacers 


Place the printed circuit board in printed 
card circuit holder. If the printed circuit board 
is covered with a conformal coating, mask all 
portions of the board except for the TO that is 
to be removed. 

Heat each lead individually and remove 
molten solder from the printed circuit board with 
the solder sucker attachment. 


DO NOT APPLY TWISTING MOTION TO 
PACKAGE. THIS MAY DAMAGE PRINTEDCIR- 
CUIT BOARD OR TERMINALS. 


Heat all leads simultaneously with the cup- 
type tiplet adapter to the desoldering iron shown 
in figure 3-29. With hemostats, gently grasp the 
package and remove from the printed circuit 
board. 


WAIT UNTIL ALCOHOL IS DRY BEFORE 
USING SOLDERING IRON—ALCOHOLIS FLAM- 
MABLE. 


Clean all terminal areas with a cotton swab 
that has been dipped in alcohol. 

With a 12x viewer, inspect terminals for 
loose solder, solder flux residue, anddamage to 
terminals. 

Visually examine replacement device for 
damage. Review applicable circuit specifications 
and test circuit in accordance with requirements 
of the appropriate operational specification. 


HEMOSTAT 


TO PACKAGE 


PCB 
CUP-TYPE TIPLET 


SOLDERING IRON 


1 


162.111 
Figure 3-~29.—Removal of flush-mounted TO 
package. 
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Align leads and insert new TO package in 
printed circuit board. 


Solder leads, one at a time, with a miniature 
low voltage soldering iron. 


Inspect repaired area with a 12x viewer and 
remove any solder splashes or foreign materials 
with a cotton swab that has been dipped in al- 
cohol, 
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If required by the applicable equipment main- 
tenance manual, apply conformal coating. 

Place the printed circuit boardin the system, 
if the system is available, for final test and 
checkout. If the system is not available, the 
proper inputs should be duplicated and the outputs 
monitored using bench test equipment and follow- 
ing procedures in the appropriate equipment test 
and checkout manual. 


CHAPTER 4 


USE OF TEST EQUIPMENT 


; As discussed in chapter 2 of this manual, 
all maintenance of Navy electronics equipment 
is divided into two main categories—preventive 
maintenance and corrective maintenance. As 
illustrated in figure 4-1, testing is the major 
function performed by the ET in carrying out 
maintenance, 

Testing or test procedures may sometimes 
be referred to as tests, measurements, or 
checks. These terms are sometimes used inter- 
changeably and overlap in meaning depending 
upon their uSe and the results obtained. For 
example, a power output MEASUREMENT anda 
frequency CHECK may constitute a TEST for 
the proper operation of a transmitter. 

Basic testing procedures and some of the 
general purpose test equipment used by the ET 
are discussed in volumes 1 and 2 of Basic 
Electronics, NAVPERS 10087-C., This chapter 
builds upon this information by presenting some 
of the safety precautions to be observed when 
using test equipment, and discussing additional 
test equipments and procedures. 


TEST EQUIPMENT SAFETY 
PRECAUTIONS 


The electrical measuring instruments in- 
cluded in portable test equipment are delicately 
constructed and require certain precautions 
when they are handled to avoid damaging them, 
In addition, there are precautions that must be 
observed while using portable test equipment to 
avoid injury to personnel, 

Three precautions that apply toall electrical 
measuring instruments to avoid damage are as 
follows: 


1, Avoid mechanical shock. Instruments 
contain permanent magnets, meters, etc., which 
are sensitive to shock. Heavy vibrations or 
shock can cause loss of calibration to the in- 
struments. 
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2. Avoid exposure to strong magnetic fields, 
Strong magnetic fields may permanently impair 
the accuracy of an instrument by leaving residual 
magnetic effects in the magnet, iron parts, or in 
the magnetic materials used to shield the instru- 
ments, Locations subjected to strong magnetic 
fields include regions near the pole pieces of 
large motors and generators, degaussing coils, 
electrical propulsion cables, submarine main 
storage battery leads, and radar magnetrons. 

3. Avoid excessive current flow. This in- 
cludes various precautions, depending on the type 
of instrument. When in doubt, use the maximum 
scale range of the instrument. Connections 
should be made while the circuit is deenergized 
if possible and then all connections checked to 
ensure that the instrument will not be over- 
loaded before energizing. 

Precautions to be observed to avoid instru- 
ment damage include the following: 


1. Keep in mind that the coils of watt- 
meters, frequency meters, and power meters 
may be carrying excessive current even when 
the meter pointer is ‘on scale. 

2. Secondaries of current transformers 
should never be short-circuited when the pri-~ 
mary is energized. 

3. Secondaries of potential transformers 
should never be short-circuited when the pri- 
mary is energized. 

4, Ensure that meters in motor circuits can 
handle the motor starting current which may be 
as high as 6 or 8 times normal running current. 

5. Never leave an instrumentconnected with 
its pointer off-scale or deflected in the wrong 
direction, 

6. Never attempt to measure the internal 
resistance of a meter movement with an ohm- 
meter, as the movement may be damaged by the 
current required to operate the ohmmeter, 

7, Never advance the intensity control of an 
oscilloscope to a position which causes an ex- 
cessively bright spot on the screen or permitsa 
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Figure 4-1,.—Electronic maintenance functional diagram, 


sharply focused spot to remain stationary for 
any length of time. 

8. When checking electron tubes with a tube 
tester always perform the inter-element short 
test first. If the tube is shorted, no further tests 
should be made, 

9, Before measuring resistance, always dis- 
charge capacitors in the circuit to be tested. 
Note and record any points not having bleeder 
resistors or discharge paths for capacitors. 

10. Always disconnect voltmeters from field 
circuits or other highly inductive circuits before 
the circuit is opened. 

Situations can arise during the use of port- 
able test equipments that are extremely danger- 
ous to personnel, For example, you may have an 
oscilloscope plugged into one receptacle, and 
electronic voltmeter plugged into another, anda 
soldering iron in still another, using an exten- 
sion cord, or many other combinations. Some of 
the hazards presented by situations such as 
these are coming into contact with live terminals 
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or test leads, or accidentally throwing the 
equipments to the deck due to a sudden roll or 
pitch of the ship, which may possibly entangle 
personnel in the leads or cords and cause 
severe or fatal shocks. In addition, the situation 
may be such that a potential difference exists 
between the metal cases of two or more instru- 
ments sufficient to cause harmful shocks. 

Wires attached to portable test equipment 
should extend from the back of the instruments 
away from the observer if possible. If this is 
not possible, they should be clamped to the bench 
or table near the instruments. 

When used in places where vibration is 
present, the instruments should be placed on 
pads of folded cloth, felt, or similar material. 
Additional precautions are necessary when using 
portable test equipment during heavy seas, 

Precautions to be observed to avoid injury to 
personnel include the following: 


1. Ensure that the metal cases ofall instru- 
ments are grounded, 
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2. Ensure that one side of the secondary of 
external instrument transformers is_ also 
grounded. ; 

3. If equipment must be energized for testing 
after removal from its normal rack or mounting, 
ensure that all parts normally at preund poten- 
tial are securely grounded, 

4, Avoid testing voltages in excess of. 300 
volts when holding test probes inthe bare hands, 


BASIC MEASUREMENTS 


Basic electrical and electronic measure- 
ments involve the fundamental electrical quan- 
tities (voltage and current) and the inherent 
circuit characteristics (resistance, capacitance, 
and inductance). 


VOLTAGE AND CURRENT 


Voltage measurements, when compared with 
voltage charts, provided for a specific piece of 
equipment, are a valuable aid inlocating trouble 
quickly and easily. However, if the sensitivity of 
the test voltmeter differs from that of the volt- 
meter used in preparing the chart, the voltage 
measurements must be evaluated before the true 
circuit conditions can be determined, It should be 
kept in mind that in certain cases a voltmeter, 
particularly one of low sensitivity used on alow 
range, may disturb some circuits to such a de- 
gree as to render them inoperative. 

Since many troubles encountered in equip- 
ments and systems result from or cause ab- 
normal voltages, voltage measurements are 
considered indispensable in locating trouble. 
Testing techniques that utilize voltage measure- 
ments have the advantage over other tests of not 
interrupting circuit operation. Point-to-point 
voltage measurement charts, which contain the 
normal operating voltages encountered in the 
various stages of the equipment, are available to 
the technician, These voltages are usually meas- 
ured between the indicated points and ground, 
unless otherwise stated. When voltage measure- 
ments are taken, it is considered good practice 
to set the voltmeter on the highest range initial- 
ly, so that any excessive voltages existing ina 
circuit wili not cause overloading of the meter. 
To obtain increased accuracy, the voltmeter may 
then be set to the designated range for the proper 
comparison with the representative value given 
in the voltage charts. When checking voltages, it 
is important to remember that a voltage reading 
can be obtained across a resistance, even if that 


resistance is open, The resistance of the meter 
(and the multipliers) forms a circuit resistance 
when the meter prods are placed across the open 
resistance. Thus, the voltage across the part 
may appear to be approximately normal, as read 
on the meter, but may be abnormal when the 
meter is disconnected from the circuit. There- 
fore, to avoid unnecessary delay in trouble- 
shooting, it is good practice to make a re- 
sistance check on a “‘cold’’ circuit (before 
applying power) to determine whether the re- 
sistance values are normal, 

If the internal resistance of the voltmeter 
and multiplier is approximately comparable in 
value to the resistance of the circuit under test, 
it will indicate a considerably lower voltage 
than the actual voltage present when the meter 
is removed from the circuit. The sensitivity 
(in ohms-per-volt) of the voltmeter used to 
prepare the voltage charts is always given on 
those charts, therefore, if a meter of similar 
sensitivity is available, it-should be used, so 
that the effects of loading will not have to be 
considered, 

The following precautions are general safety 
measures, pertinent to the measurement of volt- 
ages, that you should follow when working with 
electronic equipment. You shouldconstantly keep 
in mind that almost all voltages are dangerous 
and can possibly be fatal if contacted. When it is 
necessary to measure high voltages, the follow- 
ing precautions should be observed: 


1. Connect the ground lead of the voltmeter 
first. While making measurements, place one 
hand in a pocket or behind the back. 

2. If the voltage to be measured is less than 


_ 300 volts, place the end of the test probe on the 
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point to be tested, which may be either positive 
or negative with respect to ground. 

If the voltage to be measured is more than 
300 volts, proceed as follows: shut off the 
circuit power, discharge any filter capacitors, 
and pulse forming networks several times, and 
temporarily ground the point to be measured; 
then connect (clip on) the proper test lead to 
the high potential point, and move away from the 
voltmeter. Turn on the circuit power and read 
the voltmeter. Turn off the circuit power again 
and discharge any capacitors and pulse forming 
networks several times before disconnecting 
the meter, 

Current measurements, as a rule, are not 
often taken in the course of testing, unless the 
ammeter (or other current-measuring meter) 
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is an integral part of the equipment being tested. 
Current measurements are infrequently used be- 
cause in most cases the circuit must be opened 
(unsoldered) for the necessary series connec- 
tion’ of. the ammeter. Usually, a voltage meas- 
urement and:a calculation by means of Ohm’s 
law are sufficient. to determine the circuit cur- 
rent. In a circuit of extremely high resistance, 
a current measurement is inadvisable because 
the current may be’ so low that. it cannot be 
measured accurately with ordinary test equip- 
ment, 


RESISTANCE 


Resistance measurements. are valuable in 
locating trouble. Hence, many maintenance hand- 
books contain resistance charts which are refer- 
enced to accessible points (usually tube sockets) 
within the equipment. Without these charts, mak- 
ing resistance measurements in a complex cir- 
cuit is a slow process, sometimes necessitating 
the unsoldering of one side of a particular 
resistor or group of resistors in order to pre- 
vent erroneous readings as a result of shunting 
circuits. It is important that the operation of 
ohmmeters and the calibration of their scales be 
understood, especially on the high ranges, since 
often it is impossible to attain:reasonable ac- 
curacy when the meter is operated at its maxi- 
mum range. For best results select arange that 
will indicate a near mid-scale reading on the 
meter. 


For an ohmmeter to.be used for trouble- 
shooting, portability, convenience, andspeedare 
considered of greater importance than extreme 
accuracy. Resistor tolerances vary so widely 
that approximate resistance readings are ade- 
quate for most jobs, with the exception of bridge 
circuits, voltage dividers, and balanced circuits. 
Two precautions to be observed when an ohm- 
meter is used are: (1)-the circuit under test 
(including heaters of tubes) must be completely 
deenergized; (2) and any meters, tubes, or tran- 
sistors which may be damaged by the ohm- 
meter current must be removed before any 
measurement is made, It is-not practicable to 
measure very low values of resistance with an 
ohmineter, because of the effect of lead and 
contact resistance and the possibility of damage 
to the electronic parts under test. For precision 
Measurement of low values of resistance, a 
special type of bridge. instrument must be used, 
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CAPACITANCE 


Capacitance measurements are usually ac- 
complished by either a bridge-type or a react- 
ance-type capacitance meter. For accuracy, the 
former equipment is comparable to. the re- 
sistance bridge, and the latter instrument is 
comparable to theohmmeter. Capacitance toler- 
ances vary even more widely than resistance 
tolerances, being dependent upon the type of 
Capacitor, the value of the capacitance, and the 
voltage rating. The results of capacitance tests 
must be evaluated to determine whether a par- 
ticular capacitor will fulfill the requirements of 
the circuit in which it is used. The power factor 
of a capacitor is important because it is an 
indication of the various losses attributable to 
the dielectric, such as current leakage and di- 
electrical absorption. Current leakage is of con- 
siderable importance, especially in electrolytic 
capacitors. The measurement of capacitance is 
very simple; however, you must make the im- 
portant decision of whether to reject or continue 
to use a certain capacitor after it has been 
tested. 


INDUCTANCE 


Inductance measurements are seldom re- 
quired in the course of troubleshooting. How- 
ever, in Some cases inductance measurements 
are useful and instruments are available for 
making this test. Many capacitance test sets can 
be used to measure inductance. Most manufac- 
turers of capacitancetest sets furnish inductance 
conversion charts if the test equipment scale is 
not calibrated to read the value of inductance 
directly. 


CAPACITANCE-INDUCTANCE- 
RESISTANCE BRIDGES 


Capacitance, inductance, and resistance are 
measured for precise accuracy by alternating 
current bridges which are composed of capaci-. 
tors, inductors, and resistors in a wide variety 
of combinations. These bridges operate on the 
principle of. the Wheatstone bridge, in which an 
unknown resistance is balanced against known 
resistances, The unknown resistance is calcu- 
lated in terms of the known resistance after the 
bridge has been balanced. One type of capaci- 
tance bridge circuit is shown in simplified form 
in figure 4-2. When the bridge is balanced by 
adjusting the variable resistor Rc, there is no 
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Figure 4-2,—Simplified schematic of capacitance checker. 


a.c. voltage developed across the input of the 
indicator tube, V1, and the shadow angle is 
maximum, (V1 is an electron-ray tuning in- 
dicator tube.) Any slight unbalance produces an 
a.c. voltage, which, in turn, develops a grid-leak 
bias and lowers the plate current of V1, reducing 
the shadow angle. The following relations exist 
when the bridge is balanced: 


Cc 


d c 
Ce Ra Rq 
and 
wo2. 1 
RgRcCyCe 


where Ra, Rb, Re, and Rg are the resistances 
indicated in the figure; C_ is the standard capa~ 
citance; and Cq the unknown capacitance, w = 
2af, where f is the frequency of the voltage 
applied across the bridge. ; 

In the basic Wheatstone bridge circuit, using 
d.c. voltages and simple resistances, the balance 
is obtained when the voltage drops across the 
ratio arms are equal. In thea.c. capacity bridge 
it is not sufficient to have equality of voltage 
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drops in the ratio arms, but, in addition, the 
phase angle between current and voltage in the 
two arms containing the capacitors must be equal 
in order to obtain a balance. When a balance is 
obtained, the current in R, is equal to that in 
Rp, and the current in C, is equal to the current 
in the parallel circuit of Cq and Ra. 

The capacitance—inductance—resistance 
bridge shown in figure 4-3 is used to measure 
C, L, and R values in addition to special tests, 
such as the turns ratio of transformers and 
capacitor quality tests. This instrument is self- 
contained except for a source of line power, and 
has its own source of 1000 Hz bridge current 
with a sensitive bridge balance indicator, and 
adjustable source of direct current for electroly~ 
tic capacitor and resistance testing. The bridge 
also contains a meter with suitable ranges for 
leakage current tests on electrolytic capacitors. 


Resistance Measurements 


To make resistance measurements with the 
bridge tester (fig. 4-3), set the FUNCTION 
switch to the R position and connect the resistor 
to be measured to the R posts (secondand fourth 
posts from the left, fig. 4-3). Select an appro- 
priate range on the R scale of the RANGE 
switch; then turn the MULTIPLY BY dial until 
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Figure 4-3.—Capacitance-Inductance-Resistance Bridge (ZM-11A/U). 


the indicator tube (a type 6E5 electron-ray tube) 
shows the maximum opening, indicating balance 
on the BALANCE INDICATOR, 

If balance is indicated at either extreme of 
the MULTIPLY BY dial, change the setting of 
the RANGE switch and rebalance. Multiply the 
RANGE switch reading by the MULTIPLY BY 
dial reading to obtain the unknown resistance 
reading. 


Capacitance Measurements 


Connect the capacitor to be tested to the C 
posts (third and fourth from left, fig. 4-3) and 
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set the FUNCTION switch to position C. Select 
a Suitable range on the C scale of the RANGE 
switch, Obtain a balance by turning the MULTI- 
PLY BY dial and simultaneously adjusting the D 
dial. When balance is achieved, multiply the 
range setting by the MULTIPLY BY dial read- 
ing to obtain the unknown capacitance. The D 
dial reading indicates the loss factor of the 
capacitor. Multiply the D dial reading by ten 
when uSing any range in the colored section of 
the RANGE Switch. 


Inductance Measurements 


Connect the inductor to be measured tothe L 
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posts (second and fourth posts from left, fig, 
4-3), and set the FUNCTION switch to the L(D) 
or L(Q) position, depending upon the probable 
loss of the coil to be tested. Usually coils used 
in the AF ranges will fall within the loss range 
of L(D), while RF and IF coils will fall within 
the loss range of L(Q), 

Select a probable range setting on the L 
scale of the RANGE switch and obtain a balance 
by turning the MULTIPLY BY dial and simul- 
taneously adjusting the Q or D dial, Read the 
range setting and multiply it by the MULTIPLY 
BY dial reading to obtain the unknown inductance. 
Read the Q or D dial to obtain the coil loss 
factor. 


POWER MEASUREMENTS 


It is often necessary to check the power con- 
sumption and the input and output signal power 
levels of communication and electronic equip- 
ment. The determination of d.c. power is com- 
paratively simple; the unit of power, the watt, 
is the product of the potential in volts and the 
current in amperes. 


As discussed in Basic Electricity, NAVPERS 
10086-B, to make accurate a.c. power measure- 
ments, the phase angle of the voltage and current 

‘must be considered. The measurement of a.c. 
power is further complicated by the frequency 
limitations of various power meters. If there is 
no phase difference, a.c. power may be computed 
in the same manner as d.c. power, by determin- 
ing the average value of the product of the voltage 
and current, 


Electric power at a line frequency of ap- 
proximately 60 Hz may be measured directly by 
a dynamometer-type wattmeter. This type of 
meter indicates the actual power, and, therefore, 
the phase angle of the voltage and current does 
not have to be determined. Normally, the exact 
power consumption of equipment is not necessary 
for maintenance, and a current measurement is 
sufficient to permit you to decide whether the 
power consumption is within reason. 


In the audio-frequency range, power levels 
have to be determined in the course of routine 
checks and during corrective maintenance pro- 
cedures. When working with audio-frequency 
amplifiers, it is ordinarily easier and more 
convenient to measure voltage, current, and 


impedance and then compute the power than it 
is to measure power directly. Power measure- 
ments for audio-frequency circuits are usually 
indicated in terms of decibels (db), decibels 
referenced to one milliwatt (dbm), or volume 
units (vu). The power gain of an amplifier can 
be expressed in db. The power level of a 
sinusoidal signal compared to a 1-milliwatt 
reference is indicated in dbm, The power level 
of a complex signal, such as voice, music, or 
multiplexed information, compared to a refer- 
ence level of 1 milliwatt, is indicated invu. Many 
a.c. voltmeters have scales calibrated in de- 
cibels or volume units. Such meters are useful 
for making measurements where direct indica- 
tion in decibels is desired. However, it must be 
remembered that these are voltmeters, and that 
power measurements are not meaningful unless 
the circuit impedance is known. 


At radio frequencies below the UHF range, 
power is usually determined by voltage, current, 
and impedance measurements. One common 
method, used to determine the output power of 
RF oscillators and radio transmitters, consists 
of connecting a known resistance to the equip- 
ment output terminals, measuring the current 
flow through the resistance, and then calculating 
the power as the product of I2R. Since the power 
is proportional to the current squared, the meter 


scale can be calibrated to indicate power units 
directly. A thermocouple ammeter is usually 
used for this measurement of RF current. The 
resistor used to replace the normal load is 
usually specially designed to have low reactance, 
and has the ability to dissipate the required 
amount of power. Such resistors are commonly 
called dummy loads or dummy antennas, 

In the UHF and SHF portion of the radio- 
frequency spectrum, it is usually difficult to 
accurately measure the voltage, current, and 
impedance. These basic measurements may 


change greatly at slightly different points ina 
circuit, and are appreciably affected by small 
changes in the placement of parts in the vicinity 
of the tuned circuits. To measure the output of 
microwave radio or radar transmitters, test 
instruments which convert RF power to another 
form of energy, such as light or heat, can be 
used to indirectly measure the power. A 
method which measures the heating effect of a 
resistor load on a stream of passing air can 
be used. Accurate measurement of large-magni- 
tude power can be achieved by measuring the 
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temperature change of a water load. The most 
common type of power meter for use in this 
frequency range employs a bolometer, The 
bolometer is a loading device that undergoes 
changes of resistance as changes in the power 
dissipation occur. Resistance is measured be- 
fore and after RF power is applied, and power 
can be determined by the change in resistance. 


STANDING WAVE MEASUREMENTS 


A transmission line which is not terminated 
in its characteristic impedance is subject toa 
Condition known as ‘‘standing waves.’’ Reflection 
of energy at the load end of a transmission line 
gives rise to a wave that travels toward the 
generator end, This reflected wave varies con- 
tinuously in phase in much the same way that 
the incident wave varies in phase. At certain 
points, onehalf wave-length apart, the two waves 
are exactly in phase, and the resultant voltage 
is maximum, At points a quarter wave-length 
from the maximums, the two waves are in con- 
tinuous opposition, and voltage nodes are pro- 
duced. The ratio of maximum to minimum 
voltage at such points is called the ‘‘standing 
wave ratio’? (SWR) or ‘‘voltage standing wave 
ratio’? (VSWR). The ratio of maximum to mini- 
mum current along a transmission line will 


have the same value as the VSWR. A high SWR 


indicates that the characteristic impedance of a 
transmission line differs greatly from the ter- 
minating impedance, and a low SWR indicates 
that there is a good impedance match between a 
transmission line and the terminating imped- 
ance. If it is desired toterminate a transmission 
line in its characteristic impedance, a SWR of 
1.0 is optimum. 

Transmission line SWR measurements are 
often made during installation, tuning, and 
maintenance of communication equipment. Radio 
antenna transmission lines can be constructed 
to have the correct length and wire spacing to 
provide impedance matching for transmitter and 
receiver equipment, For maximum transfer of 
energy, the transmission line characteristic 
impedance should match the terminating im- 
pedance. However, unmatched (resonant) trans- 
mission lines are useful as impedance-matching 
devices. In many situations it is not necessary 
to determine the actual SWR. As an example, 
loading devices, such as antennas are often 
adjusted for the condition of minimum SWR. 
Absorption wavemeters or neon-lamp indicators 
are capable of providing a rough check of the 
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SWR and the location of standing waves for an 
open-wire transmission line. Slotted coaxial 
lines or waveguides in conjunction with an in- 
dicator are used for standing-wave measure- 
ments in the VHF to SHF range. 

Standing wave measurement for radar equip- 
ment are discussed in volume 2 of this manual. 


RF WATTMETER 


Wattmeter AN/URM-120 (fig. 4-4) is de- 
signed to measure incident and reflected RF 
power from 10 to 1000 watts with a frequency 
range of 2 to 1000 MHz. Three coupler-de- 
tectors, each rated to cover a portion of the 
frequency and power ranges, are provided with 
the wattmeter. Each coupler-detector has a 
knurled knob which projects through a hole in 
the top of the wattmeter case as shown in figure 
4-4, A nameplate on the knurled knob indicates 
the power range. Centered on the nameplate is 


N-TYPE. 
CONNECTOR 


u/ 


QUICK ACTION 
FASTENER 


162.113 
Figure 4-4,—RF in-line wattmeter. 
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the power range knob, which can be rotated 
360° to any desired power range. The coupler- 
detector rotates only 180° along the coaxial pri- 
mary line inside the metal case, Also located 
inside the metal case are the indicating meter 
and cable for interconnecting the meter to the 
coupler-detector. 

Two N-type connectors (1 male and 1 female) 
are located on either side of the instrument case 
for connecting the wattmeter between the power 
source and the load. The upper and lower parts of 
the instrument are held together with quick action 
fasteners, which permit easy access: to the 
coupler-detector, the coaxial primary line, and 
the indicating meter. Jt 

Power measurements are made by inserting 
the. proper coupler-detector and connecting the 
wattmeter in the transmission line between the 
load and the RF power source. -To determine 
incident power, the arrow on the coupler- 
detector knurled knob is rotated toward the load, 
and the power range knob is positioned for peak 
meter reading. To determine reflected power, 
the arrow is positioned toward the RF power 
source. In effect, rotation of the coupler-detector 
(which is a directional coupler) causes the 
coupler to respond only to a wave traveling ina 
particular. direction while being unaffected by.a 
wave traveling in the opposite direction. A diode 
rectifier in the coupler. rectifies the energy 
picked up by the coupler, and this energy is 
measured across a known impedance to obtain 
the incident or reflected power. 


Operation 


Insert the proper coupler-detector for the RF 
power being measured into the wattmeter case. 
Remove the wire shunt from the meter termi- 
nals. Deenergize and tag the RF power.source 
and connect the wattmeter in the transmission 
line, either at the load or the RF source. Ensure 
that all connections are tight. 

Position the power. range knob to a position 
higher than the rated power of the RF.source. 
IF THE RATED. POWER. IS: NOT. KNOWN, 
PLACE THE POWER RANGE KNOB IN THE 
HIGHEST POWER POSITION BEFORE: THE 
POWER SOURCE IS TURNED ON, 

To measure incident power, rotate the 
coupler-detector so that the arrow indicating 
power flow points toward the load. Apply RF 
power to the transmission line under test. 
Rotate the power range knob to the proper range 
for measuring and observe the point at which the 


indicating meter Peaks. This is the incident 
power. 

Reflected power is meanuredt in the same 
manner as described for incident power, except 
that the coupler-detector is rotated so that: the 
arrow points toward the RF source. After power 
measurements have been completed, deenergize 
the RF source, disconnect the wattmeter.from 
the transmission line, and replace the wire 
shunt on the meter terminals. 


Interpreting Power Measurements 


. The RF power:-measurements made by the 
wattmeter are. used to determine. the VSWR of 
the. load and the power absorbed: by the load. 
The: VSWR may be determined from.a.chart pro- 
vided in the wattmeter technical manual, or it 
may be calculated by the folowing formula: 


Pi +VPr 
VPI -VPr 


where Pi is the incident power and Pr is the 
reflected power as measured by :the wattmeter. 
The RF power. absorbed by the load may be 
determined: by subtracting the reflected power 
reading from the incident power reading. 


VSWR = 


| FREQUENCY MEASUREMENTS 


Frequency. measurements are an essential 
part of preventive and corrective maintenance 
for electronics. equipment, Frequency measure-~ 
ments for radio equipment. are made during 
tuning, preventive maintenance,.and corrective 
maintenance procedures. The type of test equip- 
ment selected depends on the frequency to be 
measured and the required accuracy. Signal 
frequencies of radio transmitters whichoperate 
in the low-frequency to the very-high-frequency 
range are normally measured by absorption-type 
wavemeters, reaction-type wavemeters, hetero- 
dyne-type frequency meters, or calibrated radio 
receivers. Where accuracy is not of prime im- 
portance, in making preliminary adjustments, or 
for general experimental work, rapid frequency 
checks may be made by the absorption-type 
wavemeter. Since the wavemeter is relatively 
insensitive, it is very useful in determining the 
fundamental frequency in a circuit generating 
multiple harmonics, 

The signal frequencies of radio and radar 
equipment .which operate in the ultra-high- 
frequency and super-high-frequency range can be 
measured by resonant-cavity-type wavemeters, 
resonant-coaxial-line-type wavemeters, or 
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Lecher-wire devices. Whenproperly calibrated, 
resonant-cavity and resonant-coaxial-line wave- 
meters are more accurate and have better sta- 
bility than wavemeters used for measurements 
in the low-frequency to very-high-frequency 
range. These frequency-measuring instruments 
are often furnished as part of communication and 
electronic equipment, but are also available as 
general-purpose test sets. 

Frequency measuring equipment and devices, 
_ particularly those used to determine radio fre- 
quencies constitute a distinct class of test equip- 
ment, because of the important and critical 
nature of such measurements, The requirement 
of precise calibration is extremely important in 
all. frequency measuring work. In order to pro- 
vide accurate measurements, every type offre- 
quency meter must be calibrated against some 
frequency standard, 

Frequency standards are divided into two 
general categories: primary and secondary 
standards, The primary frequency standard is 
determined and maintained by the U.S. Bureau of 
Standards, It has long-term stability and accu- 
racy that are determined by comparison with a 
standard interval of time. Asecondary frequency 
standard is a highly stable and accurate standard 
that has been calibrated against the primary 
standard. 

The accuracy of a secondary frequency 
standard is maintained only when periodic cali- 
bration checks are made against a primary 
standard, or against standard frequency trans- 
missions of WWV or WWVH. These transmis- 
sions are broadcast continuously, and are 
monitored for agreement with the National Pri- 
mary Frequency Standard, which is maintained 
by the Bureau of Standards, Time and Frequency 
Division, Boulder, Colorado, 


FREQUENCY COUNTER 


The AN/USM-207 is a portable, solid-state 
electronic counter for precisely measuring and 
displaying on an 8-digit numerical readout the 
frequency and period of a cyclic electrical 
signal, the frequency ratio of two signals, the 
time interval between two points on the same or 
different signals, and the total number of elec- 
trical impulses (totalizing). The counter also 
provides the following types of output signals: 


1. Standard signals from 0.1 Hz to 10 MHz 
in decade steps derived from a 1 MHz frequency 
standard, frequency dividers, and a frequency 
multiplier 
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2. Input signals divided in frequency by 
factors from 10 to 10° by a frequency divider 
3. Digital data of the measurement in four- 
line binary-coded-decimal form with decimal 
point and control signals for operation | of 
printers, data recorders, or control devices 
4, A1 MHz output froma frequency standard 


General Description 


The AN/USM-207 (fig. 4-5) consists of a 
major counter assembly, two plug-in assemblies 
installed in recesses on the front and rear 
panel, and a group of accessory cables and con- 
nectors stored in the detachable front cover. 

The major assembly Digital Readout Elec- 
tronic Counter CP-814/USM-207 contains the 
input amplifiers, gate control, display, reset 
and transfer control, frequency multipliers, 
time base dividers, decade and readout boards, 
numerical display tubes, decimal point and units 
indicators, power supply and regulator, and 
controls associated with these circuits. 

The Radiofrequency Oscillator O-1267/USM- 
207 plug-in assembly develops a 1 MHz signal 
and includes its own power supply. The oscil- 
lator includes the 1 MHz output receptacle which 
may be used as a source of that frequency when 
the oscillator is connected to a.c. power through 
the basic counter or when connectedto the power 
line independently of the counter. The counter 
may be operated without the oscillator in total- 
izing, scaling the input signal, time interval with 
external clock, and frequency ratio measure- 
ments. For other measurements the counter 
does not require the oscillator when a separate 
external 100 kHz or 1 MHz signal is connected. 
In either of these two situations, the oscillator 
may be left in the counter or removed. The 
oscillator plugs into the right rear of the counter. 

The Electronic Frequency Converter CV- 
1921/USM-207 plug-in assembly permits meas- 
urement of frequencies up to 500 MHz, using the 
heterodyne principle. The unit consists of the 
broadband amplifier, mixer, multiplier, and 
controls and indicators associated with these 
circuits, When measurements other than hetero- 
dyne frequency measurements are made, the 
converter is not required, but need not be re- 
moved, The converter also permits the measure- 
ment of signals from 35 MHz to 100 MHz with 
a greater sensitivity than available with the 
basic counter, The converter plugs into the 
right front of the counter. 
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Figure 4-5.—Digital Readout Electronic Counter (AN/USM-207), 
Functional Description The electronic frequency converter accepts 


radio frequencies: between 100 MHz and 500 

Figure 4-6 is the overall functional block MHz and converts them to radio frequencies 

diagram of the counter. To make a measure-~ between 5 MHz and 100 MHz for measurement 
ment requires two types of information; a count by the basic counter. 


signal, and a gate control. signal. These two The ‘‘A’’, ‘‘B’’, and ‘‘C’’. amplifiers amplify 
signals may be generated within the instrument, and shape the respective input signals for use 
or they may be supplied from outside sources. throughout the counter. 

The type of measurement the counter will make The 10 MHz and 1 MHz multiplier multiplies 
depends upon the relationship of these. two the frequency and shapes the signal generated 
signals. In any function the instrument counts by the radio frequency oscillator. It also pro- 


the count signal for a period of time deter- vides precise timing signals to the various 
mined by the gate control signal. Routing of functional sections of the basic counter and to 
these signals within the instrument is accom- the frequency converter. 


plished by logic circuits. These logic circuits The scaler consists of.a series of decade 
are controlled by means of the front panel dividers and gating systems which provide 
controls, divided standard frequencies and control sig- 
The radio frequency oscillator (0-1267/ nals depending on the type of measurement the 
USM-207) generates a signal of precise fre- instrument is making. 
quency for use throughout the counter or to The gate control generates the gate control 
provide a precise 1 MHz signal for use outside signal. This signal determines the length of time 
the equipment. that the count decades will count the count signal. 
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Figure 4-6,.—Digital readout electronic counter overall block diagram. 


The count control provides the proper count volt, -6 volt, and -12 volt) are regulated, and 
signal to the count decades, as selected by the two (+180 volt and +45 volt) are unregulated. 


setting of the front-panel switches. 
The cycle control produces all signals neces- EREQUENES SEA NDEHD 


sary to display the measurement results on the Frequency Standard AN/URQ-10 (fig. 4-7) is 
readout and to recycle the counter, a compact, multipurpose secondary frequency 
The count decades count the count signal standard designed for continuous duty operation 
when permitted to do so by the gate control. aboard ship or at shore facilities. The standard 
The result of their counting becomes the operates from a 115 volt, 50 to 400 Hz single- 
final reading displayed by the readout at the phase a.c. source, and provides three highly sta- 
end of each measurement. ble output frequencies (100 kHz, 1 MHz, and 5 
The readout receives binary-coded-decimal MHz). Frequency Distribution Amplifier AM- 


(BCD) data from the count decades, decodes this 2123 (not shown) provides for distributing these 
data into decimal form and drives the readout frequencies to remote locations aboard ship. A 


indicator tubes. The readout also contains battery is provided in the frequency standard 
memory circuits which function when the which automatically supplies the power for oper- 
counter is operated in the ‘‘Store’’ mode. ation in the event the external power source fails. 


The power supply supplies all d.c. power 
required by the basic instrument and the con- 
verters and consists of seven d.c. supplies. The functional block diagram of the AN/URQ- 
Five of these supplies (+18 volts, +12 volt, +6 10 is shown in figure 4-8, Thestandardconsists 


Functional Description 
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162.114 
Figure 4-7.—Frequency Standard (AN/URQ-10) 
cover removed. 


of two basic sections, the section which actually 
produces the frequency outputs, and the power 
supply section with its control circuits. 

The section which actually produces the 
frequency outputs consists of the oscillator 
module, unit Al; the 5-MHz to 1 MHz frequency 
divider module, unit A4; and the 1-MHz to 100- 
kHz frequency divider module, unit A5. The 
power supply section consists of the power sup- 
ply module, unit A2; the battery power supply, 
unit A3; and the regulator and battery control 
module, unit A6. 

The basic 5-MHz signal, from which all 
other frequencies are derived, is generated in 
the oscillator module by the 5-MHz crystal 
oscillator (fig. 4-8). The signal from the oscil- 
lator is amplified by the AGC amplifier and then 
by the output amplifier. The output amplifier 
increases the signal to the level necessary for 
the 5-MHz output signal and also provides the 5- 
MHz internal signal which is utilized by the 
5-MHz to 1-MHz frequency divider module, An 
inner oven and an outer oven, located within the 
oscillator module, maintain constant tempera- 
ture control for the 5-MHz crystal oscillator 
and the AGC amplifier. The oven temperature 
circuits, the crystal oscillator, and the AGC 
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amplifier are a single potted assembly which is 
contained in the oscillator module along with the 
5-MHz output amplifier. The 5-MHz to 1-MHz 
frequency divider consists of the frequency 
divider proper and the 1-MHz output amplifier. 
The 5 MHz to 1-MHz frequency divider circuit 
utilizes the internal 5-MHz signal to produce two 
separate 1-MHz outputs. One output is applied to 
the 1-MHz amplifier, and the other is applied to 
the 1-MHz to 100-kHz frequency divider module, 
The output amplifier increases the signal level 
to provide the 1-MHz output signal. The 1-MHz 
to 100-kHz frequency divider module, which 
consists of a frequency divider and a 100-kHz. 
output amplifier, accepts the 1-MHz internal 
signal to provide the 100-kHz signal. The signal 
is then increased to the required level for the 
final 100-kHz output signal. 

The power supply module uses the primary 
a.c. power to provide unregulated d.c. for re- 
charging the battery and for the operation of the. 
other circuits in the frequency standard. The 
battery charging current passes through the bat- 
tery charging control circuitry and the battery 
disconnect circuitry, located in the. regulator 
and battery control module, before reaching the 
battery power supply. The battery charging con- 
trol circuitry maintains a full charge for the 
battery power supply as long as primary a.c. 
power is present. The battery disconnect cir- 
cuitry removes the battery from the load before 
its terminal voltage drops to a potential at which 
the battery could be damaged. The other unregu- 
lated d.c. supply line provides power for the 
outer oven heater in the oscillator module and 
for the regulator which supplies all regulated 
operating power for the frequency generation 
circuits. The line status circuitry detects aloss 
of primary a.c. power. 


Operation 


The front panel controls and indicators for 
the frequency standard are shown ‘in figure 4-9, 
Some of these controls (as shown by table 4-1) 
are not operator controls but are used only by 
laboratory technicians for calibration purposes, 


DO NOT OPERATE ANY CONTROLS UNNEC- 
ESSARILY. UNNECESSARY CONTROL MA- 
NIPULATION CAN DISRUPT THE OUTPUT 
FREQUENCIES OF THE UNIT REQUIRING LAB- 
ORATORY CALIBRATION, 


When normal a.c. power is supplied to the 
standard, it automatically reverts to a.c. 
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Figure 4-8.—Frequency Standard (AN/URQ-10) block diagram. 
Operation and continues to operate automatically When the standard is operating from battery 
as long as the power is available. If the a.c. (emergency operation), both indicator lamps on 
power fails, operation will be maintained by the the front panel (fig. 4-9) are off. No special 
standby battery for a minimum of eight hours, precautions. are necessary during emergency 
provided the battery is fully charged. : i operation. If the normal a.c. supply is not re- 


: stored, however, the set must be connected to 
DO NOT ALLOW THE FREQUENCY STAND- an alternate supply source or shut down before 
ARD TO BE SHUT OFF EXCEPT. IN AN EMER- the battery. becomes discharged. If it becomes 
GENCY OR UNLESS IT REQUIRES MAJOR necessary to shut down the standard, it must be 
REPAIR, COOLING OF THE CRYSTAL’ WILL disconnected from the a.c. source and the battery 
ALTER ITS FREQUENCY CHARACTERISTICS, removed. 
MAKING LABORATORY CALIBRATION NEC- Normal operation for the standard is deter- 
ESSARY. DO NOT REMOVE THE BATTERY mined by the use of the panel meter and meter- 
POWER SUPPLY FROM THE SET UNLESS THE ing switch. Normal meter readings for the 
STANDARD IS PLUGGED INTO THE NORMAL various switch positions are listed in the peu: 
A.C. SOURCE, i ment technical manual. 
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Figure 4-9,— Front panel controls and indicators, 
TESTING ELECTRON TUBES 


Electron tube failures are responsible for a 
large percent of troubles that occur in electronic 
equipments or systems, However, ifa particular 
system uses a great number of tubes, it is ob- 
viously impracticable, as well as poor policy, 
for you to attempt to locate faults by general tube 
checking. Only when the fault has been traced to a 
particular stage should any tubes be tested, and 
then only those associated with the improperly 
functioning circuits. 

The condition of a tube can be determined by 
Substituting a tube known to be good for the ques- 
tionable one, However, indiscriminate substitu- 
tion of tubes is to be avoided, as detuning of 
circuits may result. In addition, a tube may not 
operate properly in ahigh-frequency circuit, al- 
though it performs well in a low-frequency cir- 
cuit. Therefore, if you are to service electronic 
equipment, a knowledge of tube-testing devices 
and their limitations, as well as correct inter- 
pretation of the test results obtained, is indis- 
Pensable for accurate and rapid job performance. 


TYPES OF TESTS 


In-order to determine the condition of an 
electron tube, some method of testing is neces- 
sary. Because the operating capabilities (and 
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design features) of a tube are shown by its 
electrical characteristics, a tube is tested by 
measuring its characteristics and comparing 
them with representative values established as 
standard for that type of tube. Tubes which read 
abnormally high or low with respect to the 
standard are subject to suspicion. Practical 
considerations, which take into account the 
limitations of the tube test in predicting actual 
tube performance in aparticular circuit, make it 
unnecessary to employ complex and costly test 
equipment having laboratory accuracy. For most 
applications the testing of.a single tube charac- 
teristic suffices to determine whether a tube is 
performing satisfactorily. 

Testing the emission characteristic of the 
cathode or filament is perhaps the simplest 
method of determining the condition of a tube. 
Since emission normally decreases as the tube 
ages, low emission is indicative of the end of 
tube serviceability. This test, however, is sub- 
ject to limitations, because it tests the tube 
under static conditions and does not consider the 
actual circuit operation of the tube. Further- 
more, coated cathodes or filaments may develop 
highly emissive spots, so that the relatively 
small grid area adjacent to these spots cannot 
control the electron stream. Under these condi- 
tions, testing the total emission may indicate the 
tube to be satisfactory, while in reality itis de- 
fective. 

The transconductance (Gm) of a tube used in 
an amplifier stage is normally a more useful 
characteristic to measure than the emission, 
Transconductance is the change of plate current 
which results from a change in grid voltage; this 
characteristic, therefore, indicates the ability of 
the tube to amplify a.c. signals. The most com- 
mon military tube testers provide dynamic 
transconductance measurements, although some 
of the testers are limited to static measure- 
ments of this characteristic. 

It should be kept in mind that a tubetesting 
device only compares the characteristic of a 
given tube with a standard for that particular 
type of tube. Since the operating conditions im- 
posed upon a tube may vary over wide limits, it 
is not possible for the tube tester to evaluate a 
tube in terms of performance capability for all 
applications, Therefore, the tube tester is not 
considered the final authority in deciding whether 
or not a tube is alwayssatisfactory, Substituting 
a good tube in the equipment, and observing the 
performance of the equipment, provides the most 
reliable evidence concerning the condition of the 
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Table 4-1.—Controls and indicators 


OPERATOR CONTROLS AND INDICATORS 


ener A 


Control or ; “ 
Indicator Function Normal Status 


ak te 
AC POWER lamp Lights when ac input is supplied to the Remains lighted during 
(figure 4-9). frequency standard, Extinguishes when normal operation. 

ac input. is interrupted. 


Battery CHARGE Indicates that battery is being charged in Lamp remains extinguished 
lamp the manual mode of operation or in the high- during normal operation, ex- 
|: er (not trickle) automatic charge mode. cept after interruption of ac input 


Battery charge Selects either manual or automatic battery Switch remains in AUTO 

switch (Not charging mode. MANUAL CHARGE position position except at initial 

shown) causes constant, higher rate charging. start or when battery power 
AUTO CHARGE position causes higher supply is replaced. 

rate charging only when required to re- 

store battery to full charge, automati- 

cally decreasing to trickle charge to main- 

tain battery in full charge position. 


Frequency output Provides 5-MHz, 1-MHz, and 300-kHz fre- Frequencies are available 
connectors at connectors whenever fre- 


EDEN quency standard is operating. 


Panel meter Indicates circuit conditions of circuit Indicates zero when metering 
selected by metering switch. . switch is set at normal un- 
marked position. 


Metering switch Selects circuit to be checked on panel Remains in unmarked, lower 
meter. position. 


CALIBRATION LABORATORY CONTROLS AND INDICATORS 


COARSE fre- 
quency adjustment 
cap 


Provides access to coarse frequency control. 
Coarse frequency control provides coarse ad- 
justment of oscillator output. This must be 
adjusted with special insulated tool. Tool is 
stored in clips mounted directly above battery 
power supply. 


Screwed into panel to pre- 
vent adjustment of coarse 
control. 


Indicates in parts per 10" the amount of Varies for each unit. 
adjustment provided by the operation of the 


fine frequency control. 


Fine frequency 
adjustment indi- 
cator 


Fine frequency Screwed in to lock control 


and associated indicator. 


Provides a fine frequency control, changing 
frequency of oscillator output by the amount, 
in parts per 10" indicated on fine frequency 
adjustment indicator. ‘ 


Starts operation of frequency dividers. at 
initial operation or after shutdown. 


Remains in undepressed 
position. 
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tube in question. Substitution is also the only 
method by which you may test many high-power 
tubes used for transmitter applications. Never- 
theless, the tube tester plays a very important 
function, since in most cases it provides a quick 
and satisfactory check on tube serviceability. 


TUBE TESTER 


A representative field type electron tube 
tester designed to test all common low power 
tubes is shown in figure 4-10. The tube test 
conditions (which are as close as possible to 
the actual tube operating conditions} are pro- 
grammed on a prepunched card. The card 
switch (S101, fig. 4-10) automatically pro- 
grams the tube test conditions when it is 
actuated by a card. A card compartment on the 
front panel of the tester provides storage for 
the most frequently used cards. The cover of 
the tester (not shown) contains operating in- 
structions, brackets for storing the technical 
manual, the power cord, a calibration cell for 
checking the meter and short tests, calibration 
cards, blank cards, and a_ steel hand punch. 


Front Panel 


When a prepunched card is fully inserted 
into the card switch (S101), a microswitch is 
actuated which energizes a solenoid, causing the 
card switch contacts to complete the circuit. 
The card switch has 187 single pole single 
throw switches arranged in 17 rows with 11 
switches in each row. The card is used to push 
the switches closed; thus, the absence of a hole 
in the card is required to actuate aswitch. 

The meter (M301 fig. 4-10) contains four 
scales. The upper scale is graduated from zero 
to 100 for direct numerical readings. The three 
lower scales, numbered 1, 2, and 3, are read 
for LEAKAGE, QUALITY, and GAS respectively. 
Each numbered scale includes green and red 
areas marked GOOD and REPLACE, Inside a 
shield directly in front of the meter are five 
neon lamps (DS301 through DS305), which indi- 
cate shorts between tube elements, 

The pushbutton marked 2 (MP6) is used for 
transconductance, emission, and other quality 
tests described later, The pushbutton marked 3 
(MP7) is used to test for the presence of gas in 
the tube envelope. The pushbutton marked 4 
(MP8) is used for tests on dual tubes. A neon 
lamp (DS203) lights when pushbutton number 4 
is to be used, Eleven tube test sockets are 
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located on the panel plus tube pin straighteners 
for the 7 and 9-pin miniature tubes. 

The power ON-OFF spring return toggle 
switch (S105) turns the tester on by energizing 
a line relay. Pilot light (DS107) lights when this 
relay closes. Above the power ON-OFF switch 
are five fuses. Fuses F101, F201, and F202 
protect circuits in the tester not protected by 
other means and have neon lamps to indicate 
when they have blown. Fuses F102 and F103 
protect both sides of the power line. 


Auxiliary Compartment 


A group of auxiliary controls covered by a 
hinged panel are used for special tests and for 
calibration of the tester. Two of these controls 
labeled SIGNAL CAL (R152 and R155, fig. 4-11) 
are used with special test cards for adjusting the 
regulation and amplitude of the signal voltage. A 
pushbutton labeled CATH ACT (S302D) is used for 
making cathode activity tests. When this button is 
pressed, DS106 on the front panel (fig. 4-10) 
lights, and the filament voltage of the tube under 
test is reduced by 10 percent. Results of the test 
are read as a change in reading onthe numerical 
meter scale, 

Pushbutton S302E and potentiometers R401 
and R405 (fig. 4-11) are used for balancing the 
Gm bridge circuit under actual tube operating 
current, Pressing S302E removes the grid signal 
and allows a zero balance to be made with one 
potentiometer or the other, depending upon 
whether the tube under test is passing high or 
low plate current. Lamp DS108 on the front panel 
lights when S302E is pressed, Pushbutton S302C 
is used for checking grid to cathode shorts ata 
sensitivity much higher than the normal tests, 
Results of this test are indicated by the short 
test lamps on the front panel. 

Certain special tests require the use of a 
continuously adjustable auxiliary power supply. 
By. pressing pushbutton S302B, meter M301 may 
be used to read the voltage of the auxiliary power 
supply. This voltage may be adjusted by the use 
of potentiometer R142, The rest of the poten- 
tiometer controls are calibration controls and 
are adjusted by the use of special calibration 
cards and a calibration test cell. 

All circuits in the tester except the filament 
supply are electronically regulated to compen- 
sate for line voltage fluctuations. The filament 
supply voltage is adjusted by pressing push- 
button S302A and rotating the filament standardi- 
zation adjustment switch S106 until meter M301 
reads midscale. 
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Figure 4-10.—Tube Tester (AN/USM-118B). 
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Figure 4-11.—Auxiliary compartment, 


Program Cards 


As stated previously, the circuits to be used 
in testing are selected by a prepunched card. 
These cards are made of a tough vinyl plastic 
material, The tube numbers are printed incolor 
on the tabs of the cards and also at the edge of 
the card for convenience infiling. A special card 
is provided to use as a marker when a card is 
removed for use. Blank cards are provided so 
that additional test cards may be punched for new 
tubes that are developed or to replace cards that 
have become unserviceable (fig. 4-12). 


Operation 


Before operating for the first time, and 
periodically thereafter, the tester should be 
calibrated using the calibration test cards as 
described in the equipment technical manual. 


NORMAL TEST.—The tester is equipped 
with a three-conductor power cord, one wire 
of which is chassis ground, It should be plugged 
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into a grounded 105-125 volt 50-400 Hz out- 
let. 

Before operating the tester, open the auxili- 
ary compartment and ensure that the FILAMENT 
STD ADJ, and the Gm BAL knobs are in the 
NOM position. The GRID SIG and CATH ACT 
buttons (S302E and S302D) should be up and 
lamps DS108 and DS106 on the front panel out. 

Turn on the tester and allow it to warm up 
for five to ten minutes, then press the PUSH TO 
REJECT CARD knob down until it locks, If a 
nontest card is installed in the card switch, 
remove it. This card is used to keep the switch 
pins in place during shipment and should be in- 
serted before transporting the tester. 

Plug the tube to be tested into its proper 
socket. (Use the pin straighteners before plug- 
ging in 7 and 9-pin miniature tubes.) Select the 
proper card or cards for the tube to be tested. 
Insert the card selected into the slot inthe card 
switch until the PUSH TO REJECT knob pops 
up. The card will operate the tester only if it is 
fully inserted, and the printing is up and toward 
the operator. DO NOT put paper or objects other 
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TRANSFER TEST DATA 
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CENTER EACH UNMARKED 
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HOLE BEFORE PUNCHING 


162,116 
Figure 4-12,—Punching new or replacement 
tube test code cards, 


than program cards into the card switch as they 
will jam the switch contacts. If the overload 
shuts off the tester when the card is inserted 
in the switch, check to see that the proper card 
is being used for the tube under test, and if the 
tube under test has a direct interelectrode 
short. 

As soon as the card switch is actuated, the 
tube under test is automatically subjected to an 
interelement short test and a heater to cathode 
leakage test. A blinking or steady glow of any 
of the short test lamps is an indication of an 
interelement short. If the short test lamps re- 
main dark, no interelement shorts exist within 
the tube. If a short exists between two or more 
elements, the short test lamp or lamps con- 
nected between these elements will remain dark, 
and the remaining lamps will light. The abbre- 
viations for the tube elements are located onthe 
front panel just below the short test shield so that 
the neon lamps are between them. This enables 
the operator to tell which elements are shorted. 
Heater to cathode shorts are indicated as leak- 
age currents on the #1 meter scale, Ifthe meter 
reads above the green area, the tube should be 
replaced. A direct heater to cathode short will 
cause the meter to read full scale, 
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To make the QUALITY test, pushthe number 
2 button (fig. 4-10) and read the number 2 scale 
on meter M301 to determine if the tube is good. 
(This test may be one of various types, such as 
transconductance, emission, plate current, or 
voltage drop, depending upon the type of tube 
under test.) 

To test the tube for GAS, press the number 
3 button and read the number 3 meter scale. 
The number 2 button also goes down when num- 
ber 3 is pressed. If a dual tubehaving two iden- 
tical sections is being tested, the neon lamp 
(DS203) will light, indicating that both sections 
of the tube may be tested with one card. To do 
this, check the tube for shorts, leakage, quality, 
and gas as described previously, then hold down 
button number 4 and repeat these tests to test 
the second section of the tube, Dual tubes with 
sections that are not identical require two cards 
for testing. A second card is also provided to 
make special tests on certain tubes. 


AUXILIARY TESTS.—As mentioned previ- 
ously, two special tests (cathode activity and 
sensitive grid shorts) may be made by use of 
controls located in the auxiliary compartment 
(fig. 4-11). The cathode activity test (CATH 
ACT) is used as an indication of the amount of 
useful life remaining in the tube. By reducing 
the filament voltage by 10 percent and allowing 
the cathode to cool off slightly, the ability of the 
cathode as an emitter of electrons can be esti- 
mated, This test is made in conjunction with the 
normal quality test. 

To make the CATH ACT test, allow the tube 
under test to warm up, press button number 2 
(fig. 4-10) and note the reading of scale number 
2 on meter M301. Note also the numerical scale 
reading on M301, Next, lock down the CATH ACT 
button (fig. 4-11), wait for about 1.5 minutes, 
then press button number 2 (fig. 4-10) again and 
note the numerical and number 2 scale readings 
on meter M301, The tube should be replaced if 
the numerical reading on M301 differs from the 
first reading by more than 10 percent, or if the 
reading is in the redarea onthe number 2 scale, 

It is sometimes desirable to check certain 
tubes for shorts at a sensitivity greater than 
normal, To make the SENSITIVE GRID SHORTS 
test, push S302C (fig. 4-11) and note ifany short 
test lamps (fig. 4-10) light. 


TESTING SEMICONDUCTOR DEVICES 


Because of the reliability of semi-conductor 
devices, servicing techniques developed for 
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transistorized equipment differ from those nor- 
mally used for electron tube circuits. Electron 
tubes are usually considered to be the circuit 
component most susceptible to failure, and are, 
therefore, normally the first components to be 
tested. Transistors, however, are capable of 
operating in excess of 30,000 hours at maximum 
rating without failure and are often soldered in 
the circuit in much the same manner as re- 
sistors and capacitors. 

Substitution of a semiconductor diode or 
transistor known to be in good condition is a 
simple-method of determining the quality of a 
questionable semiconductor device. This tech- 
nique should be used only after you have made 
voltage and resistance measurements to make 
certain that there is no circuit defect that might 
damage the substitution semi-conductor device. 
If more than one defective semiconductor is 
present in the equipment section where trouble 
has been localized, this method becomes cum- 
bersome, since several semiconductors may 
have to be replaced before the trouble is cor- 
rected. To determine which stages failed and 
which semiconductors are not defective, all of 
the removed semiconductors must be tested. 
This can be accomplished by observing whether 
the equipment operates correctly as each of the 
removed semiconductor devices is reinserted 
into the equipment. 


TESTING DIODES 


Semiconductor diodes, such as general pur- 
pose germanium and silicon diodes, power 
silicon diodes, and microwave silicon diodes 
may be tested most effectively only under actual 
operating conditions, However, crystal rectifier 
testers are available to determine direct- 
current characteristics which provide an indica- 
tion of crystal-diode quality. 

A common type of crystal diode test set is a 
combination ohmmeter-ammeter. Measure- 
ments of forward resistance, back resistance, 
and reverse current may be made with this 
equipment, The condition of the diode under test 
can then be determined by comparison with 
typical values obtained from test information 
furnished with the test set or from the manu- 
facturer’s data sheets. A check which provides a 
rough indication of the rectifying property of a 
diode is the comparison of the diode’s back and 
forward resistance at a specified voltage. A 
typical back-to-forward-resistance ratio is on 
the order of 10:1, and a forward-resistance 
value of 50 to 80 ohms is common, 
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Testing With Ohmmeter 


A convenient test for a semiconductor diode 
requires only an ohmmeter, The forward and 
back resistance can be measured at a voltage 
determined by the battery potential of the ohm- 
meter and the resistance range at which the 
meter is set. When the test leads of the ohm- 
meter are connected to the diode, a resistance 
will be measured which is different from the 
resistance indicated if the leads are reversed, 
The smaller value is called the forward re- 
sistance, and the larger value is called the back 
resistance. If the ratio of back-to-forward re- 
sistance is greater than 10:1, the diode should 
be capable of functioning as a rectifier. How- 
ever, you should keep in mind that this is a very 
limited test that does not take into account the 
action of the diode at voltages of different 
magnitudes and frequencies. 


Testing With An Oscilloscope 


An oscilloscope can be used to graphically 
display the forward and back resistance charac- 
teristics of a crystal diode. A circuit used in 
conjunction with an Oscilloscope to make this 
test, is shown in figure 4-13. This circuit uses 
the oscilloscope line test voltage as the test 
signal. A series circuit composed of resistor 
R1 and the internal resistance in the line test 
circuit decreases the 3-volt open circuit test 
voltage to a value of approximately 2 volts, 
peak to peak. The test signal applied to the 
crystal diode is also connected to the horizontal 
input of the oscilloscope. The horizontal sweep 
will then represent the voltage applied to the 
diode under test. The voltage developed across 
current-measuring resistor R2 is applied tothe 
vertical input of the oscilloscope. Since this 
voltage is proportional to the current through 
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Figure 4-13.—Testing semiconductor diode with 
oscilloscope. 
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the diode under test, the vertical deflection will 
indicate crystal current, The resulting oscil- 
loscope trace for a normal diode will be similar 
to the curve shown in figure 4-14, 

_.To. test Zener diodes, a higher voltage than 
the oscilloscope line test signal must be used, 
This, test can be made with a diode test set or 
with. the circuit shown in figure 4-15. In this 
circuit, rheostat Rl is used to adjust the input 
voltage. to a suitable value for the Zener Diode 
being tested, and resistor R2 limits the current 
through the diode. The signal voltage applied to 
the diode is also connected to the horizontal 
input of the oscilloscope. The voltage developed 
across current-measuring resistor R3 is applied 
to the vertical input of the oscilloscope. There- 
fore, the horizontal sweep will represent the ap- 
plied voltage, and the vertical deflection will 
indicate the current through the diode under test. 
Figure 4-16 shows the characteristic pattern of 
a Zener diode; note the sharp increase in current 
at the Zener voltage (avalanche) point. For the 
Zener diode to be acceptable, this voltage must be 
within the limits specified by the manufacturer. 

Instructions for constructing a simple in- 
circuit semiconductor diode and transistor 
tester (used in conjunction with an oscilloscope) 
are contained in EIB 815 of 15 November 1971. 


TESTING TRANSISTORS 


When trouble occurs intransistorized equip- 
ment, power supply voltage measurement, wave- 
form checks, signal substitution or signal tracing 
methods are normally the first tests made. If a 
faulty stage is isolated by one of these test 
methods, voltage, resistance, and current meas- 
urements can be made to locate defective parts. 
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Figure 4-14,—Characteristic curve of a semi- 
conductor diode, 
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Figure 4-15.—Testing Zener diode. 


When making these measurements, you must 
make certain that the voltmeter resistance is 
high enough to have no appreciable effect upon 
the voltage being measured, and that current 
from the ohmmeter will not damage the tran- 
sistor, If the transistors are not soldered into the 
equipment, it is usually advisable to remove the 
transistors from their sockets during a re- 
sistance test. Transistors should be removed 
from or reinserted into their sockets only after 
power has been removed from the stage, since 
damage by surge currents may otherwise result, 

Transistor circuits other than pulse and 
power amplifier stages are usually biased so 
that the emitter current is from 0.5 to 3 milli- 
amperes, and the collector voltage is from 3 to 
15 volts, The emitter current can be measured 
by opening the emitter connector and insertinga 
milliammeter, When making this measurement, 
you should expect some change in bias due to the 
meter resistance. The collector current can 
often be determined by measuring the voltage 
drop across a resistor in the collector circuit 
and calculating the current. If the transistor 
itself is suspected, it can betested with an ohm- 
meter or transistor tester as described in the 
following paragraphs, 
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Figure 4-16.—Zener diode characteristic 
curve, 


ELECTRONICS TECHNICIAN 3 & 2 VOL. 1 


Resistance Test 


An ohmmeter can be used to test transistors 
by measuring the emitter-collector, base-emit- 
ter, and base-collector forward and back re- 
sistances. A back-to-forward resistance ratio 
on the order of 500:1 should be obtained for the 
collector-to-base and emitter-to-base meas- 
urements, The forward and back resistances be- 
tween the emitter and collector should be nearly 
equal, All three measurements should be made 
for each transistor tested, since experience has 
shown that transistors can develop shorts be- 
tween the collector and emitter and still have 
good forward and reverse resistances for the 
other two measurements. 

‘Because of shunting resistances in transistor 
circuits, you will normally have todisconnect at 
least two transistor leads from the associated 
circuit for this test. You must exercise caution 
during this test to make certain that current dur- 
ing the forward resistance tests does not exceed 
the rating of the transistor. Ohmmeter ranges 
which require a current of more than 1 milliam- 
pere should not be used for testing transistors. 
Many ohmmeters are designed so that on the 
RX1 range 100 milliamperes or more can flow 
through the electronic part under test. 


Transistor Tester 


Laboratory transistor test sets are used in 
experimental work to test all characteristics 
of transistors. For maintenance and repair, 
however, it is not necessary to check all of the 
transistor parameters. A check of two or three 
performance characteristics is usually suffi- 
cient to determine whether a transistor needs 
to be replaced. Two of the most important 
parameters used for transistor testing are the 
transistor current gain (Beta) and the collector 
leakage or reverse current (Ico). These are 
discussed in Basic Electronics, Vol, 1, NAV- 
PERS 10087-C, 


Semiconductor test set AN/USM-206-A (fig. 
4-17) is a rugged field type tester designed to 
test transistors and semiconductor diodes, The 
set will measure the Beta of a transistor, the 
resistance appearing at the electrodes and the 
reverse current of a transistor or semi- 
conductor diode, a shorted or open condition of 
a diode, the forward trans-conductance of a 
field effect transistor, and the condition of its 
Own batteries. 
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Figure 4-17,—Semiconductor Test Set 


(AN/USM-206A). 


In order to assure that accurate and useful 
information is gained from the transistor test- 
er, the following preliminary checks of the 
tester should be made prior to testing any 
transistors: 

With the POLARITY switch (fig. 4-17) in 
the OFF position the meter pointer should 
indicate exactly zero. (When required, rotate 
meter adjust screw on front of meter to fulfill 
this requirement), The POLARITY switch must 
always be left in the OFF position, when meas- 
urements are not actually being made, to pre- 
vent battery drain. 

Always check the condition of the test set 
batteries by disconnecting the test set power 
cord, placing the POLARITY switch in the PNP 
position and placing the FUNCTION switch first 
to BAT.(1) then to BAT (2). Inboth BAT positions 
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the meter pointer should move so as to indicate 
within the red BAT box, 


BETA MEASUREMENTS,.—If the transistor 
is to be tested out of the circuit, plug it into the 
test jack located on the right hand side below the 
meter shown in figure 4-17, If the transistor is 
to be tested in the circuit it is imperative that 
at least 300 OHMS exists between E-B, C-B, 
and C-E for accurate measurement, Initial set- 
ting of the test set controls is: 


(a) Function Switch to BETA 

(b) Polarity Switch to PNP or NPN (de- 
pendent on type of transistor under 
test.) 

(c) Range Switch to X10 

(ad) Adjust meter zero for zero meter 
indication (transistor disconnected.) 


NOTE: The polarity switch should remain 
OFF while transistor is connected to or dis- 
connected from the test set. If it is determined 
that the Beta reading is less than 10, reset the 
range switch to X1 and reset the meter to zero, 

After connecting the yellow test lead to the 
emitter, the green test lead to the base and the 
blue test lead to the collector, plug the test 
probe (not shown) into the Jack located at the 
lower right hand. corner of the test set. When 
testing grounded equipment, unplug the 115 VAC 
line cord and use battery operation, Beta read- 
ing is attained by multiplying the meter reading 
_ times the range switch setting. Refer to the 

’ Transistor Characteristics book provided with 
the tester to determine if the reading is normal 
for the type of transistor under test, 


ELECTRODE RESISTANCE MEASURE- 
MENTS.—Connect the in-circuit probe test leads 
to the transistor with the yellow lead to the 
emitter, the green lead to the base, and the 
blue lead to the collector, Set the function 
Switch to the OHMS E-B position and read the 
resistance between the emitter and base elec- 
trode on the center scale of the meter, 

To read the resistance between the collector 
and base and the collector and emitter, set the 
function switch to OHMS C-B and OHMS C-E, 
These in-circuit electrode resistance measure- 
ments are used to correctly interpret the in- 
circuit Beta measurements, The accuracy of the 
BETA X1, X10 range is + 15% only when the 
emitter to base load is equal to or greater than 
300 ohms. 
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ICO MEASUREMENTS.—Adjust meter zero 
control for zero meter indication, Plug the tran- 
sistor to be tested into the Jack or connect test 
leads to the device under test. Set the PNP/ 
NPN switch to correspond with the transistor 
under test. Set the function switch to ICO, the 
range switch to X0.1, X1 or X10 as specified 
by the transistor data book for allowable leak- 
age. Read leakage on bottom scale, and multiply 
by the range setting figure as required. 


DIODE MEASUREMENTS. —Diode qualitative 
in-circuit measurements are attained by con- 
necting the green test lead tothe cathode and the 
yellow test lead to the anode. Set the function 
switch to Diode IN/CKT and the range switch to 
X1. (Insure that the meter has been properly 
zeroed on this scale). If the meter reads down 
scale reverse the polarity switch. If the meter 
reads less than mid-scale the diode under test 
is either open or shorted. The related circuit 
impedance of this test is less than 25 ohms. 


PRECAUTIONS.—Transistors, although gen- 
erally more rugged mechanically than electron 
tubes, are susceptible to damage by excessive 
heat and electrical overload. The following pre- 
cautions should be taken in servicing transis- 
torized equipment: 


1. Test equipment and soldering irons must 
be checked to make certainthat there is no leak- 
age current from the power source. If leakage 
current is detected, isolationtransformers must 
be used, 

2. Ohmmeter ranges which require a cur- 
rent of more than 1 milliampere in the test 
circuit should not be used for testingtransistors, 

3, Battery eliminators should not be used to 
furnish power for transistor equipment because 
they have poor voltage regulation and, possibly, 
high ripple voltage. 

4. The heat applied to a transistor, when 
soldered connections are required, should be 
kept to a minimum by using a low-wattage 
soldering iron and heat shunts, such as long- 
nose pliers on the transistor leads. 

5. All circuits should be checked for defects 
before a transistor is replaced. 

6. The power should be removed from the 
equipment before replacing a transistor or other 
circuit part. 

7, When working on equipment with closely 
spaced parts, conventional test probes are often 
the cause of accidental short circuits between 
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adjacent terminals. Momentary short circuits, 
which rarely cause damage to an electron tube, 
may ruin a transistor. To avoid accidental 
shorts, the test probes can be covered with 
insulation for all but a very short length of. the 
tips. , 


SIGNAL GENERATORS 


In the maintenance of electronic equipment, 
it is often necessary to employ standard sources 
of a.c. energy, both audio-frequency and radio 
frequency. These sources are called signal gen- 
erators. They are used in testing and aligning 
radio transmitters, receivers, and amplifiers, 
they are also used when troubleshooting various 
electronic devices, and sometimes for meas- 
uring frequency. 

The principal function of a signal generator 
is the production of an alternating voltage ofthe 
desired frequency and amplitude which has the 
necessary modulation for the test or measure- 
ment concerned, It is very important that the 
amplitude of the generated signal be correct. 
In many generators, output meters are included 
in the equipment so that the output may be ad- 
justed and maintained at a standard level over 
a wide range of frequencies. 

When using the generator, the output test 
signal is coupled into the circuit being tested, 
and its progress through the equipment is 
traced by the use of high-impedance indicating 
devices such as vacuum tube voltmeters or 
oscilloscopes. In many signal generators, cali- 
brated networks of resistors, called attenuators, 
are provided. These are used to regulate the 
voltage of the output signal and also provide 
correct impedance values for matching the input 
impedance of the circuit under test. Accurately 
calibrated attenuators are used, as the signal 


strength must be regulated to avoid overloading 


the circuit receiving the signal. 

There are many types of signal generators. 
They may be classified roughly by frequency 
into audio generators, video signal generators, 
radio-frequency generators, frequency-modu- 
lated RF generators, and special types which 
combine all of these frequency ranges. 


AUDIO AND VIDEO SIGNAL 
GENERATORS 


Audio signal generators produce stable au- 
diofrequency signals used for testing audio 
equipment. Video signal generators produce sig- 
nals which include the audio range and extend 
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considerably further into the RF range. These: 
generators are uSed in testing video amplifiers 
and other wideband circuits, In both audio and 
video generators, the.major components include 
a power supply, an oscillator (or oscillators), 
one or:-more amplifiers, and an output control. 
Voltage regulation circuits are necessary to 
insure stability of the oscillator. in generators 
which derive power from 115-volt, a.c. sources. 
In portable generators, battery power supplies 
are usually used, and these require no voltage 
regulation. , 

In the audio and video generators of the 
beat-frequency type the output frequency is 
produced by mixing the signals of two radio- 
frequency oscillators, one of which is fixed 
in frequency and the other variable. The differ- 
ence in frequency of the two. is:equal to the de- 
sired audio or video frequency. 

Audio. signal generators often include RC 
oscillators .in which the audiofrequency is 
directly produced. In these, a resistance-ca- 
pacitance circuit is the frequency determining 
part. of the oscillator. The frequency varies 
when either the resistance or the capacitance is 
changed in value. In commercial generators, 
however, the capacitance alone is often chosen 
as the variable element, The change in frequency 
which.can be produced by this method is limited, 
and it is usually necessary to cover the entire 
range of. the generator in steps. This is ac- 
complished by providing several RC circuits, 
each. corresponding.to a portion of the entire 
range of frequency values.. The circuits in the 
oscillator are switched one at a time to give 
the desired portion of the audio range. 

The amplifier section of the block diagram 
(fig. 4-18 usually consists of a voltage amplifier 
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Figure 4-18.—Block diagram of audio or 
video signal generator. 
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and one. or two power amplifiers. These are 
eoupled by means of RC networks, and the out- 
put. of the final power amplifier is often coupled 
to::the.-attenuator, or output control, by means 
ofan output transformer, — 

i ‘The: output control section provides a means 
of matching the output signal to the input of the 
equipment under test:and regulating the ampli- 
tude of the signal. 


RADIOFREQUENCY SIGNAL 
GENERATORS 


- Atypical radiofrequency signal generator 
contains, in addition to the necessary power 
supply, three main sections; an oscillator cir- 
cuit, a modulator,.and an output control circuit. 
The internal. modulator modulates the radio 
frequency signal of the oscillator. In addition, 
most RF. generators are provided with con- 
nections through which an external source of 
modulation’ of any desired waveform may be 
applied to the generated signal. Metal shielding 
surrounds the unit to prevent the entrance of 
signals from the oscillator into the circuit under 
test by means other than through the output 
circuit of the generator. 

A block diagram of a representative RF 
signal generator is shown in figure 4-19, The 
function of the oscillator stage is to produce a 
signal. which can be accurately set in frequency 
at any point in the range of the generator. The 
type of. oscillator circuit used depends on the 
range of frequencies for which the generator is 
designed. In low-frequency signal generators, 
the resonating circuit consists of one of a group 
of coils combined with a variable capacitor. One 
of the coils is selected with a range selector 


OSCILLATOR 
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switch which attaches it to the capacitor to 
provide an. LC circuit which has the correct 
range of resonant frequencies. 

The function of the modulating circuit is the 
production. of an audio (or video) voltage which 
can be superimposed on the RF signal produced 
by the oscillator. The modulating signal may be 
provided by an audio oscillator within the gen- 
erator (internal modulation), or it may be de- 
rived from an external source. In some signal 
generators, either of these methods of modula- 
tion may be employed. In addition, a means of 
disabling the modulator section is used whereby 
the pure unmodulated signal from the oscillator 
can be used when it is desired. 

The type of modulation used depends on the 
application of the particular signal generator. 
The modulating voltage may be either a sine 
Wave, a Square wave, or pulses of varying dura- 
tion. In some specialized generators, provision 
is made for pulse modulation in which the RF 
signal can be pulsed over a wide range of 
repetition rates and at various pulse widths. 

Usually the output circuit of the generator 
contains a calibrated attenuator and often an 
output level meter. The output level meter gives 
an indication of, and permits control of, the 
output voltage of the generator by indicating 
arbitrary values of output read intenths through 
the value of one. The attenuator selects the 
amount of this output. The attenuator, a group of 
resistors forming a voltage-dropping circuit, is 
controlled by a knob which is calibrated in 
microvolts, When the control element is adjusted 
so that the output meter reads unity (1.0), the 
reading on the attenuator knob gives the exact 
value (no multiplication factor) of the output in 
microvolts. If output voltage is desiredata lower 
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Figure 4-19.—Block diagram of RF signal generator. 
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value, the control is varied until the meter in- 
dicates some decimal value less than one, and 
this decimal is multiplied by the attenuator 
reading to give the output in microvolts. 
Frequency-modulated RF signal generators 
are widely used for testing frequency-modulated 
receivers and for visual alignment (using an 
Oscilloscope) of AM receivers. A frequency-~ 
modulated signal is an alternating voltage in 
which the frequency varies above and below a 
given center frequency value. The overall fre- 
quency change is called the frequency swing. 
There are several methods by which the 
frequency of the oscillator in the signal gen- 
erator may be frequency modulated. In one type 
of FM generator, use is made of a vibrating 
plate which forms one of the elements of the 
tuning capacitor of the oscillator to be modu- 
lated. The plate is driven by a device similar 


to a magnetic loudspeaker. The audio modulat- 
ing voltage is applied to the driving coil which 
moves in the field of a permanent magnet and 
vibrates the plate of the capacitor at the applied 
audio frequency. Movement of the plate causes 
variation of the capacitance in the oscillator 
tuning circuit with the result that the frequency 
of the oscillator is periodically raised or 
lowered. 

Another method of producing frequency mo- 
dulation is based on the action of a reactance 
tube which is connected in parallel with the 
tuning circuit of the oscillator to be modulated. 

In signal generators of microwave fre- 
quencies, frequency modulation is accomplished 
in the oscillator by applying the modulating 
voltage to the repeller plate of the reflex 
klystron tube, which is usually employed in these 
generators. 
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CHAPTER 5 


INTRODUCTION TO COMMUNICATION SYSTEMS 


Until recently, the term ‘‘radio communica- 
tions’’ brought to mind either telegraphy (CW), 
voice (AM), or possibly teletype (RATT) com- 
munications. Today, radio communications has 
become a highly sophisticated field of electron- 
ics. Even the small Navy ships have the capa- 
bilities for ‘‘coming up’”’ on the commonly used 
ship-to-ship, ship-to-air, and ship-to-shore 
communications circuits. These circuit opera- 
tions are accomplished through the use of com- 
patible and flexible communication systems. 

A communication system (as will be seen 
later) consists of two or more sets, each having 
its own separate identity, arranged and inter- 
connected to perform a circuit operation that 
cannot be performed by any one of the indivi- 
dual sets alone. Navy communication systems 
vary from simple to the very complex, depending 
upon the circuit operations involved. Each sys- 
tem requires the integrated use of various types 
of equipments. Thus, a large number of sets, 
groups and units are involved when several sys- 
tems must be operated separately and simul- 
taneously. The concept of shipboard efficiency 
not only dictates where these sets, groups and 
units will be located physically, but also that 
they be installed in a manner permitting operat- 
ing flexibility for the various system applica- 
tions. This flexibility is provided through a 
complex arrangement of interconnections which 
allows the physically separated sets, groups 
and units to be selectively switched (patched) 
into the different circuit configurations. 

Most shipboard communications equipment 
is, at one time or another, used in one or more 
different system: operations. Therefore, it is 
important for -the Electronics Technician to 
know how to perform maintenance at a system 
level as well as on the individual equipments. 

This chapter begins by defining asystem and 
explaining how it is broken down into the various 
subdivisions, then continues by presenting a 
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brief discussion of Navy CW, voice, teletype, sat- 
ellite,and facsimile communication systems. 
These systems are discussed further in subse- 
quent chapters of this manual. 


INTRODUCTION TO SYSTEMS 


As naval electronics has grown in capabili- 
ties, complexity, and extent, an orderly plan of 


designations has been adopted.The largest desig- 


nator, SYSTEM, describes equipments that work 
together for a specific function. For example, 
a ship’s radar system includes every item of 
electronics equipment used for or with a radar 
on board that ship. The smallest designator, 
PART, describes one single piece, such as a 
bolt, or a resistor. 

You will find that the majority of your trouble- 
shooting will be system oriented. A system is 
subdivided into sets, groups, units, assemblies, 
subassemblies, and parts as shown in figure 5-1. 


SYSTEM 


A system is a combination of parts, assem- 
blies, and sets joined together to perform a Spe- 
cific operational function or functions, suchasa 
communications system, a radar system, or a 
navigation system. Figure 5-2 is a pictorial 
view of a typical communications system con- 
taining the necessary components for transmis- 
sion .and reception of voice, CW and teletype 
signals. Figure 5-3 is a block diagram of the 
same communication system with the arrows 
showing the direction of signal flow. 


SET 
A set consists of a unit or units and the nec- 


essary assemblies, subassemblies and parts 
connected or associated together to perform an 
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162.122 
Figure 5-1.—System subdivision. 


operational function, such as a radio receiving 
set, or a radio transmitting set. _ 

Figure 5-4 is a block diagram of a radio 
transmitting set which consists of a radio fre- 
quency amplifier unit (1), a radio transmitter 
unit (2), a power supply unit (3), and an antenna 
coupler group. 


GROUP 


‘A group is a collection of units, assemblies 
or. subassemblies, which is a subdivision of a 
set or system, but is not capable of performing 
a complete operational function. The antenna 
coupler group in figure 5-4 requires power and 
signals from the radio frequency amplifier unit 
for operation. 


UNIT 


A unit is an assembly or any combination of 
parts, subassemblies and assemblies mounted 
together, normally capable of independent opera- 
tion in a variety of situations. 


126 


ASSEMBLY 


An assembly is a number of parts or sub- 
assemblies, or any combination thereof joined 
together to perform a specific function. Figure 
5-5 shows a unit (2) consisting of sixassemblies 
and an assembly (A6) which consists of six sub- 
assemblies. 


SUBASSEMBLY 


A subassembly consists of twoor more parts 
which form a portion of an assembly or a unit, 
replaceable as a whole, but having a part or 
parts which are individually replaceable. 


The distinction between an assembly anda 
subassembly is not always exact; an assembly 
in one instance may be asubassembly in another 
when it forms a portion of an assembly. 


Figure 5-6 shows a printed circuit board sub- 
assembly and some of the parts which may be 
mounted on it. 
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Figure 5- 2.—Communication system pictorial view. 


PART 


A part is one piece, or two or more pieces 
joined together which are not normally subject 
to disassembly without: destruction of the de- 
Signed use, such as resistors, capacitors and 
transistors. 


REFERENCE DESIGNATIONS 


Each set within a system has an ‘‘AN’’ no- 
menclature assigned. Each unit, assembly, sub- 
assembly and part of a set has an assigned 
reference designation. The reference designa- 
tion consists of letters or numbers, or both, 
used to identify and locate specific units, as- 
semblies, subassemblies and parts. 

Each unit within a setis assigned an identify- 
ing number. This number will begin with one and 
run consecutively for all units of the set. This 
number is the reference designation of the unit. 
Figure 5-3 shows a radio transmitting set AN/ 
URT-xx and the unit numbers (1, 2,3). Note that 
the units: may also have an AN nomenclature, 
such as T-xxx/URT. 
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The reference designation of an item (assem- 
bly, subassembly or basic part) which is a por- 
tion of an assembly consists of the following, in 
the order listed: 


(1) the unitnumber identifying the unit which 
contains the particular assembly 

(2). the basic reference designation for the 
particular assembly 

(3) the basic reference designation for the 
part located in the particular assembly 


For example, the reference designation: 2A 
4C3 identifies capacitor C3, which isonassembly 
A4 in unit 2. The actual location can be seen in 
figure 5-7. The reference designations may be 
expanded or reduced to as many levels as re- 
quired to identify a particular part. For example, 
in figure 5-7 the reference designation 2A2A3C1 
locates capacitor C1 on subassembly A3, which 
is on assembly A2, which is in unit 2; another 
example is 2J1, which identifies jack J1, which 
is mounted directly on unit 2. 

Partial reference designations are used to 
Save Space on diagrams. For example, infigure 
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Figure 5-3.—Communication system block diagram. 
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Figure 5-4.—Radio transmitting set. 
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5-6 partial reference designations are placed 
near the parts on subassembly A15 and a note 
indicating the reference designation prefix is 
added. To identify capacitor C3 on subassembly 
A15, the complete reference designation would 
be 2A7A15C3. 


TYPES OF RADIO EMISSIONS 
By international agreement, the various types 
of radio emissions (transmissions) are assigned 
designations as shown in.table 5-1. A designa- 
tion may be preceded by a numerical value to 
indicate its necessary bandwidth in kilohertz. 


CW SYSTEMS 


Continuous wave, is one of the oldest and 
least complicated forms of radio communica- 
tions. The system consists of little more than 


a transmitter and receiver connected so as to 
facilitate their control from a centra} location 
as shown by figure 5-8. 

The transmitter (fig. 5~8) is keyed onand off 
to produce short or long RF pulses which cor- 
respond to the dots and dashes of the Morse code 
characters. These transmissions are received 
through headphones plugged into the receiver 
jack box. This type of radio communications 
(although old) is still in use andat certain times 
is still the most reliable means of long range 
communications. 


ANTENNAS AND MULTICOUPLERS | 


The antennas used with CW and other com- 
munication systems may be any of the several 
shipboard types that are suitable for transmitting 
and receiving RF emissions. Multicouplers (or 


Table 5-1.—Types of radio emissions 


[am FM 


MODULATION | 


No modulation intended to carry intelligence. 


On-off or mark-space keying without the use of a modulating tone. 


On-off or mark-space keying of a modulating audio frequency, or of the modulated emission. 


Voice-frequency modulating, including simplex AFTS RATT. 


Single-sideband, reduced carrier (SSB). 


Two independent sidebands (ISB). 


Single-sideband, full carrier (compatible SSB). 


Single-sideband, suppressed carrier (SSSC). 


Facsimile, with modulation of main carrier directly or by a frequency-modulated subcarrier. 


Facsimile using single-sideband, reduced carrier. 


Television. 


. Television, vestigial sideband. 


Four-frequency diplex telegraphy (RFCS RATT). 


Multi-channel voice-frequency telegraphy (AF TS MUX). 


Multi-channel voice-frequency telegraphy (AFTS MUX) using single-sideband,. reduced carrier. 


Multi-channel voice-frequency telegraphy (AFTS MUX) using two independent sidebands. 


Multi-channel voice- frequency telegraphy (AFTS MUX) using single- ~sideband, suppressed 


carrier. 


Cases not covered by above (e. g-, a combination of telephony and telegraphy). 


Combinations using two independent sidebands. 
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Figure 5-8.—CW systems. 


filter assemblies) are used so that several trans- 
mitters and/or receivers may be operatedfrom 
the same antenna. 

The specified overall frequency response 
of an antenna filter assembly, or multicoupler, 
is divided into several smaller RF ranges, or 
channels, through the use of tuned circuits or 
filter subasSemblies. All of these channels may 
be used independently or simultaneously with any 
of the other channels. 

The filters not only guard against interfer- 
ence at frequencies falling outside the channel 
being used, but also prevent receivers connected 
to alternate channels from interacting with each 
other when their tuning or trimming adjustments 
are made. 

A given Navy communications receiver gen- 
erally operates throughout a frequency range that 
Spans several of the smaller RF bands, or chan- 
nels, provided by the multicoupler. For operation 
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on any given frequency, the receiver must be con- 
nected to the output of the particular RF channel 
of the multicoupler or filter that will pass the 
desired signals. Connection isnormally made by 
means of a coaxial patch cord and a patch panel 
as discussed later in this manual. 


TRANSFER SWITCHBOARDS 


The transmitter transfer switchboard pro- 
vides facilities for selectively transferring 
remote control station functions and signals to 
the transmitters. A representative transfer 
switchboard (fig. 5-9) provides facilities for se- 
lectively transferring any one, or all, of ten 
remote control station functions and signals to 
any one of six transmitters. The cabinet hasten 
rotary switches, arranged in two vertical rows 
of five switches each. Arrangement of the cir- 
cuitry is such that it is impossible to parallel 


eee 
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70.64 
Figure 5-9.—Transmitter Transfer Switchboard 
(SB-988/SRT), 
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transmitter control circuits, that is to connect 
more than one transmitter to any remote con- 
trol station. 

Each switch operating knob corresponds toa 
remote control station. Each rotary switch 
position (one through six) corresponds to a 
controlled transmitter. Rotary position X cor- 
responds to an extension providing for the 
transfer of all circuits to additional Transmitter 
Transfer Switchboards when more than six 
transmitters are installed in the system. 

When it is required, for example, that remote 
control station number two is to have control of 
transmitter number three; switch knob desig- 
nated number two is rotated until its pointer 
indicates position three on its respective dial 
plate. Any of the remote stations may thus be 
connected to control any of the transmitters 
installed in the system. 

The receiver transfer switchboard provides 
for transferring the audio output from the 
receivers to remote control station audio cir- 
cuits, A representative receiver transfer 
Switchboard is shown in figure 5-10, This 
switchboard contains 10 —seven-position 
switches. Each switch relates to a remote 
control station, and each switch position (1 
through 5) relates to a receiver. 

Position X on each switch serves totransfer 
the circuits to additional switchboards as in the 
case of the transmitter transfer switchboard, 


KEYING UNIT 


The keying unit provides control (on/off and 
keying) of the transmitter selected onthe trans- 
mitter transfer switchboard. A representative 
unit is shown in figure 5-11. Located on the 
plastic control panel are a toggle switch for 
turning the transmitter on and off, an indicator 
light that glows red when the transmitter is on, 
a telegraph key for keying the transmitter, and 
a key jack that provides for an auxiliary tele- 
graph key. 


VOICE SYSTEMS 


Voice systems are probably the most used 
form of radio communications aboard Navy 
ships, Either amplitude or frequency modulation 
may be used provided all units in the voice net 
use the same mode of emissions (all on AM or 
all on FM), A typical non-secure voice system 
consists of one or more radio set control units, 
usually referred to as radiophone or remote 
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120.16 
Figure 5-10,—Receiver Transfer 
Switchboard (SB-973/SRR), 


phone units (RPUs), patched to transmitter and 
receiver sets (or transceivers) via transfer 
switchboards (fig. 5-12A). If remote channel 
selection is required the remote channel selector 
is patched through a separate switch panel 
(fig. 5-12B). 

The push-to-talk button on the handset closes 
the d, c. keying circuit to the transmitter, (fig. 
5-12A) placing the transmitter on the air. The 
audio signal and d. c. keying voltage from the 
handset are patched through the transmitter 
transfer switchboard to the transmitter. The 
audio signal modulates the RF signal generated 
by the transmitter, and this modulated RF signal 
is radiated by the transmitter antenna, 
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Figure 5-11.—Control Panel Telegraph Key (SB-315B/U). 


On the receive side, the RF signal is picked 
up by the receiver antenna and fed through the 
coupler or multicoupler to the receiver where 
demodulation takes place, resulting in an audio 
signal output. This audio signal output from the 
receiver is patched through the receiver trans- 
fer switchboard to the RPU and loudspeaker. 

The speaker amplifier (fig. 5-12A) isasimple 
audio amplifier (such as the AM-215/U) which 
drives one or more speakers, The volume control 
is adjusted to a comfortable listening level. The 
transfer switchboards are of the same type and 
perform the same functions as those described 
for CW systems. «. 


RADIO SET CONTROL UNIT 


The radio set control unit (fig. .5-12A) pro- 
vides facilities to remotely control certain 
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120.18 


radiophone transmitter functions and the re- 
ceiver output. Circuits are provided for turning 
the transmitter on and off,for voice modulating 
the transmission (or keying when CW operation 
is desired) and for controlling the audio output 
level of the receiver. 

A representative radio set control unit is 
shown in figure 5-13, Under standard operating 
conditions, as many as four of these, or similar 
units, may be paralleled toasingletransmitter/ 
receiver group to provide additional operating 
positions, 


SECURE VOICE SYSTEMS 
Wideband UHF/VHF secure voice is used 


extensively for shipboard line-of-sight voice 
communications. A typical system (fig. 5-14) 
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Figure 5-12.—Nonsecure voice systems. 


consists of the antenna connected through a 
coupler or multicoupler to a transceiver. The 
transceiver is patched through the switchboards 
to security (crypto) equipment. The security 
equipment is connected through a matrix or net- 
work to the remote phone units. 

When the operator speaks into the handset, 
the audio signals are patched through the matrix 
to the security equipment. The security equip- 
ment encrypts (scrambles) the audio signals. 
The encrypted signals are then applied to the 
transmitter section of the transceiver where 
they modulate the RF carrier and are radiated 
by the antenna system. 

The modulated RF carrier is received and 
demodulated by the receiver section of the trans- 
ceiver, resulting in encrypted audio signals, The 
encrypted audio signals are then applied to the 
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security equipment where they are decrypted 
(unscrambled) and converted back to. audio sig- 
nals. The audio signals are then patched through 
the matrix to the remote phone unit. 


TELETYPE SYSTEMS 


Teletype Communication Systems provide 
high speed accurate transmission and reception 
of intelligence over lines and by radio. Asan ET 
you will be concerned with radioteletype (RATT) 
systems. Teletype messages may be received 
and cut on tape at the same time, thus enabling 
the operator to relay a message almost imme- 
diately. 


BASIC PRINCIPLES 


To see how intelligence is sent via teletype, 
one of the. simpler devices for electrical 
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7.40.2A 
Figure 5-13, Radio set control. 


communications—the manual telegraph circuit— 


is first considered. : This circuit, shown in figure 
5-15, includes a telegraph key, a source of power 
(battery), a sounder, and a movable sounder ar- 
mature. If the key is closed, current flows 
through the circuit and the armature is attracted 
to the sounder by magnetism, When the key is 
opened, the armature is retracted by a spring. 
With these two-electrical conditions of the.cir- 
cuit—closed and open—it is possible, by means 
of a code, to transmit intelligence. These two 
conditions of the circuit are referred to as 


MARKING and SPACING, One condition occurs: 


when the circuit is closed, and a current flows; 
the other condition: occurs s when it is open, and no 
cuz bent flows. 4 

“If the key at utation’ Ais replacedby:a trans- 
saitting teletypewriter and the sounder arrange- 
ment at station Bis replaced by a receiving tele- 
typewriter, the basic teletypewriter circuit 
shown in figure 5-16 is formed. 
'. Tf a teletypewriter signal could be drawn.on 
paper, it would resemble figure 5-17. This is the 
code combination for the letter R. Shaded areas 
show intervals during which the circuit is closed, 
and’ the blank areas show the intervals during 
which the circuit is: open. There are a total of 
seven units in the signal, Five of these are num- 
bered, and are called INTELLIGENCE units, The 
first and last units of the signal are labeled 
START and STOP, They are named after their 
functions: the first starts the signal, and last 
stops it. These are apart of every teletypewriter 
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Figure 5-14.—Secure voice system. 


code signal; the START unit is always spacing, 
and the STOP unit is always marking. 

Examine figure 5-17 again. This is theoreti- 
cally a perfect signal. The time between each 
unit remains the same during its transmission 
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Figure 5-15.—Manual telegraph circuit. 
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Figure 5-16.—Simple teletype circuit. 


and the shift from mark to space (and vice 
versa) is called a TRANSITION. A transition 
Occurs at the beginning and end of each unit when 
it shifts from mark to space or space to mark, 
and there will be only 2, 4, or 6 transitions for 
each character. 

When figuring time duration of a signal 
character, no allowance for transition time is 
made as the transition is instantaneous and is 
considered to have zero time duration. The time 
duration for each unit is measured in milli- 
seconds, 


Codes 


In manual telegraphy, the most widely used 
code is the Morse code. In this code, two dis- 
tinctive signal elements are employed, the dot 
and the dash, The difference between a dot and a 
dash is usually one of time duration, a dash being 
three times as long in duration as a dot. Each 
character is made up of anumber of dots and/or 
dashes. The dot and dash elements constituting 
any character are separated from each other by 
a time interval equal to the duration of one dot, 
The time interval between the characters for 


TIME 


1,197 
Figure 5-17,—Mark and space signals, 
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each word is equal to the duration of three dots, © 
and the interval between words is equal to seven 
dots. : 

In teletypewriter operation, the code group 
for each character is of uniform length. Since 
the Morse code is an uneven length code, it can- 
not be used in teletypewriter operation, without 
additional code converters, 

The 5-unit (5-level) code has been the most 
commonly used code in modern printing tel- 
egraphy, and is universally employed for tele- 
typewriter operation, The mechanical sending 
device in the teletypewriter divides the sending 
time for each character into five short code 
elements (impulses) of equal duration. The 5- 
unit code is an example of what is called an even 
length or constant length code; i.e., one in which 
the number of signal elements for a character 
is the same for every character, and the duration 
of each element is constant. In the 5-unit code, 
each character consists of a combination of 5- 
signal elements, and each element may consist 
of either of two basic signaling conditions (mark- 
ing or spacing). Thus, a total of 25 or 32 com- 
binations of the signal elements is possible with 
this arrangement, 

The 32 possible combinations available from 
the 5-unit code are insufficient to handle the 
alphabet and numbers, since 26. combinations are 
required for the letters of the English alphabet 
alone. This leaves only six combinations for 
numerals, symbols, or nonprinting functions. 
This is obviously inadequate, It was therefore 
necessary to adopt a plan to enable a larger 
number of characters to be included, and this was 
done as follows. Two of the 32 combinations are 
used as shift-signals, which permit the remain- 
ing code combinations inthe first case to be used 
as letters, and in the second case, the combina- 
tions are used for numerals, punctuation signs, 
etc. The shift-signals are often referred to as 
case-shift signals; i.e., one case is a letter- 
shift, and the other a figure-shift. When a letter- 
shift is transmitted, it sets the receiving in- 
strument in a condition to recognize any signal 
combination subsequently received to be re- 
corded in the letter case, until a figure-shift 
is received. Then the receiving instrument 
sets itself in a condition to record any subse- 
quent signal combinations received in the figure 
case, That is, the interpretation of a signai 
combination is determined by the previous 
shift-signal. The use of this plan enables 30 
of the available 32 combinations to have two 
meanings. 
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Modes of Operation 


. There are two basic modes of teletypewriter 
Operation: nonsynchronous (start-stop) and 
Synchronous. The most common mode of tele- 
typewriter operation is the start-stop mode. 
Synchronous operation is used more in high- 
Speed data systems, 

In the start-stop mode of operation the 
receiving device is allowed to run for only one 
character and is then stopped to await the re- 
ception of a start signal indicating that the next 
character is about to start. In this manner any 
difference in speed between the transmitting and 
receiving devices can:-accumulate only during 
the duration of one character. However, there 
is a penalty to pay for this advantage. The length 
of each character must be increased to include 


an element to start the receiving device andan-- 


other added to stop it. 

The start element precedes the first code 
(intelligence) element and is always a space 
signal. Its purpose is to start the receiving 
machine. The stop element follows the last code 
element and is always a mark signal. Its purpose 
is to stop the receiving machine in preparation 
for receiving the next character. The start ele- 
ment must be equal to at least one element of 
the code. The standard mode uses a stop element 
1.42 times the length of one code element, It is 
common practice to refer to a code elementas a 
unit and the duration of a unit as the unit interval. 

The length of time required to transmit the 
entire character is called the character inter- 
val, Character interval becomes very important 
in some transmissions due to certain items of 
equipment being ‘‘character length conscious’’ 
or ‘‘code conscious.’’ Stop unit intervals of 
various lengths are used or produced by various 
equipment, such as 1.0, 1.27, 1.5, 1.96, 2.0, 
etc. Basically the only difference between them 
is the length of time required to transmit one 
character, 

Synchronous teletypewriter operation, as 
opposed to start-stop operation, does not in all 
cases have to rely upon elements of the trans- 
mitted character to maintain proper position in 
relation to the receiving device. External timing 
signals may be used, allowing the start and stop 
elements to be discarded. Then only the ele- 
ments necessary to convey a character, (and in 
some cases a reference element,) need to be 
transmitted. 

Synchronous systems have certain ad- 
vantages over start-stop systems, The amount of 


time taken to transmit stop and start elements 
is made available for information transmission 
rather than for synchronizing purposes. Only the 
intelligence elements are transmitted. In start~ 
stop signaling the ability of the receiving device 
to select the proper line signal condition is de- 
pendent upon interference to the start-stop 
arrival. This means that if the stop to start 
transition arrives before it should, all subse- 
quent selection positions in that character will 
appear earlier in time in each code element. 
A synchronous system, therefore, has a higher 
capability to accept distorted signals than does 
a start-stop system. 


Modulation Rate 


There are several methods of referring to 
teletypewriter modulation rates or signaling 
speeds. These include baud, bits per second 
(BPS) and words per minute (WPM). Baud is 
the only one that is technically accurate without 
using additional qualifying terms. The others 
are either approximations, or require explana- 
tion. 

The word baud by definition is a unit of 
modulation rate, It is sometimes used to refer 
to a signal element but this reference is tech- 
nically incorrect. Baud rate is the reciprocal of 
the time in seconds of the shortest signal ele- 
ment, Hence, to find the modulation rate of a 
signal in bauds, the figure 1 is divided by the 
time duration of the shortest unit interval pres- 
ent in the signal. For example, 22 milliseconds 
(.022) is the time interval of the shortest unit 
in the 5-unit code at 60 words per minute, To 
find the number of bauds corresponding to 60 
WPM, we divide 1 by .022. Rounding off the 
results of our division, we arrive at the figure 
45.5, which is the baud equivalent of 60 WPM. 
Each increase in WPM will correspondingly 
decrease the signal unit time interval. (The 
Defense Communications System standard speed 
for teletype operation is 100 WPM.) 

Words per minute is used only when speak- 
ing in general terms for an approximation of 
speed. The term 100 WPM means that 100 5- 
letter words with a space between them can be 
transmitted in a 60 second period. However, it 
is possible to obtain this nominal words per 


_ minute rate in several systems by varying either 
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modulation rate or the individual character 
interval (length). For this reason, the modula- 
tion rate (baud) method of reference rather than 
words per minute is used. 
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Formulas for baud and WPM are as follows: 


“ 1 
Baud ~ onit interval 
WPM = Baud 


Unit code x 0,1 


The term ‘‘bit’’ is a contraction. of the words 
“binary digit.’? Inbinary signals, a bit is equiva- 
lent to a signal element, Asa result of the influ- 
ence of computer and data processing upon our 
language, modulation rate is sometimes ex- 
pressed as ‘‘bits per second’’ (BPS). When it is 
expressly understood that all signal elements 
being transmitted are of equal length, then the 
modulation rate expressed in bits per second is 
the same as modulation rate expressed in baud. 


D.C. Circuits 


It has been pointed out that the two conditions, 
mark and space, may be represented by any 
convenient means, The two most common are 
neutral operation, in which current flow repre- 
sents the mark and no current flow represents 
the space, and polar operation, in which current 
impulses of one polarity represent mark and im- 
pulses of the opposite polarity of equal magnitude 
represent the space. 

Neutral circuits make use of the presence or 


absence of current flow to convey information, — 


These circuits use 60 milliamperes (ma) (or in 
some cases 20 ma) as the line current value. A 
neutral teletypewriter circuit is composed of a 
transmitting device, a battery source to supply 
current, a variable resistor to control the amount 
of current, a receiving device, and a line for the 
transmission medium, 

Polar operation differs from neutral, as in- 
formation is always present inthe system, andis 
either in a positive or negative condition. A polar 
teletypewriter circuit is composed of the same 
items as a neutral circuit plus an additional 
battery source. The reason for ‘having an extra 
source of battery is that the standard polar cir- 
cuit uses positive battery for mark and negative 
battery for space. 

The most significant advantage to polar oper- 
ation is that for all practical purposes it is 
almost impossible to distort a signal throughlow 
line currents, high reactance or random patching 
of signal circuits or equipment. Another advan- 
tage of polar signaling is that a complete loss of 
current (a reading of ZERO on the milliammeter) 


indicates line or equipment trouble, whereas the 
same conditions with neutral signaling may only 
indicate that a steady space ie pers trans- 
mitted. 


BASIC SYSTEMS 


When two teletypewriters are wire-con- 
nected, the exchange of intelligence between them 
is direct. But when the teletypewriters are not 
joined by wire, exchange of intelligence is more 
complex, Direct-current mark and space inter- 
vals cannot be sent through the air. The gap 
between the machines must be bridged by radio. 
To bridge the gap, a radio transmitter and re- 
ceiver are needed, The transmitter produces a 
radiofrequency carrier wave to carry the mark 
and space intelligence. Also, a device such as a 
KEYER is needed to change the d.c. pulses from 
the teletypewriter into corresponding mark and 
space modulation for the carrier wave in the 
transmitter. The radio receiver and a CON- 
VERTER are required .to change the radio 
frequency signal back to d.c. pulses. 

The Navy uses two basic RATT systems— 
the tone-modulated system, referred toas audio 
frequency tone-shift (AFTS), and the carrier 
frequency-shift system, referred to as radio 
frequency carrier shift (RFCS). The RFCS 
system is also called frequency-shift keyed 
(FSK). 

Figure 5-18 shows a modulated carrier wave 
with audio tone impulses impressed on the radio- 
frequency carrier wave, withcorresponding d.c. 
mark and space signals, 

The RFCS signal can be explained by com- 
paring it to the on-off CW signal. As CW signals 
are of essentially constant frequency, there is no 
variation along the frequency axis (fig. 5-19A). 
The: complete intelligence is carried as varia- 
tions in the signal amplitude. Figure 5-19B 
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Figure 5-18,—Modulated carrier wave with audio 
tone for mark and space. 
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Figure 5-19.—CW and RFCS telegraph signals. 


shows the same signal as a shift in frequency 
between the mark and space. 


Tone-Modulated System 


Tone-Modulated (AFTS) Systems use the 
process of amplitude modulation to change the 
d.c. mark and space impulses into audio elec- 
trical impulses. 

Conversion to the audio tones is accomplished 
by an audio oscillator in the tone converter 
(such as the AN/SGC-1A) which operates at 700 
Hertz (Hz) for a mark impulse and at500 Hz for 
a space impulse. This may be reversed subse- 
quent to the printing of this manual (see note 
below). The rapid varying of the tone according 
to the characters transmitted from the teletype 
equipment amplitude modulates the carrier wave 
in the transmitter. The receiver receives the 
modulated signal and separates the audio signal 
from the carrier. This process of separating the 
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modulated signal is known as detection or de- 
modulation. A basic tone-modulated system is 
shown in figure 5-20. 


Carrier Frequency-Shift System 


For Frequency-Shift (RFCS) Systems, a 
keyer in the transmitter provides a source of 
radio-frequency excitation which can be shifted 
below or above the assigned frequency corre- 
sponding to the mark or space required to 
transmit the teletype characters. NOTE: In the 
past U.S. Navy communications equipment has 
been set up so that the shift above the assigned 
frequency represented the mark and the shift 
below the assigned frequency represented the 
space. For standardization purposes, this is 
being reversed. so that the high frequency rep- 
resents the space and the low frequency rep- 
resents the mark. Normally the keyer is adjusted 
for an 850 Hz spread, 425 Hzabove the assigned 
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Figure 5-20.—Basic tone-modulated (AFTS) system. 


frequency and 425 Hz below. A spacing impulse 
will be 425 Hz above the operating frequency, 
and a marking impulse will appear 425 Hz below. 
Figure 5-21 illustrates a basic frequency shift 
system. In modern systems, the keyer is built 
into the transmitter. 

In both the tone-modulated system and the 
carrier frequency-shift system, all teletype- 
writer signals pass through the teletypewriter 
panel that controls the looping current in all 
the circuits. The teletypewriter panel integrates 
the tone-modulated and the carrier frequency- 
shift systems. It provides every possible inter- 
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connection of available teletypewriter equip- 
ment; thus, maximum operational flexibility is 
achieved with the fewest number of circuits and 
the least amount of equipment. 


SIMPLEX RFCS TELETYPE SYSTEM 


Radiofrequency carrier shift teletype sys- 
tems are used in the LF to HF bands for long 
range communications. To reduce fading and 
interference problems in these bands, the Navy 
uses two methods of DIVERSITY RECEPTION. 
These methods are SPACE DIVERSITY and 
FREQUENCY DIVERSITY. 
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Figure 5-21.—Basic carrier frequency-shift (RFCS) system. 


In SPACE DIVERSITY reception, one signal 
is transmitted, and this signal is received by 
two or more receivers. The receiver antennas 
are separated by a distance greater than one 
wavelength. The outputs of the receivers are fed 
into frequency-shift converters which convert 
the audio frequency-shift signals into d.c. mark 
and space signals. The d.c. signals are then fed 
into a comparator which selects the best mark 
and space signals for the teletypewriter. Be- 
cause of required spacing between the receiver 
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antennas, space diversity is mostly limited to 
shore stations. 

In FREQUENCY DIVERSITY reception, two 
or more Signals carrying the same intelligence 
are transmitted on different frequencies. The 
Signals are received byreceivers and processed 
in the same manner as for space diversity to op- 
erate teletype equipment from the best of the 
transmitted signals. This form or frequency di- 
versity is known as RF DIVERSITY. Another 
form of frequency diversity called AF diversity 
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or tone diversity is used with multichannel 
broadcasts. Thisis discussed later in this manual. 

A simplified block diagram of asimplex MF/ 
HF RFCS teletype system in shown in figure 5- 
22. A SIMPLEX communication circuit consists 
of a single channel over which two or more sta- 
tions may communicate. Each station may trans- 
mit and receive, but not simultaneously. On the 
transmit side (fig. 5-22), the teletypewriter 
(TTY) set keyboard or transmitter distributor 
applies the d.c. teletype signals to the communi- 
cation patch panel where they are patched to the 


transmitter. The d.c. mark and space signals 


shift the frequency of the RF carrier generated 
by the transmitter as explained previously. 


On the received side, the RFfrequency-shift — 


signal is received and demodulated by the re- 
ceiver, resulting in an audio signal which shifts 
850 Hz between marks and spaces. This audio 
frequency-shift signal is fed to a converter in 
the converter/comparator group where it is 
converted into the original d.c. mark and space 
signals. The d.c. mark and space signals are 
then patched through the communication patch 
panel to the TTY set. 


TTY Sets 


Most of the teletypewriter sets used by the 
Navy belong to the model 28 family of teletype- 
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PANEL | 


Sie Set 


writer equipments. The model 28 equipments 
feature various weights and sizes, quiet opera- 
tion, and high operating speeds. They present 
relatively few maintenance problems, and are 
suited. particularly for shipboard use under 
severe conditions of roll, vibration, and shock. 

Another feature of the model 28 teletype- 
writers is their ability to operate at speeds of 
60, 75, or 100 words per minute. Conversion 
from one speed to another is accomplished by 
changing the driving gears that are located 
within the equipment. The majority of the Navy’s 


‘teletypewriters are presently operated at 100 
. words per minute. 
“2 feletypewriters may be send/receive units 


or receive units only. They may be designed as 
floor models, table models, and rack and wall 
mounted sets, A representative send/receive 
floor model set is shown in figure 5-23, 

The TTY set (fig. 5-23) receives teletype 
messages from the line and prints them on page 
size copy paper. In addition, it can receive 
messages and record them on tape and in printed 
form. With page-printed monitoring, the set 
transmits messages that are originated either 
by perforated tape or by keyboard operation. 
It mechanically prepares perforated and printed 
tape for separate transmission with or without 
simultaneous transmission and page-printed 
monitoring. 
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Figure 5-22.—Simplex RFCS teletype system. 
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Figure 5-23.—Teletypewriter set (AN/UGC-6). 


The teletypewriter. set is composed of the 
following components: a cabinet, a Keyboard, an 
automatic typer, a typing perforator, a trans- 
mitter distributor, a typing reperforator, power 
distribution panels and power supply. 

In operation, the components are linked by 
electrical or mechanical connections to offer a 
wide range of possibilities for sending, receiv- 
ing, or storing teletypewriter messages. All 
equipment components are housed in the cabinet. 
Transmission signals are initiated through the 
keyboard or through thetransmitter distributor. 
Signals are received, or local transmission can 
be monitored, on the automatic typer. The typing 
perforator and typing reperforator are devices 
for preparing tapes on which locally initiatedor 
incoming teletypewriter messages can be stored 
for future transmission through the transmitter 
distributor. 
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The keyboard, typing perforator, automatic 
typer, and transmitter distributor are operated 
by the motor mounted on thekeyboard. Selection 
of these components for either individual or 
simultaneous operation is by the selector switch 
located at the front of the cabinet, to the left of 
the keyboard. All these components are con- 
nected in series in the signal line, but the selec- 
tor switch has provisions for excluding various 
components from the line. The external signal 
line is connected to the equipment through a 
line-test switch. This switch is located below 
the selector switch on the front of the cabinet. 
This arrangement provides a means of discon- 
necting the equipment from the line for local 
testing of the components. The typing reper- 
forator is operated by a separate motor and 
power distribution system. It also is connected 
to a separate external signal line. 
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To become a part of the Naval Tactical Data 
System (NTDS), the AN/UGC-6 is modified (and 
designated AN/UGC-13) to provide input/output 
communications with a selected data processing 
computer, 


Transmitter/TTY Control 


The transmitter/TTY control unit (fig. 5-24) 
is mounted close to the teletype keyboard, and 
permits remote control of the transmitter. It 
has a transmitter power on-off switch, apower- 
on indicator lamp, a carrier-on indicator lamp, 
and a three position rotary selector switch. For 
RFCS operation, the operator sets the switch to 
CFS SEND for transmitting and to CFS REC for 
receiving. The TONE S/R position is used for 
both transmitting and receiving AFTS signals. 


Converter/Comparator Group 


The converter/comparator group (fig. 5-22) 
is used with receivers in either space or fre- 
quency diversity operation. When diversity op- 
eration is not required, each converter can be 
used separately with a single receiver. A rep- 
resentative converter/comparator group is 
shown in figure 5-25. 

Each converter (fig. 5-25) has its own com- 
parator circuitry. This built in design feature 
results in a considerable reduction in size from 
older units where the comparator is located in 
a separate chassis. A further reduction in size 
is achieved by the use of Semiconductors and 
printed circuit boards, 


POWER ON 


CARRIER ON 


1.244,1 
Figure 5-24.—Transmitter/TTY control unit. 
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FREQUENCY SHIFT CONVERTER 
CV-483/URA-17 


50.76 
Figure 5-25.—Converter/Comparator Group 
(AN/URA-17). 


The simplified block diagram (fig. 5-26) 
shows the: basic function of converting the 
frequency-shift RF signal into a signal for con- 
trolling the d.c. loop of the TTY. The frequency 
shifts of the AF output from the receiver are 
converted into d.c. pulses by the AF discrimi- 
nator. The d.c. pulses are fed into the loop 
keyer which opens and closes the d.c. loop of 
the TTY according to the mark and space 
characters received. 

The comparator section of the converter/ 
comparator functions to compare the strength 
of the signals from the receivers in diversity 
operation. Signals from each converter are fed 
into a comparator circuit which compares the 
signals and allows only the stronger signal to 
be fed to the communication patching panel for 
patching to the TTY. 


Communication Patching Panels 


To provide flexibility in teletype systems, 
the wiring of all teletypewriter and associated 
equipments is terminated on jacks in communi- 
cation patching panels usually referred to as 
teletype patch panels. The equipment then is 
connected electrically in any desired combina- 
tion by means of patching cords, 

The plugs on the cords are inserted into the 
jacks at the front ofthe panel. In some instances, 
commonly used combinations of equipment are 
permanently wired together within the panel 
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Figure 5-26.—Frequency shift receiving system simplified block diagram. 


(called ‘‘normal-through’’), They are wired so connection), no patch cords are required. But, 
that individual pieces of equipment can be “‘lift- if the desired teletypewriter (for example, in 
ed’? from the combination, and then used alone channel 1) is not wired in the same looping 


or in other combinations. channel as the keyer or converter to be used 
In addition to providing flexibility, teletype (for example, channel 3), one end of the patch 
panels also furnish a central point for connect- cord must be inserted in the set jack in channel 


ing the d.c. voltage supply into the teletype- 1, and the other end in either one of the two 
writer circuits. Thus, one source of supply can looping jacks in channel 3. 
be used for all circuits passing through a par- In any switching operation between the vari- 
ticular panel. ous plugs and jacks of a teletype panel, the cord 
Teletype panels SB-1203/UG and SB-1210/ plug must be pulled from the loopingjack before 
UGQ (fig. 5-27) are used for interconnection and removing the other plug from the set (machine) 
transfer of teletypewriter equipment aboard jack. Pulling the plug from the set jack first 
ship. The SB-1203/UG is a general-purpose panel, open the circuits to the channel, causing all 
whereas the SB-1210/UGQ is intended for use teletype messages in the channel to be inter- 
with cryptographic devices. The colors RED rupted. IT ALSO PRODUCES A DANGEROUS 
and BLACK are used to identify secure and non- D.C. VOLTAGE ON THE EXPOSED PLUG. 
secure information. Red indicates that secure 
(classified) information is being passed through AFTS SYSTEM 


the panel, and black indicates that nonsecure A simplified block diagram of a half-duplex 
(unclassified) information is being passed (send or receive) UHF, AFTSsystem is shown in 
through the panel. figure 5-28, A half-duplex communication circuit 

Each of the panels contains six channels, permits unidirectional communications between 
with each channel comprising a looping series stations. Communications can be in either di- 


circuit of looping jacks, set jacks, anda rheostat rection, but not simultaneously. The term half- 
for adjusting line current. The number of loop- duplex is qualified by adding ‘‘send only’’, 


ing and set jacks in each channel varies accord- “receive only’’, or ‘‘send or receive.’’ 

ing to the panel model. Each panel includes a A FULL-DUPLEX (or DUPLEX) communi- 
meter and rotary selector switch for measuring cation circuit permits uninterrupted exchange of 
the line current in any channel. There are six information between stations by using two sepa- 
miscellaneous jacks to which may be connected rate circuits. Each station may transmit and 
any teletypewriter. equipment not regularly as- receive simultaneously. 


signed to a channel, : 
If the desired teletype equipment is wired pienat ew 

in the same looping channel as the radio adapter On the transmit side (fig. 5-28), d.c. signals 

(keyer or converter) to be used (normal through from the TTY set are fed to the communication 
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Figure 5-27.—Communication patching panels. 


patching panel where they are patched to the tone 
terminal set. The tone terminal set converts the 
d.c. signals into audio tone-shift signals, which 
are patched to the transmitter section of the 
transceiver through the transmitter transfer 
Switchboard. The audio tone-shift signals modu- 
late the RF carrier generated by the transmitter. 
The RF tone-modulated signals are then ra- 
diated by the antenna, 

On the receive side, the RF tone modulated 
Signals are received at the antenna and patched 
via the multicoupler to the receiver section of 
the transceiver, where demodulation takes place. 
The resulting audio tone-shift signals are then 
patched through the receiver transfer switch- 
board to the tone terminal set, where they are 
converted back to the d.c. signals. The d.c. 
Signals are patched through the communication 
patching panel to the TTY set. 


Tone Terminal Set 


A representative tone terminal set (tone 
converter) used for single-channel AFTS tele- 
type communications is shown in figure 5-29. 
(The CV-2460/SGC is replacing this set insome 
installations.) 

In tone modulation transmission, the teletype- 
writer pulses are converted into corresponding 
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audio tones, which amplitude modulate the RF 
carrier in the transmitter. Conversion to the 
audio tones is accomplished by an audio oscil- 
lator in the tone converter, which operates at 
700 Hz when the teletype loop is in a closed- 
circuit condition and at 500 Hz when the loop is 
in.an open=circuit condition. 

_An internal relay in the tone converter 
closes.a control line to the radio transmitter, 
which places the unit on the air when the oper- 
ator begins typing a message. The control line 
remains closed until after the message has been 
transmitted, 

‘When receiving messages, the tone converter 
accepts the mark and space tones eoming infrom 
an associated radio receiver and converts the 
intelligence of the tones into signals suitable to 
operate a relay in the converter. The make and 
break contacts of the relay are connected in the 
local teletypewriter d.c. loop circuit. This action 
causes the local teletypewriter to print in unison 
with the mark and space signals from the distant 
teletypewriter. 

The receive level calibrated attenuator con- 
trol is located on the upper left side of the front 
panel. of the tone converter (fig. 5-29). This 
control permits adjustment of the level of the 
incoming tone signals from the receiver. The 
loop current rheostat is next to the receive 
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Figure 5-28.—Half-duplex AFTS teletype 
system, 


level control, and is adjusted to 60 ma, when the 
teletype loop is in the mark, or closed circuit 
condition. A zero-center meter indicator is lo- 
cated on the upper middle portion of the front 
panel, An associated switch is located directly 
below the meter. It has several positions to per- 
mit measurements to be taken in all the neces- 
Sary portions of the circuit. 

An indicator light is located on each side of 
the meter. One light indicates the receive con- 
dition, and the other indicates the transmit 
condition. Both lights are off when the tone con- 
verter is in the standby condition. 

The send bias rheostat is located to the right 
of the meter. This control permits correction 
of any teletype distortion (for example, unequal 
length of mark and space signals) in the local 
teletypewriter loop when sending a teletype mes- 
Sage. 

At. the far right is a jack marked, ‘“‘TTY 
monitor.’’ A test or monitoring teletypewriter 
may be patched into this jack, thereby placing 
it in series with all other equipments in the loop. 


WARNING: THIS JACK PROVIDES 115 V.D.C. 
FOR A MONITOR TTY SET; HEADPHONES 
MUST NOT BE PLUGGED INTO THIS JACK, 

The power indicator light is located on the 
lower left side of the front panel of the tone 
converter. The power ON-OFF switch is located 
next to it. 

The receive bias potentiometer is located to 
the right of the power switch. This control en- 
ables correction of distortion (unequal length of 
mark and space tones) in the receiving tone 
circuit, 

The control switch is located at the right of 
the meter switch, The position of the control 


_ switch determines the function of the tone con- 
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verter to either receive or to transmit teletype 
signals. 

A block diagram of the tone converter is 
illustrated in figure 5-30. Typical oscilloscope 
patterns are included. The attenuator is located 
at the input of the receive circuit to permit 
adjustment of the level of the incoming 2-tone 
signal. The bandpass filter passes all frequen- 
cies in the band from 400 to 800 Hz and rejects 
all other frequencies, The amplifier limiter 
stages have a constant-output level. The fre- 
quency discriminator filter selects the funda- 
mental frequencies of 500 Hz and 700 Hz and 
routes them through separate germanium recti- 
fiers to corresponding d.c. amplifiers. The 
amplified d.c. signals are then routed to their 
associated relay coils. A 700 Hz input signal to 
the frequency discriminator filter causes the 
receive relay to close the teletype d.c. loop; a 
500 Hz input signal causes the relay to open the 


loop. Thus, corresponding mark and space 
signals are developed in the teletype loop 
circuit, 
REC LOOP 
LEVEL CURR. 
ra 
“TTY 
MONITOR 
POWER” “hy, 
LIGHT j a eee 
POWER REC METER CONTROL i oa 
SWITCH BIAS SWITCH SWITCH 
1.240 
Figure 5-29.—Teletype terminal equipment 
(AN/SGC-1A). 
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Figure 5-30.—Block diagram of tone converter. 


In sending, the mark and space signals in 
the d.c. loop cause the send relay toapply either 
a d.c. voltage or no d.c, voltage to the two-tone 
oscillator. A mark signal causes the oscillator 
to operate at 700 Hz; a space signal causes it to 
operate at 500 Hz. 

The output of the oscillator passes througha 
level-controlling potentiometer (not shown in the 
diagram) to the amplifier stage. The output of 
the amplifier passes through a bandpass filter 
to the ship’s radio transmitter. 

The control switch is used to change from one 
operating condition to another or to permit the 
accomplishment of specific operating or main- 
tenance functions, If it is desired to prevent the 
sending of a message by the teletypewriter, the 
control switch may be turned to REC/STDY. 
Thus, the equipment cannot change to the trans- 
mit condition even though the teletypewriter is 
operated, but it can receive messages or remain 
in the standby condition, 

In carrying on communications, the equip- 
ment should not be operated with the control 
switch turned to TRS because the equipment is 
then locked in the transmit condition, In this 
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condition, it cannot receive any message until 
released by turning the control. switch to one of 
the other two operating positions. 

Usually, for half-duplex communication, this 
switch is set at the AUTO position. In auto con- 
dition, operators at two or more stations having 
this equipment can engage in full communication, 
After a station has completed sending its mes- 
sage, it is ready for reception of any return 
message after an automatic three-second time 
delay. When the switch is in the AUTO position, 
the tone converter may be in one ofthree condi- 
tions: receiving, transmitting, or standby, When 
it is in the standby condition, the receptionof an 
incoming mark tone causes the control circuit to 
change to the receiving condition, Following the 
end of the incoming message, the internal cir- 
cuits of the equipment shift back to the standby 
condition, When it is in this condition, the 
operation of the local teletypewriter causes the 
circuit to change from standby to the transmit 
condition, After the last letter of the message 
is sent, there is a time delay of about three 
seconds, and then the internal equipment cir- 
cuits shift back to the standby condition. The 


Chapter 5—INTRODUCTION TO COMMUNICATION SYSTEMS 


interlocking functions prevent the equipment 
from shifting directly from transmit to receive, 
or vice versa. Thus, an incoming signal will not 
interrupt an output signal, nor will keying the 
local teletypewriter, when receiving, cause the 
circuit to shift to the transmit condition. The 
control circuits also, when shifted to transmit 
condition, cause the control contacts of the trans- 
mit control relay to the radio transmitter to 
close, thereby placing the transmitter carrier 
on the air. 

After a station has sent its message, it is 
ready for reception of any return message fol- 
lowing an automatic three-second time delay. 
Because of the small time delay inherent in the 
operation 'of the control circuits of the local and 
distant terminals, the first character trans- 
mitted is usually lost. Therefore, the first 
character typed should be the “‘letters’’ key. 


MULTIPLEX SYSTEMS 


The number of communication circuits in 
operation throughout any given area is increas- 
ing constantly; as a result, the radio frequency 
spectrum is rapidly becoming saturated to such 
an extent that radio frequencies are not readily 
available for the establishment of new circuits. 
These required increases have been met inpart 
by conversion of teletypewriter operation to 100 
WPM and are being met still further by con- 
version to multiplex systems. 

The primary purpose of a multiplex system 
is to increase the message-handling capacity 
of teletypewriter channels and the transmitters 
and receivers associated with them. This is ac- 
complished by the simultaneous transmission of 
several messages over acommon channel, 

Multiplexing can be accomplished by two me- 
thods; Time - division and frequency - division. 
Time-division multiplexing divides the time dur- 
ationof a standard start-stop signal into a num- 
ber of equal intervals and allots each interval 
to a separate teletypewriter circuit. Frequency 
division multiplexing uses a number of tone cha- 
nnels slightly displaced in frequency. The tones 
are separated from each other at the receiving 
point by filters. Of the two methods, the Navy 
uses mostly frequency-division, Multiplexing e- 
quipment (the AN/UCC-1)is discussed in Chap- 
ter 7 of this manual. 


SATELLITE COMMUNICATION SYSTEMS 


A satellite communication system uses earth 
orbiting vehicles (satellites) to relay radio 


transmissions. Communication satellites are of 
two types—passive and active. A passive satel- 
lite merely reflects radio signals back to earth; 
whereas an active satellite amplifies received 
signals and retransmits them back to earth. 
This increases the signal strength at the re- 
ceiving terminal compared to that available from 
a passive satellite. For this reason, ground 
transmitters need less power and smaller an- 
tennas. 

The basic design of a satellite communica- 
tion system depends to a large degree upon the 
satellite orbit. An orbit is identified by its shape 
and the inclination of its orbital plane in relation 
to the earth’s equatorial plane. In general terms, 
an orbit is either elliptical or circular, and its 
inclination is classified as inclined, polar, or 
equatorial, A special type of orbit used in satel- 
lite communications is the synchronous orbit. A 
satellite in a circular orbit at a height of ap- 
proximately 19,300 nautical miles above the 


~. earth is in synchronous orbit. At this altitude, 


the satellite’s. period of rotation is 24 hours 
(the same as the earth’s); thus, the satellite 
orbits in synchronism with the earth’s rotation, 
Satellites in this type of orbit appear to hover 
motionlessly in the sky. 

A typical satellite communication system 
involves an active satellite with a communica- 
tion transmitter and receiver installed, and two 
earth, shipboard, or aircraft terminals equipped 
to transmit signals to, andreceive signals from, 
the satellite (fig. 5-31). One earth, shipboard, or 
aircraft terminal transmits to the satellite ona 
frequency referred to as the “‘up-link’’ fre- 
quency. The satellite receives, amplifies, and 
translates the signal to the ‘‘down-link’’ fre- 
quency and transmits it back to earth where it 
is received by the receiving terminal. 


ADVANTAGES 


Satellite communications relieve the crowded 
HF spectrum for long range communications, 
Frequencies in the UHF band or above are con- 
sidered to be ‘‘line-of-sight’’ frequencies. How- 
ever, if a satellite is substituted for the iono- 
sphere to either reflect signals back to earthor 
amplify and transmit them, frequencies higher 
than those in the HF band may be utilized, 
Longer ranges are available, depending upon the 
height of the satellite, and greater reliability is 
attained as satellite communication frequencies 
are not dependent upon the ionosphere and are 
affected only slightly by atmospheric conditions, 
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Figure 5-31.—Satellite communications. 


Destruction of an orbiting satellite is pos- 
sible by rocketry; however, destruction of a 
Single satellite would be too difficult and ex- 
pensive for the tactical advantage gained. Fur- 
ther, it would be extremely difficult to destroy 
an entire multiple-satellite system, such as the 
26 random orbit system in use by the Defense 
Satellite Communication System. A high degree 
of invulnerability to jamming is also afforded the 
Satellite communication system by the highly 
directional antennas and wide bandwidths used. 

In addition, as most satellite communications 
terminals are transportable, satellite communi- 
cation systems are more flexible than conven- 
tional systems, 


LIMITATIONS 


Limitations of a satellite communications 
system are determined by the satellite’s tech- 
nical characteristics and orbital parameters, 
Active communication satellites are limited by 
Satellite transmitter power and, to a lesser 
extent, receiver sensitivity. 
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The availability of a satellite to act as a 
relay station between two communication ter-— 
minals depends upon the locations of the termi- 
nals.and the orbital parameters of the satellite. 
All satellites, except those in synchronous 
orbit, will be in view of any given pair of ter- 
minals only part of the time. In addition, with 
the present military satellite communication 
system, only two terminals can use a satellite 
at one time; thus, satellite scheduling is neces- 
sary. 


EARTH TERMINALS 


Satellite communication earth terminals gen- 
erally include a single large antenna, a powerful 
transmitter, a highly sensitive receiver, multi- 
plex equipment, modulating-demodulating equip- 
ment, and telemetry equipment. The antennas 
are highly directional, high gain antennas ca- 
pable of transmitting and receiving signals 
simultaneously, 
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There are three types of earth terminals 
currently in use in the Defense Satellite Com- 
munication System, They are the AN/FSC-9, 
AN/MSC-46, and AN/TSC-54, The AN/FSC-9 is 
a fixed terminal that uses a parabolic antenna 
60 feet in diameter, The transmitter output 
power is variable from 10 watts to 20 kilowatts. 


The AN/MSC-46 is a transportable terminal . 


using a parabolic antenna 40 feet in diameter 
with a transmitter output power from 100 watts 
to 10 kilowatts. The AN/TSC-54 is a highly 
transportable terminal which uses a cluster of 
four parabolic antennas, each 10 feet in diam- 
eter. The output power is variable from zero to 
5 kilowatts, : 


SHIPBOARD TERMINALS 


Shipboard satellite communication terminals 
include the AN/SSC-2, AN/SSC-3, and AN/ 
WSC-1. The AN/SSC-2 has a 6-foot parabolic 
antenna and was designed for use with synchron- 
ous orbiting satellites, The AN/SSC-3 (fig. 5-32) 
was designed for use with the Defense Satellite 
Communication System. The AN/WSC-1 (the 
latest shipboard satellite communication termi- 
nal) is discussed later in this training manual. 


FACSIMILE SYSTEMS 


Facsimile (FAX) is a method for transmit- 
ting still images over an electrical communica- 
tion system. The images, called pictures or copy 
in facsimile terminology, may be weather maps, 
photographs, sketches, typewritten or printed 
text, or handwriting. The still image serving as 
the facsimile copy or picture cannot be trans- 
mitted instantly in its entirety. Three distinct 
operations are performed. These are (1) scan- 
ning, (2) transmitting, and (3) recording or re- 
ceiving. 

The scanning operation consists. of sub- 
dividing the picture in an orderly manner into 
a large number of elemental segments. This 
process is accomplished in the facsimile trans- 
mitter by a scanning drum and phototube ar- 
rangement. , 

The picture to be transmitted is mounted 
on a cylindrical scanning drum, which rotates 
at a constant speed and at the same time moves 
longitudinally along a shaft. Light from an ex- 
citer lamp illuminates a small segment of the 
moving picture and is reflected by the picture: 
through an aperture to a phototube. During the 
transmission of a complete picture, the light 
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* 50.185 
Figure 5-32,—Shipboard Satellite 
Communication Terminal (AN/SCC-3). 


traverses every segment of the picture as the 
drum slowly spirals past the fixed lighted area, 

At any instant, the amount of light reflected 
back to the phototube is a measure of the light- 
ness or darkness of the tiny segment of the 
picture that is being scanned, The phototube 
transforms the varying amounts of light into 
varying electrical signals, which, in turn, are 
used to amplitude modulate the constant fre- 
quency output of a local oscillator. Then, the 
modulated signal is amplified and sent to the 
radio circuits, 
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Figure 5-33.—Facsimile system simplified block diagram. 


Electrical signals received by the facsimile 
receiver are amplified and serve to actuate a 
recording mechanism that makes a permanent 
recording (segment by segment) on recording 
paper. The paper is attached to a receiver 
drum similar to the one in the facsimile trans- 
mitter, The receiver drum rotates synchron- 
ously with the transmitter drum. This action 
continues until the original picture is repro- 
duced in its entirety. The recording mechanism 
may reproduce photographically with a modu- 
lated light source shining on photographic paper 
or film, or it may reproduce directly by burning 
a white protective coating from specially pre- 
pared black recording paper. 

Synchronization is obtained by driving both 
receiving and transmitting drums with syn- 
chronous motors operating at exactly the same 
speed. 

Framing (orienting) the receiver drum with 
respect to the transmitter drum is accomplished 
by transmitting a series of phasing pulses just 


before a picture transmission is to begin. The 
pulses operate a clutch mechanism that starts 
the scanning drum in the receiver so that it is 
phased properly with respect to the trans- 
mitter,. 

The equipment necessary for radio fac- 
simile operation and its relationship to other 
units in. the various receiving and transmitting 
systems are illustrated by the block diagram in 
figure 5-33. As shown in part A of the figure, 
the receiving system consists of a standard 
radio receiver, a frequency shift converter, and 
a facsimile recorder. Part Bshows two systems 
for transmitting facsimile signals. One, the 
upper row of blocks, is for long-range, carrier 
frequency shift transmission and consists of a 
facsimile transceiver, a keyer adapter, a fre- 
quency shift keyer, and a CW transmitter. The 
other, the lower row of blocks, is for short- 
range, audio-frequency shift transmission and 
employs a facsimile transceiver, a radio modu- 
lator, and an AM transmitter. 
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CHAPTER 6 


CW AND VOICE COMMUNICATION SYSTEMS 


CW and voice communication systems are 
discussed in chapter 5 of this manual. The pur- 
pose of this chapter is to describe some of the 
representative antennas, multicouplers, trans- 
mitters, and receivers used with these systems. 


ANTENNAS 


Antenna theory and basic antennas are dis- 
cussed in Basic Electronics, Vol, 1, NAVPERS 
10087-C, This section describes some of the 
common types of antennas used with shipboard 
communication systems. 


WIRE ANTENNAS 


A wire antenna consists of a wire rope sus- 
pended either vertically or horizontally from a 
yardarm or the mast itself to outriggers, to 
another mast, or to the superstructure. A sim- 
plified diagram of a shipboard wire antenna is 
shown in figure 6-1. 

Single wire antennas are not used aboard 
ship as extensively as they have been used in 
the past. They have, to a large extent, been 
replaced by whip, dipole, and other antenna 
assemblies. In some installations, wire antennas 
are used only in emergencies. 

Because of the frequency range in which these 
antennas are used, the portion of the ship’s 
structure used to support the wire and other 
nearby structures are an electrically integral 
part of the wire antenna, Therefore wire anten- 
nas are usually designed for a particular ship 
or installation. 

Wire rope used for transmitting will nor- 
mally be without insulation, while receiving 
antenna wire rope will have a Vinylite insulating 
jacket (as will transceiving wire antennas) to 
reduce interference from precipitation static. 
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WHIP ANTENNAS 


Because whip antennas are essentially self- 
supporting, they may be installed in many loca- 
tions aboard ship where space is at a premium, 
and locations are unsuitable for other antenna 
types. They may be deck mounted or mounted 
on brackets on the stacks or superstructure. 

Whip antennas that are to be used for receiv- 
ing only are mounted as far away from the 
transmitting antennas as possible so that a 
minimum of energy from the local transmitters 
will be picked up. 

One type of whip antenna commonly used 
aboard ship is constructed with 7-foot sections 
of aluminum rod, The lower rod is 3 inches in 
diameter and the whip tapers to a diameter of 
1 inch at the upper section. (Fiberglass Whips 
are replacing the aluminum whips in some in- 
stallations.) Some whips may be trussed with 
wire rope (which increases the frequency band- 
width) resulting in better performance (fig. 6-2). 
The recommended method for mounting a receiv- 
ing whip antenna up to 35 feet in length is 
shown in figure 6-3. Whip antennas over 35 feet 
are mounted on a plate supported by three or 
four insulators (fig. 6-4) for greater strength. 
Small whip antennas have been mounted horizon- 
tally on yardarms or masts in some installations 
for use as low-frequency probe antennas. Such 
antennas usually come supplied with a line 
termination box (fig. 6-5) which normally is 
mounted to the ship’s structure. Some applica- 
tions use two whips connected as a single anten- 
na for better electrical performance. 

If the antennas are less than 25 feet apart, 
they are usually connected with a crossbar 
(fig. 6-6) which is the feedpoint at its center. If 
the antennas are a considerable distance apart 
or for some other reason a direct connection is 
not practical, transmission line termination is 
used. Referring to figure 6-7, the transmission 
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Figure 6-1.—Wire rope antenna, 


lines (of equal length) are fed to a tee, which is 
the assembly feed point. Each whip is usually 
matched individually to the transmission line by 
antenna base matching networks. Wire rope is 
used in place of the whips in some installations. 

On aircraft carriers and missile ships, a 
method of tilting the whip antenna (fig. 6-8) is 
employed for those installed along the edges of 
the flight deck, or in the missile firing zone. 

The tilting mounts may be mechanically or 
hydraulically operated. Mechanically operated 
mounts have a counterweight at the base of the 
antenna heavy enough to nearly balance the anten- 
na in any position. The antenna may be locked 
in either a vertical or horizontal position by 
positive locking devices in both the operating 
and stowed positions. 


BROADBAND ANTENNAS 


Broadband antennas for use in the HF and 
the UHF bands have been developed for use with 
antenna multicouplers. To be used with a multi- 
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coupler, the antenna must be capable of handling 
simultaneous transmission from several trans- 
mitters without excessive loss of power in the 
multicoupler equipment, The antenna must 
therefore function satisfactorily over a rela- 
tively wide band of frequencies. 

The effectiveness of a given antenna depends 
largely on impedance matching. If a good im- 
pedance match exists between the transmission 
line and the antenna throughout the operating 
band of frequencies, efficiency and power trans- 
fer is improved. 

One type of broadband antenna, called a fan, 
is shown in figure 6-9. Effectively, this is a 
V-shaped plane radiator, Physically, it is com- 
posed of five wires cut for one-quarter wave- 
length at the lowest frequency to be used, The 
wires are fanned 30° between adjacent wires. 
On small ships, the fan antenna may consist of 
only three or four wires. Ships may have two 
fan antennas, one a vertical fan and the other a 
horizontal fan antenna. 
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67,218 
Figure 6-2.—Trussed whip antenna. 


UHF ANTENNAS 


A large variety of UHF antennas have been 
developed for shipboard use. Two of. these 
antennas are shown in figure 6-10. They are 
used for transmitting or receiving vertically 
polarized waves in the 220 to 400 MHz range. 

The VSWR of the left antenna (fig. 6-10A) 
is less than 2,1 to 1 over the desired frequency 
range; however, the antenna may be used over 
a wider frequency range with only a nominal 
decrease in efficiency. : 

The radiation pattern is similar to that of a 
dipole. However, the pattern may be affected by 
the external supporting structure and the prox- 
imity of metallic masses. (Radiation patterns 
are discussed in Basic Electronics, Vol. 1, 
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NAVPERS 10087-C, chapter 29.) The nominal 
input impedance is 52 ohms; however the actual 
input impedance is a function of frequency. 

The vertical portion of the antenna forms 
the radiating element and is made up essentially 
of an inner and outer coaxial line, the two lines 
being concentric. Two aluminum tubes, (A), 
welded to the outer antenna sections serve as 
both the outer conductor of the inner coaxial 
line and the inner conductor of the outer coaxial 
line. The tie rod is the inner conductor of the 
inner coaxial line, An insulated gap is formed 
in each of the outermost conductors by the spacer 
insulators, 

Another UHF antenna, shown in figure 6-10B 
has a VSWR of less than 1.9 to 1 over the de- 
signed frequency range. This antenna also may 
be operated over a wider frequency range with 
only a nominal decrease in efficiency. The radia- 
tion pattern of this antenna is similar to that of 
a dipole, and the nominal input impedance is 
52 ohms. However, the actual input impedance 
is a function of frequency. 

The lower antenna section acts as part of the 
radiating portion and also houses the coaxial 
feedline. The inner conductor of the feedline is 
connected to the tie rod, one end of which is 
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Figure 6-3.—Method of mounting whip... 
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67.219 
Figure 6-4,—Method of mounting whip 
antenna over 35 feet. 


attached to the upper antenna section and the 
other of which is attached to the base of the 
lower antenna section. The lower portion of the 
tie rod is encircled by a tuning stub, which is 
closed and threaded at the top end and open at 
the bottom end, except for the supporting in- 
sulator. By rotating the stub on the threads, the 
input impedance of the antenna may be varied. 


67.220 
Figure 6-5.—Small whip antenna with 
line termination box. 
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Another UHF antenna is shown in figure 6-11. 
This type is covered with a polyester fiberglass 
radome which provides a rugged, weatherproof 
covering for both the transmission line and the 
antenna without interfering with radiation. 

The transmission line is internal and con- 
sists of a circular inner conductor and asquare 
outer conducter. It is designed to match the 
50-ohm impedance of the external transmission 
line. 
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Figure 6-6.—Twin whip antennas with 
crossbar terminations, 


The antenna is a colinear array of two cylin- 
drical, parallel-fed, dipole elements, The non- 
resonant dipoles provide broadband coverage and 
an omni-directional horizontal radiation pattern. 
The lower half power point of the vertically 
polarized propagation falls on or below the 
horizon. The required pattern tilt is achieved 
by feeding the dipoles so that the upper dipole 
lags the lower dipole in phase by afew degrees. 


MATCHING NETWORKS 


An antenna matching network consists of one 
or more parts such as coils, capacitors, and 
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Figure 6-7,.—Twin whip antennas with coaxial termination. 


lengths of transmission line connected in series 
or parallel with the transmission line to reduce 
the standing wave ratio on the line. Matching 
networks are usually adjusted upon installation 
and require no further adjustment for proper 
operation. Figure 6-12 shows a matching net- 
work outside of the antenna feedbox with a 
sample matching network schematic. 

Matching networks can also be built with 
variable components so that they can be used 
for impedance matching over a band of fre- 
quencies. These networks are called antenna 
tuners, 

Antenna tuners are usually adjusted auto- 
matically or manually each time the operating 
frequency is changed. Standard tuners are made 
with integral enclosures so that installation con- 
sists simply of mounting the tuner, assembling 
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67.222 


the connections with the antenna and trans- 
mission line, and pressurizing if required. 
Access must be provided to the pressure gauge, 
and pressurizing and purging connections. 


ANTENNA DISTRIBUTION SYSTEMS 


Receiving antenna distribution systems 
operate at low power levels and so are readily 
adaptable to a standard modular construction 
form, A basic patch panel is shown in figure 
6-13. Even the most basic distribution system 
would have several antenna transmission lines 
and several receivers. The patch panel would 
consist of two of the basic patch panels shown 
in figure 6-13 mounted in a standard 19-inch 
rack. One panel would terminate the antenna 
transmission lines and the other the lines leading 
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Figure 6-8.—Tilting whip antenna, 


to the receivers. Thus any antenna could be 
patched to any receiver via patch cords. 

Many distribution systems will be more 
complex. A complex distribution system to cover 
most situations is illustrated in figure 6-14, In 
this system, four antennas can be patched to four 
receivers, or one antenna can be patched to 
more than one receiver via the multicouplers 
(multicouplers are covered later inthe chapter). 
There are also provisions for patching RF and 
audio from one compartment to another. A 
frequency standard is connected (through a dis- 
tribution amplifier not shown) to the receivers. 

Transmitting antenna distribution systems 
perform the same functions as receiving sys- 
tems. However, because of the range in power 
levels, design and fabrication problems are more 
difficult. The ideal design would be to have all 
the transmission lines designed for the highest 
power levei, But, because of cost and the fact 
that high power patch cords are large and difficult 
to handle, this approach is seldom followed. 

In practice, a patch panel similar to the one 
shown for receiving systems is practical for 
power levels of 2 kw or less. One type of trans- 
mitter patch panel is shown in figure 6-15. 

Transmitting patch panels are interlocked 
with the transmitter so that no open jack con- 
nection can be energized and no engergized 
patch cord can be removed. This provides for 
both personnel and equipment safety. 


MULTICOUPLERS 
Shipboard radio communications systems 
have certain restraints or requirements imposed 


on them because of their operational and physical 
environments. Principally, these are the limited 
space available for antennas and the simultane- 
ous transmission on a number of channels at 
relatively high power levels with limited fre- 
quency separation. These conditions can result 
in unacceptable interchannel interference be- 
cause of coupling between antennas, spurious 
emissions from transmitters, and limited input 
RF signal strength of the receivers. 

Antenna couplers and multicouplers are used 
to improve the operational performance and 
function of shipboard radio communications sys- 
tems. Antenna couplers and multicouplers pro- 
vide an efficient coupling path between each 
transmitter and antenna or each transmitter 
and a common antenna, isolation between trans- 
mitters, filtering of harmonic and spurious 
transmitter output, rejection of local transmitter 
signals, impedance matching of the antenna to 
the transmitter or receiver, protection of re- 
ceiver input circuits from high RF voltages, and 
reduction of spurious radiation from receivers. 


HF MULTICOUPLERS 


Most of the multicouplers for the HF range 
are designed for use with either transmitters 
or receivers, although there are some which 
are used with both. Because of the large size of 
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Figure 6-10.—UHF antennas, 


antennas (particularly in the 2 to 12 MHz range) 
the number of channels in HF multicouplers is 
usually made as large as practical. 


Antenna Coupler Groups 
AN/SRA-56, 57, & 58 


Antenna Coupler Groups AN/SRA-56, -57, 
and -58 are designed primarily for shipboard 
use, Each coupler group permits several trans- 
mitters to operate simultaneously into a single, 
associated, broadband antenna, thus reducing the 
total number of antennas required in the limited 
space aboard ship. 
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These antenna coupler groups provide a 
coupling path of prescribed efficiency between 
each transmitter and the associated antenna, 
They also provide isolation between transmit- 
ters, tunable bandpass filters to suppress har- 
monic and spurious transmitter outputs, and 
matching networks to reduce antenna imped- 
ances, 


GENERAL DESCRIPTION.—The three an- 
tenna coupler groups are similar in appearance 
and function. They differ in frequency ranges 
and the capability of providing four-channel or 
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eight-channel configurations. Antenna Coupler 
Group AN/SRA-56 operates in the frequency 
wees range from 2 to 6 MHz, The AN/SRA-57, oper- 
DIPOLE ates from 4 to 12 MHz, and the AN/SRA-58, 


FIBERGLASS 


RADOME ELEMENT operates in the 10 to 30 MHz range. Antenna 
Coupler Groups AN/SRA-56 or -57 can each be 

LOWER ANTENNA operated alone in a four-channel configuration, 

4 aly or two of the same antenna coupler groups can 


ii be combined by means of an impedance match- 
|| 7" TRANSMISSION ing network to form an eight-channel configura- 
am BING tion. Antenna Coupler Group AN/SRA-58 can be 
x2 used in a four-channel configuration only. 

A single antenna coupler group consists of 

four antenna couplers (channels), builtas drawer 

109.44 assemblies and installed in an electrical equip- 
Figure 6-11.—Mast covered UHF antenna, ment cabinet, and a power supply installed in 
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Figure 6-12.—Matching network. 
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Figure 6-13.—Receiver patch panel. 


the bottom position of the cabinet (fig. 6-16). 
The antenna coupler groups are modular in de- 
sign. All antenna coupler drawers are inter- 
changeable within the same antenna coupler 
group. The power supply assemblies and many 
of the subassemblies and components in the 
equipment cabinets and in the antenna coupler 
drawers are interchangeable within all three 
coupler groups. Each antenna coupler group is 
a self-contained unit having all required RF cir- 
cuits, operational controls, monitoring, control, 
and protective circuits, and power distribution 
and supply circuits housed within the electrical 
equipment cabinet, 

Each antenna coupler group or eight-channel 
configuration operates with a separate broadband 
antenna having a maximum VSWR of 3-to-1 over 
the nominal frequency range of the associated 
antenna coupler group. The antenna coupler 
groups can operate with transmitters having 
power outputs as high as 1 kilowatt average and 
2 kilowatts peak envelope power for each chan- 
nel, and as low as 500 watts average per chan- 
nel, Any individual coupler within a coupler 
group may be operated at any frequency within 
its tuning range, provided that it does not oper- 
ate within 5% of the frequency occupied by an- 
other coupler within the same group. 

Each antenna coupler contains monitoring, 
control, and protective circuits that provide and 
enforce sequential tuning and operation. The 
power supply panel in each coupler group con- 
tains a fused circuit that provides a.c. to oper- 
ate the cooling air fans in each antenna coupler 
to remove the heat generated during tuning and 
operation, a power supply that provides d.c. to 
Operate the control and protective circuits, and 
a sonic generator that provides an audible alarm 
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to warn the operator of a loss of air flow within 
an antenna coupler. 

FUNCTIONAL DESCRIPTION.—An overall 
functional block diagram of Antenna Coupler 
Groups AN/SRA-56, -57 and -58 is shown in 
figure 6-17 (foldin) at the end of this chapter. 
Each coupler group cabinet contains four chan- 
nels that enable four 1-kw (average) transmit- 
ters to operate simultaneously into a common 
broadband antenna, The circuits that form these 
four channels and the auxiliary circuits re- 
quired to operate the channels are physically 
contained in a single equipment cabinet that 
houses one complete coupler group. Two AN/ 
SRA-56 or AN/SRA-57 coupler groups can be 
combined into an eight-channel configuration 
using a separate impedance matching network. 

The RF signals from an individual trans- 
mitter through a coupler group into an antenna 
are processed in the following manner. RF 
power from transmitter 1 (fig. 6-17, foldin 
end of chapter) enters the coupler group through 
operate reflectometer 1A6A2 and is fed to RF 
relay assembly 1A6A7, During the tuning pro- 
cedure for the associated antenna coupler (1A1), 
vacuum relays in the RF relay assembly are 
activated, and the RF signal path is switched 
through power attenuator 1A6A1 and tune re- 
flectometer 1A6A6. The attenuated RF is fed to 
RF circuitry in antenna coupler 1A1 where it is 
used to tune the antenna coupler before the full 
power is switched by the RF relays and applied 
directly to the antenna coupler input during 
regular operation. The operate and tune re- 
flectometers sample the RF power and provide 
signal outputs to the monitoring and control 
circuits during tuning and operation of the 
antenna coupler. 
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Figure 6-14.—Complex distribution system. 


From the RF relay assembly, either the at- 
tenuated RF used in tuning, or the full power RF 
used in regular operation, is applied to a highly 
selective bandpass filter in antenna coupler 1Al 
through electronic Q control assembly 1A1A4. 
The processed RF output from the bandpass 
filter is inductively coupled to the combiner by 
means of an output coupling link 1A6L1 whichis 
physically moved in and out of the output 
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resonator. to load the antenna coupler during 
the final tuning step and operation. 

The RF voltages present on the input and 
output resonators are sampled to provide ad- 
ditional signal inputs to the monitoring and 
control circuits of the antenna coupler during 
tuning and operation. The RF circuits, opera- 
tional controls, monitoring, and control circuits 
provide a means of tuning the antenna coupler 
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70.27 
Figure 6-15.—Transmitting antenna patch panel. 


in the required sequence, operating the antenna 
coupler in an established manner, and protect- 
ing the antenna coupler and its associated trans- 
mitter if a malfunction should occur, 

In the combiner, the RF output from channel 
1 is matched and combined with the RF outputs 
from the other three channels in the coupler 
group cabinet. The RF output of the combiner 
is fed via coaxial transmission line to the an- 
tenna, or directly to an impedance matching 
network when two coupler group cabinets are 
used in an eight-channel configuration (AN/ 
SRA-56 and AN/SRA-57 only). The impedance 
matching network operates in a manner similar 
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120,11-56-58 
Figure 6-16,—Antenna coupler group 
AN/SRA-56, AN/SRA-57, or AN/SRA-58. 


to the combiner to match and ‘combine the RF 
outputs from the two coupler groups. The RF 
output from the impedance matching network is 
then delivered to the antenna via coaxial trans- 
mission line. ere 

The power distribution and supply circuits 
located on the power supply panel 1A5 provide 
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to each antenna coupler (1) a.c. to operate the 
cooling fans which remove the heat generated 
during operation and (2) d.c. to operate the con- 
trol and protective circuits. The power supply 
panel also contains an audible alarm to warn the 
operator of a loss-of-air flow within any of the 
antenna couplers, 


Antenna Coupler Group 
AN/SRA-34A (V) 


Antenna Coupler Group AN/SRA-34A (V) is 
a variable group of antenna couplers, associated 
adapters, and switching units. The major units 
of the group are antenna coupler group OA- 
4794A, coupler adapter MX-4845A, transmitter 
adapter MX-4847B, remote switching control 
C-4787, and RF switching group including elec- 
trical equipment cabinet CY-4033 and RF switch- 
ing units SA-1070 as shown in figure 6-18. Each 
of these major units is shown in figure 6-18 as a 
functional section of the AN/SRA-34A (V); how- 
ever, the quantity of each major unit supplied 
for a particular AN/SRA-34A(V) system will 
vary depending upon individual installation re- 
quirements. For example, a specific installation 
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may require several MX-4845A equipments and 
may not include an MX-4847B unit. 

The AN/SRA-34A (V) units have one primary 
feature in common, All are intended for use in 
a diplex system of antenna coupler control. (A 
diplex system permits two RF signals to operate 
on the same transmission line simultaneously.) 


FUNCTION OF MAJOR UNITS,—Antenna 
Coupler Group OA-4794A/SRA-34 (V) provides 
antenna coupling between HF receivers and/or 
transmitters utilizing diplex control, and ship- 
board antennas that cover the 2.000- to 5.999- 
MHz frequency range. The OA-4794A/SRA-34 
(V) consists of Electrical Equipment Cabinet 
CY-4032A/SRA-34 (V) and four Antenna Coupler 
CU-1169/SRC-16 units. The OA-4794A/SRA-34 
(V) is capable of accepting up to four RF input 
channels, Channel spacing is dependent on the 
particular receiver and/or transmitter in use. 
The RF power handling capability of each channel 
is 5 kw peak envelope power, and 2.5 kw average, 
The CY-4032A/SRA-34 (V) contains a water- 
cooled heat exchanger which permits internal 
closed-cycle air cooling. for the CU-1169/ 
SRC-16 units. 
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Figure 6-18.—Antenna coupler group AN/SRA-34A(V) functional block diagram. 
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Coupler Adapter MX-4845A/SRA-34 (V) 
adapts the control circuits of various antenna 
couplers to the diplex antenna coupler control 
system. Compatibility with the AN/SRA-13 
through AN/SRA-16, AN/SRA-22, AN/SRA-56 
through AN/SRA-58, and AN/URA-38 may be 
achieved by use of one of the jumper plug as- 
semblies supplied with the MX-4845A/SRA- 
34(V). The only connection required between the 
MX-4845A/SRA-34 (VW) and the RF switching 
group is the RF transmission line. 

Transmitter Adapter MX-4847B/SRA-34 (V) 
adapts the control circuits of various radio 
transmitters to the diplex antenna coupler con- 
trol system. Compatibility with the AN/WRT-2, 
AN/URC-32, AN/SRT-~15, or the AN/URT-23 is 
achieved by use. of one of the jumper plug as- 
semblies supplied with the MX-4847B/SRA-34 
(V). The only connection required between MX- 
4847B/SRA-34 (V) and the RF switching group is 
the RF transmission line, 

The RF switching group functions as an RF 
switching matrix between radio transmitters, 
and/or receivers and antenna couplers employ- 
ing diplex control. Electrical Equipment Cabinet 
CY-4033/SRA-34 (V) contains provisions for 
one to four RF Switching Units SA-1070/SRA- 
34 (V). A maximum of 20 RF sources may be 
connected to a maximum of 25 loads ona 1-for- 
1 basis. One RF switching unit is required for 
every five RF sources. The RF switching group 
may be controlled locally (manually) or re- 
motely. Remote control requires the use of one 
or more Remote Switching Control C-4787/ 
SRA-34 (V) units. The CY-4033/SRA-34 (V) 
contains a water-cooled heat exchanger which 
permits internal closed-cycle air cooling. 

The remote switching control C-4787/SRA- 
34(V) is a remote control unit for the RF 
switching group. It may be located upto 900 feet 
from the CY-4033/SRA-34 (V). One SA-1070/ 
SRA-34 (V) is controlled by each remote switch- 
ing control unit. Each SA-1070/SRA-34 (V) 
requires a C-4787/SRA-34 (V) for remote con- 
trol operation. 


ANTENNA COUPLER GROUP OA-4794A, — 
Antenna coupler group OA-4794 consists of four 
antenna couplers CU-1169/SRC-16 mounted in 
electrical equipment cabinet CY -4032A as stated 
previously. This coupler group (fig. 6-19) may 
be used with an automatic receiver-transmitter 
such as Radio Set AN/SRC-23A (V), or with 
manual equipment and the appropriate adapter. 
Each of the antenna couplers mounted in 
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Electrical Equipment Cabinet CY-4032A/SRA- 
34 (V) has its own RF input, but all four are 
connected to a common antenna, The antenna 
coupler bandpass permits RF output from any 
one, or up to eight, of the antenna couplers to 
a common antenna, (Outputs from two adjacent 
antenna coupler groups operating in the same 
frequency band may be connected together.) If 
more than one transmitter is transmitting at the 
same time, the frequencies must differ by at 
least 5 percent. 

The necessary control information is trans- 
ferred between the transmitter-receiver and the 
antenna coupler by.a sequence of low-power 
pulses diplexed on the RF line. Since there are 
four antenna couplers involved, each requires 
its own control,circuits. Each antenna coupler, 
therefore, has its own diplexsubassemblies that 
consist of.a low-pass filter assembly, a coupler 
electronic gate, and an electronic digital counter, 
In addition to the diplex subassemblies, a pair of 
antenna couplers shares a sequentialtimer card 
and a power supply module. The four antenna cou- 
plers share a common thermal alarm control. 

The circuits of Electrical Equipment Cabinet 
and the four antenna couplers are cooled by an 
internal closed-cycle cooling system employing 
a water - cooled heat exchanger. In the event of ex- 
cessive temperatures, alarm signals are generat- 
edthat light the alarm indicators onthe lower panel 
of the electrical equipment cabinet (fig. 6-19). 

Each of the four. antenna couplers requires 
its own diplex circuits for operation. These cir- 
cuits include a low-pass filter, an electronic 
digital counter, a coupl®r electronic gate, one 
circuit of a sequential timer, and an input to the 
thermal alarm control as shown by the functional 
block diagram in figure 6-20. 

Control information is transferred by a 
sequence of low-power pulses diplexed on the 
RF line. This sequence of pulses is repeated 
continuously as long as the equipment is ener- 
gized. The first pulse is asynchronization pulse 
and is twice the duration of the remaining 
pulses. This pulse is detected in the coupler 
electronic gate, and the information is used to 
reset flip-flops in the electronic digital counter. 
Each of seven control pulses is preceded by a 
clock pulse. The clock pulse is detected in the 
coupler electronic gate, and this information 
steps flip-flops in the electronic digital counter 
to provide the proper enable pulses. The control 
pulses carry binary information; that is, they 
are each either on or off, indicating, for example, 
operate or standby. 
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Figure 6-19.—Antenna coupler group OA-4794A/SRA-34(V). 


The coupler electronic gate has circuits for 
detecting. and generating the various. control 
pulses, The synchronizing pulse is detected, and 
the sync output is sent to the electronic digital 
counter to reset the flip-flops. The clock pulses 
are detected and sent to the electronic digital 
counter to trigger the flip-flops. The control 
pulses from the transmitter-receiver are de- 
tected and ANDed with enable pulses to control 
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the antenna coupler. The control signals from 
the antenna couplers are ANDed with the enable 
pulses from the electronic digital counter and 
then applied to the RF line to control the trans- 
mitter-receiver, 

The sequential timer card contains two 
identical circuits, Each antenna coupler uses 
one circuit; therefore, two antennas couplers 
share the same card, If a coupler is receiver 


Chapter 6—CW AND VOICE COMMUNICATION SYSTEMS 


ANTENNA | 


NO. | Low pass | 
TRANSMITTER FILTER COUPLER 
OUTPUT AIAI A2 
COUPLER |. CONTROL LINES 
ELECTRONIC 
GATE 
else SEQUENTIAL 
t TIMER 
ELECTRONIC | AIAS 
DIGITAL 
COUNTER 
AIA? 
NO. 2 LOW PASS ANTENNA 
TRANSMITTER FILTER COUPLER — 
OUTPUT AIA2 A3 
COUPLER 
ELECTRONIC gers 
GATE | CONTROL LINES 
AIAIO 
To 
ALARM THERMAL ANTENNA 
TSLECTRONIC| INDICATORS ALARM 
Souter AND CONTROL 
COGNTER CONTROLS AIAIS 
AIAII 
NO. 3 LOW PASS ANTENNA | 
TRANSMITTER FILTER COUPLER 
OUTPUT AIA3 Aa 
___ CONTROL LINES 
SEQUENTIAL 
TIMER 
ELECTRONIC MAIS 
DIGITAL 
COUNTER 
AIAI2 
NO. 4 LOW PASS ANTENNA 
TRANSMITTER FILTER COUPLER 
OuTPUT AIAG AS 
coupcer | sd 
ELECTRONIC 
GATE CONTROL LINES 
a 
ELECTRONIC 
DIGITAL 
COUNTER 
AIAI6 


67,228(162A) 


Figure 6-20.—Antenna coupler group OA-4794A/SRA-34(V) functional block diagram, 


tuned, the circuit provides a continuous operate 
signal (ground) to the antenna coupler for 30 
seconds after the receiver tune and operate 
signals are removed by the transmitter-re- 
ceiver. This 30-second extension of the operate 
signal is provided to permit switching the RF 
line (and diplexed control information) from the 
transmitter to the receiver. 


The thermal alarm control receives a warn- 
ing temperature ground from a thermal switch 
at the rear of the cabinet and alarm signals 
from all four antenna couplers, The warning 
signal energizes warning indicators, sounds a 
horn, and enables the UNSAFE temperature 
alarm gate: for alarm signals coming from the 
antenna couplers, An alarm signal from any 
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antenna- coupler accompanied by the warning 
temperature ground will light the UNSAFE tem- 
perature indicator and cause an alarm signal to 
be sent to the transmitter-receiver feeding that 
antenna coupler. The transmitter is placed in 
standby, and the antenna coupler alarm in- 
dicator is lit. In the thermal alarm control, 
there is a horn disable circuit operated by the 
HORN CANCEL button on the front panel and an 
emergency operation circuit called battle short 
enable. This circuit can be operated by the 
BATTLE SHORT button on the front panel. 

The low-pass filters (fig. 6-20) provide 
access to the RF transmission lines for the 
acceptance or application of the pulse train. 
They also provide low-frequency isolation so 
that the pulse train signals will not be loaded 
excessively by the antenna coupler inputs. A 
radio frequency line filter (not shown) sup- 
presses RF interference in the cabinet primary 
power input. A separate filter is provided within 
the subassembly for each primary power lead. 

The power supplies (not shown) provide reg- 
ulated 29 volts to the coupler electronic gates, 
electronic digital counters, and sequential 
timers, They also provide unregulated 28 volts 
to the thermal alarm control. 


UHF MULTICOUPLERS 


UHF multicouplers are usually used for 
transceiving. This and the close channel spacing 
desired during operation require multiple-re- 
sonator filters toachieve the necessary isolation 
between channels. In all cases, coaxial cavity 
resonators are used. UHF multicouplers are 
designed for use with antennas whose VSWR is 
2:1 or less throughout the operating frequency 
range of the multicouplers. Two UHF multi- 
couplers largely used in the fleet are the CU- 
691/U and the AN/SRA-33. 


Antenna Coupier CU-691/U 


Antenna Coupler CU-691/U (fig. 6-21) pro- 
vides isolation between four transmitter and/or 
receiver. combinations operating simultaneously 
into a common antenna, Isolation is achieved 
with four highly selective tandem filters and a 
combining network. The high selectivity reduces 
intermodulation interference, cross modulation 
interference, and spurious responses. Harmonic 
radiation from the transmitter(s) is also 
attenuated. 
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120.14 
Figure 6-21,—Antenna coupler CU-691/U. 


GENERAL DESCRIPTION.—Inside the cou- 
pler are eight silver-plated aluminum tunable 
cavities. When properly tuned, each cavity is a 
1/4-wavelength shorted coaxial element. The 
cavities are aperture coupled in groups of two, 
forming four dual-cavity tunabie tandem filters, 
Adjustable tuning slugs in the cavity side walls 
permit compensation for minor irregularities 
in the cavity resonance curve. The outputs of 
the four filters are coupled to a common junc 
tion at the input of a combining network, The 
output of the combining network is the output 
connector for the antenna transmission line. 
The coupler is capable of accepting RF energy 
on all input channels simultaneously, each chan- 
nel having a carrier power level of 200 watts. 

A monitor coupler assembly is inserted in 
each input transmission line between the input 
type N coaxial connector and the input to the 
tandem filter. The coupler assembly develops 
d.c. voltages proportional to the forward and 
reflected wave components existing on each line. 
The d.c. voltages are supplied to the meter 
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circuit via the function selector switch. Cali- 
brating resistors, selected by the switch, derive 
meter readings from the developed d.c. voltages 
which show forward power and standing-wave 
ratio. The meter readings are useful for tuning 
the filters and for monitoring line conditions 
during operation. 


FUNCTIONAL DESCRIPTION, —Antenna 
Coupler CU-691/U is shown in block diagram 
form in figure 6-22. To simplify the operation, 
the coupler is considered as being composed of 
four subdivisions; the tandem cavities, the com- 
bining network, the monitor circuits, and the 
tuning system. 


Tandem Cavities.—Each tandem cavity isa 
two-section filter consisting of two cavities. 
Corresponding pairs of cavities are tracked 
together across the tuning range (225 to 400 
MHz) by a manually-positioned, spring-loaded 
gear train which rotates precision lead screws 
connected to the cavity movable conductors. 
Small tracking slugs in the cavity side walls 
(eight slugs in each cavity) compensate for minor 
irregularities inthe cavity resonance curve, thus 
permitting extremely accurate tracking through- 
out the tuning range. The input and output trans- 
mission lines are loop coupled to the input and 
output cavities, respectively. Cavity pairs are 
coupled through an aperture in the cavity side 
walls. 


Combining Network.—The output loop of each 
of the four tandem cavities is connected to a 
short section of transmission line. The four 
lines join in a common junction at the input to 
the combining network. The output of the com- 
bining network is the output connector for the 
antenna transmission line. The combining net- 
work consists of two short, equal lengths of 
transmission line in series. The two sections 
differ in characteristic impedance because of a 
difference in the size of the inner conductors. 
The outer conductors of each section are 
identical. The impedance of the two sections of 
the combining network together with the imped- 
ance of the four sections of line from the tandem 
cavities, are such that the impedance looking into 
the output terminal is nominally the same as the 
impedance looking into the input terminal of a 
resonant tandem cavity. Both impedances have 
a nominal value of 50 ohms. The impedance 
looking into either the input or output coupling 
loop of any nonresonant cavity is essentially an 
open circuit. 
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Monitor Circuits.—The monitor circuits 
consist of four coupler units connected to a 
common indicator circuit through a function 
switch. Each coupler unit is inserted in the 
short section of: transmission line between the 
input jack and the corresponding tandem cavity 
input. With this arrangement, each input line is 
monitored separately before entering the as- 
sociated tandem cavity. The coupler units 
derive d.c. voltages proportional to the forward 
and reflected wave components existing on the 
input transmission lines. The derived d.c. volt- 
age proportional to the forward wave com- 
ponents (voltage and current) is usedas the basis 
for the POWER meter reading and asthe source 
of the full-scale level set by the SWR CAL 
controi when the meter function switch is in 
the SWR CAL position. The derived d.c. voltage 
proportional to the reflected wave components 
is used as the basisfor the SWR meter readings. 


Tuning System.—The movable conductors in 
each pair of cavities are mechanically tracked 
through a gear train to a coarse tuning control, 
a fine tuning control, and a set of index plates. 
Mechanical loading eliminates backlash in the 
gear trains and in the precision lead screw 
assemblies. 


Antenna Coupler Group AN/SRA-33 


Antenna Coupler Group AN/SRA-33 provides 
isolation between as many as four transmitter 
and/or receiver combinations operating simul- 
taneously into a common UHF antenna. Any 
number of transmitter and/or receiver com- 
binations up to the maximum of four canbe used 
without degrading operation. The AN/SRA-33 is 
designed for operation with shipboard Radio Set 
AN/SRC-20, Radio Set AN/SRC-21, and Radio 
Set AN/GRC-27. The AN/SRA-33 consists of 
four antenna couplers (CU-1131/SRA-33 through 
CU-1134/SRA-33), a Control-Power Supply C- 
4586/SRA-33, and Electronic Equipment Cabinet 
CY-3852/SRA-33, and a set of special purpose 
cables (fig. 6-23). 


GENERAL DESCRIPTION.—Except for the 
physical arrangement of components the four- 
antenna couplers (CU-1131/SRA-33 through CU- 
1134/SRA-33) are identical. The components of 
each antenna coupler are arranged so that the 
RF output connectors will be in close proximity 
and allow for optimum design of the combiner 
network (part of Electronic Equipment Cabinet 
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Figure 6-22.—Antenna coupler CU-691/U block diagram, 


CY-3852/SRA-33), Each antenna coupler con- 
tains a tuned dual-cavity resonator. The RF 
input connector (located on the front of the unit) 
is loop coupled to the input cavity. The input 
and output cavities are aperture coupled andthe 


output cavity is loop coupled to the RF output 
connector. 

The cavity resonator is servo tuned in 0.05 
MHz steps from 225.00 MHz to 399.95 MHz, 
Frequency selection may be performed either 
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Figure 6-23.—Antenna coupler group AN/SRA-33. 


locally or remotely. In remote operation, 19 
preset frequency channels are available. Remote 
Channel selection operates’ on either the 5-wire, 
19-channel code used: in the AN/SRC-20 and 
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AN/SRC-21 or the 4-wire, 10-channel.code used 
in the AN/GRC-=27. Local. operation has the 
option of preset channel’ selection:or manual 
frequency selection. The antenna coupler also 
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incorporates interlock circuits which prevent 
application of RF power during tuning cycles. 

The control power supply unit C-4586 con- 
tains d.c. power supplies, a lockout control 
circuit, and an RF power meter circuit. The 
power supply circuit operates from a 115- or 
230-volt, 60-Hz, single-phase source and sup- 
plies all operating voltages for the AN/SRA-33 
units. Conversion to 115-volt or 230-volt oper- 
ation is accomplished by operating an internal 
switch and changing one front panel fuse. 

The lockout circuit disables the associated 
transmitter and disconnects the coupler from 
the antenna when (1) the antenna coupler is 
tuning (2) when the coupler is tuned below 225 
MHz (low frequency lockout) or (3) another 
antenna coupler-transmitter combination is set 
to the same channel and keyed totransmit. This 
third feature prevents operating two couplers on 
the same channel, if one of them is used for 
transmitting, and provides priority to the trans- 
mitting coupler. Transmit disable control con- 
sists of a pair of relay contacts which are opened 
for disable and closed for enable. 

The RF power meter circuit consists of 
voltage-divider calibration adjustments for the 
four antenna coupler RF power meters. 

The electronic equipment cabinet CY-3852 
provides mounting space for tke other units of 
the AN/SRA-33 and in addition contains the 


output RF combiner network and four RF power: 


meters. The combiner network couples the 
50-ohm RF outputs of the four antenna couplers 
to a common antenna RF jack at the rear of the 
cabinet. The combiner network provides im- 
pedance matching between the four antenna 
coupler RF outputs (50 ohms nominal) and the 
common antenna transmission line (50 ohms 
nominal) jack at the rear of the cabinet. The 
combiner network also contains an interlock 
circuit which enables the remaining couplers 
to be operated when one or more couplers are 
removed from the cabinet. 


FUNCTIONAL DESCRIPTION. —A functional 
block diagram of the AN/SRA-33 is shown in 
figure 6-24 (foldin end of chapter), Except for 
the common output combiner network, the RF 
circuit. of each antenna coupler operates inde- 
pendently. The RF input to the antenna coupler 
is fed through a directional coupler, a servo 
tuned dual-cavity resonator, anda coaxial switch 
to the combiner network. The directional coupler 
provides samples of forward and reflected RF 
power for the metering circuits. The dual-cavity 
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resonator provides the required antenna coupler 
selectivity and is mechanically tuned by a servo 
tuning system. The coaxial disable switch (part 
of the combining network) opens the RF line 
when (1) the antenna coupler is removed from 
the equipment rack, (2) when the antenna coupler 
is tuning, (3) when another antenna coupler is 
tuned to the same preset channel and keyed to 
transmit or (4) when a preset or manual fre- 
quency is below 225 MHz. The 50-ohm RF 
outputs of the four antenna couplers are coupled 
to the 50-ohm antenna output by the combiner 
network, 

The four antenna couplers each have an in- 
dependent tuning system which consists of a 
frequency selector circuit and a servo tuning 
circuit, The frequency selector circuit converts 
channel or frequency input information into an 
analog d.c. voltage which is fed to the servo 
tuning circuit. The frequency selector operates 
in a manual or preset mode. Inthe manual mode 
the frequency is selected by the manual fre- 
quency selector on the front panel of the antenna 
coupler. In the preset mode the frequency is 
selected by the preset memory drum. Nineteen 
preset frequencies can be preset on this memory 
drum. These 19 channels can then be selected 
either locally or remotely, Local channel selec- 
tion is performed by a front panel control. 
Remote channel selection is by a 5-wire, 19- 
channel information input (compatible with AN/ 
SRC-20 or AN/SRC-21) or a 4-wire, 10-channel 
information input (compatible with AN/GRC-27). 
The frequency selector circuit also provides 
5-wire channel information to the lockout control 
circuit. ; 

The lockout control circuit performs two 
basic protective functions: (1) it opens the 
transmitter disable line to prevent application 
of RF power to the antenna coupler, and (2) it 
opens the coaxial disable switch in the com- 
biner network RF input line thereby enabling the 
remaining antenna couplers to be operational. 
Except when used with AN/GRC-27, an antenna 
coupler lockout occurs whenever (1) the antenna 
coupler is servo tuning, (2) another antenna 
coupler is set to the same preset channel and 
keyed to transmit, or (3) when a preset or re- 
mote channel is tuned to 224.95 MHz (low fre- 
quency lockout), When the antenna coupler is 
servo tuning, the lockout circuit receives a 
+28-volt servo run disable control from the 
servo tuning circuit. Channel lockout input 
controls consist of (1) a 5-wire, 19-channel 
control line from each antenna coupler and (2) 
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a +26.5-volt transmit key line from each as- 
sociated transmitter, 


RADIO TRANSMITTING SET AN/WRT-2 


Radio transmitting set AN/WRT-2 and re- 
ceiving set AN/WRR-2are representative equip- 
ments used in HF voice and CW systems, Other 
transmitting and receiving sets used in these 
systems are discussed later in this manual in 
connection with teletype systems, 

Radio Transmitting Set AN/WRT-2, is cap- 
able of delivering an average power output of 
500 watts and.a peak envelope power (PEP) of 
1000 watts in 1-kHz steps (or continuously) over 
a frequency range of 2.0 to 30.0 MHz. The set 
provides for emission of machine or hand-keyed 
telegraphy, radio frequency carrier shift (RFCS) 
also called frequency-shift keyed (FSK) teletype, 
compatible amplitude-modulated speech, single 
sideband suppressed carrier, independent side- 
band, and facsimile by using appropriate ter- 
minal equipment. The AN/WRT-2 may be 
installed aboard ships, submarines, andat shore 
stations. The major components of-the set (fig. 
6-25) are the transmitter group, (radio-fre- 
quency amplifier, radio-frequency oscillator, 
electrical frequency control, amplifier power 
supply, and power supply) and the radio fre- 
quency tuner. 

The radio transmitter group contains all of 
the equipment required for transmission by 
machine or break-in CW, independent sideband, 
single sideband, AM phone, and/or RFCSkeying, 
except such accessories as the key (machine or 
hand), antenna, and remote operating compo- 
nents. Facsimile transmission requires ad- 
ditional terminal equipment. 

The transmitter may be operated from a 
three-phase, 60 Hz ship’s supply of 115, 220, 
or 440 volts. The transmitter group is coupled 
to an antenna (not shown) through a radio- 
frequency tuner and associated antenna control 
circuits, 

Provision is made for a total of six audio 
inputs. Front panel handset jacks are furnished 
for local phone operation of the equipment with 
a handset. Remote phone- and/or hand-key 
operation is also possible. 

Provision is made for interconnections to 
teletype and telegraphy equipment and to a 
remote transmitter standby control. An internal 
dummy load is provided for transmitter tuneup. 

The AN/WRT-2 consists of the following 
functional sections: RF generating, power 
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amplifier, modulating, primary power, andlow- 
voltage power supply, as shown in figure 6-26. 

The RF generating section produces the RF 
signal in conventional master oscillator-fre- 
quency multiplier circuits and applies it to the 
power amplifier. The master oscillator is 
slaved to the assigned operating frequency by 
a unique frequency control circuit discussed 
later in this chapter. 

The power amplifier section raises the RF 
signal input power from the RF generating 
section to the desired operating power level. 
The output of the power amplifier is fed to the 
antenna via the RF tuner circuits, 

The modulating section accepts audio signals 
or d. c. keying signals (for CW or RFCS opera- 
tion) and suitably transforms these signals to 
modulate or control the RF energy generated by 
the RF generating section. The output of the 
modulating section is applied to the input mixer 
in the power amplifier section. 

The low voltage section contains all the cir- 
cuits which supply low d.c. voltages to the 
transmitting set. The high voltage supply is a 
separate section and supplies the plate voltage 
for the power amplifier tubes. 

The primary power section supplies all a.c. 
voltages for the transmitting set. The trans- 
formers in the primary power section have taps 
for input voltages of 115, 220, and 440 volts at 
60 Hz. 


RF GENERATING SECTION 


The complete frequency coverage of Trans- 
mitting Set AN/WRT-2 is accomplished in 12 
bands. The master oscillator, V301 (fig. 6-27), 
which is located in the radio-frequency oscilla- 
tor chassis, generates RF signals from 1.5 MHz 
to 7.5 MHz. These signals are amplified by 
V302. For bands 1 through 6, the fundamental 
frequencies (1.5 to 7.5 MHz) of the master 
oscillator are fed directly to the power am- 
plifier section through S302. For bands 7 
through 9, the fundamental frequencies of bands 
4 through 6 (3.75 to 6.75 MHz) are doubled by 
the first doubler, V303, and fed through S302 
to the power amplifier section. For bands 10 
through 12, the fundamental frequencies of bands 
4 through 6 are multiplied four times by the 
action of the first and second doublers, V303 
and V304, before being applied to the power 
amplifier section, 

In addition to supplying the power amplifier 
section input, the S302 output is also fed to the 
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Figure 6-25.—Radio transmitting set AN/WRT-2, 
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Figure 6-26,—Overall block diagram, 


electrical frequency control circuit (fig. 6-28). 
This circuit supplies a frequency-correction 
voltage to the master oscillator, V301, which 
keeps the oscillator operating at the selected 
frequency with the stability of 1 part in 108 Hz, 

The control of the master oscillator fre- 
quency is accomplished by two independent 
operations. First, the output frequency of the 
master oscillator (via amplifier V302 and the 
frequency doublers) is compared with that of an 


FREQUENCY 
CONTROL (v30) $30l 
INPUT 
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C387 
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interpolation oscillator in a master oscillator 
phase detector. Any difference between these 
two frequencies causes a correction voltage to 
be applied to the master oscillator (MO), and 
thereby forces the oscillator to return to the 
proper operating frequency. 

Second, when operating in 1 kHz steps, the 
interpolation oscillator is frequency stabilized 
in order to provide improved accuracy in cor- 
recting the master oscillator frequency. The 
control of the interpolation oscillator (IO) in- 
volves the locking-in of this circuit to multiples 
of 1 kHz. This action is accomplished by com- 
paring the output of the interpolation oscillator 
with al kHz crystal stabilized reference signal 
to develop an interpolation oscillator correction 
voltage. The correction voltage is applied tothe 
interpolation oscillator and holds it at the re- 
quired frequency. Thus, the controlled stability 
of the IO results in an added stability of the MO. 

The front panel of the radiofrequency oscil- 
lator and electrical frequency control chassis 
showing the indicators and controls is shown in 
figure 6-29. 


MODULATING SECTION 


The modulating section accepts audio signals 
or d.c, keying signals and suitably transforms 
them to modulate or control the RF energy 
generated by the RF generating section. The 
circuits of the modulating section are contained 
in two units of the transmitter: the radio fre- 
quency oscillator and the amplifier-power 
supply. 

The filter method of generating single side- 
bands is used in the modulator. With this 
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Figure 6-27,—Radiofrequency oscillator. 
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Figure 6-28.—Electrical frequency control circuit simplified block diagram. 


method, sideband operation must be accomp- 
lished at a low frequency level since accurate 
filter design is difficult to achieve at high fre- 
quencies. After generation, the sidebands may 
be heterodyned to the desired transmitter opera- 
ting frequency. In the transmitter group, a 2. 
0-MHz carrier is applied to balanced modulators 
for sideband generation. The sidebands are then 
mixed with the MO signal to obtain sum fre- 
quencies at the desired frequency level of 
operation, 

A block diagram of the modulation section 
is shown in figure 6-30. Three types of emis- 
sion are available with audio input signals: 
single sideband, independent sideband, or com- 
patible amplitude modulation (USB and carrier). 


Audio Stage 


The audio input from the microphone is fed 
via T1407 or T1408 and filter FL1401 to either 


176 


of two identical speech amplifier channels, - 
(fig. 6-30). The channels are the upper sideband 
(USB) and lower sideband (LSB) channels, re- 
spectively. Because the channels are the same, 
only those blocks in the USB channel are shown, 

For amplitude modulation operation, only 
the upper sideband speechamplifier circuits are 
used and only one sideband plus the carrier 
(compatible AM) istransmitted. For single side- 
band (SSB) operation either the upper sideband 
or lower sideband speech amplifier circuits 
may be used. For independent sideband (ISB) 
operation, two independent audio signals may be 
applied simultaneously to the two separate 
speech amplifier circuits. The desired type of 
operation is selectedthrough EMISSION SELEC- 
TOR switch S508, 

Speech signals generated by the USB tele- 
phone handset are coupled through T1407 to 
band-pass filter FL1401. The filtered signal is 
then applied to the USB speech amplifier and 
the USB-AGC control, 
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Figure 6-29.—AN/WRT-2 front panels; (A) Radiofrequency oscillator (B) Eiectrical 
frequency control. 


A portion of the audio signal output of the 
second USB speech amplifier is diverted to the 
USB sidetone amplifier. This signal is fed back 
to the phone handset for monitoring purposes. 
TEST TONE switch S511 substitutes the output 
of the 425-cycle test oscillator, Q1411 and 
Q1412, for that of the audio when a single-tone 
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test signal is desired. Meter amplifier Q501 
and Mod level meter M502 provide a visual 
indication of the speech amplifier output levels. 
Meter M502 is connected in the output circuit 
by MOD LEVEL switch S512. 

The output of the USB speech amplifier is 
applied through switch S508 to the grids of USB 
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modulator V1201. The modulator contains a twin- 
triode tube with its control grids driven 180° 
out of phase by an audio signal, while the com- 
mon cathodes receive a 2, 0-MHz carrier signal. 

The 2. 0-MHz signal which is applied to both 
the carrier reinsert cathode followers and the 
sideband modulators is derived from the 1-MHz 
crystal-stabilized reference oscillator in the RF 
generating section. The oscillator output is 
applied to the 10:1 frequency divider circuit. 
The 500-kHz output from binary No. 1 is applied 
to 500-kHz amplifier stage V1207A (fig. 6-30). 
The output of V1207A is coupled to two half-wave 
diode rectifier circuits-(not shown) for harmonic 
generation, Tuned tanks at the control grids of 
the 2, O-MHz selector V1208 and 1500-kHz 
selector V1209 select the 2. 0-MHz and 1500- 
kHz harmonics, respectively, from the rectifier 
outputs. Stages V1208 and V1209 amplify their 
respective harmonic. The purpose of the 1500- 
kHz selector is described later. 

As stated previously, the 2.0-MHz input is 
applied to the common. cathodes of the twin- 
triode USB balanced modulator V1201 while the 
audio speech amplifier output is applied to the 
twin-triode control grids 180° out of phase. The 
plates of the modulator are connected in push- 
pull. The action of a balanced modulator cancels 
the carrier (2.0 MHz) input. The signal appear- 
ing at the input USB filter, FL1201, consists of 
sum and difference frequencies and a carrier 
frequency signal of negligible magnitude if the 
push-pull balanced modulator stage is properly 
balanced. 

USB filter FL1201 allows only upper sideband 
frequency components to pass (without severe 
attenuation) to the grid of sideband combiner 
v1203. The bandpass of FL1201 is from 
2,000,300 to 2,008,000 Hz. 

The sideband combiner consists of a twin 
triode tube, The 2,000,300- to 2,008,000-Hz out- 
put from FL1201 is applied to the control grid 
of the A section of V1203, while asimilar range 
of frequencies below the 2, 0-MHz carrier signal 
is applied to the V1203B grid from the LSB filter 
FL1202 (not shown). The plates of V1203A and 
V1203B have separate plate loads in the carrier 
reject filter FL1203. The filter (filter com- 
ponents not shown) rejects the 2.0 MHz carrier 
at the V1203 output. The common secondary coil 
connected between terminals 2 and 4 of FL1203 
receive both the USB and LSB signal components 
as separate signals. These outputs are fed to 
either the 2, 0-MHz amplifier, V1206, or to the 
500-kHz modulator V1204, depending on the 
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transmitter operating frequency, and the position 
of auxiliary range switch section S1202A. 

The 2.0-MHz carrier signal from V1208 is 
also applied to carrier reinsert cathode fol- 
lower V1207B. The cathode circuit of V1207B 
contains a voltage divider network from which 
various voltage levels of the 2.0-MHz carrier 
signal can be selected by CARRIER REINSERT 
switch S1201,. Varying degrees of carrier re- 
insertion are required to facilitate signal recov- 
ery at the receiver. A higher level of carrier 
reinsertion is possible during CW operation 
because the peaks of the speechsignals limit the 
amount of drive that can be applied to the power 
amplifier stages, Attenuation settings of -o, 
-20, -10, 0, and +3db are provided. For AM, 
MACH CW, and CW operation it is necessary to 
transmit a carrier signal. 


Keying Circuits 


Three classes of d.c. keying signals are 
accepted by the modulating section: frequency- 
shift neutral keying from a teletype or multiplex 
unit, machine or CW keying signals from an 
automatic coder, or hand-keyed CW signals. 

In FSK operation, the S508C and S508D con- 
tacts (fig. 6-30) are closed. Switch section 
S508B is open and S508A is in the FSK position. 
The FSK or MACH CW input signals are applied 
through S508C to a keying multivibrator, Q1401 
and Q1402. The output of the 425-Hz test oscil- 
lator Q1411 andQ1412 is applied through S508D 
to the FSK switch. This circuit comprises 
CR1402 through CR1409 and is a symmetrical 
electronic switch which is driven by keying 
multivibrator Q1401 and Q1402, 

When a space signal is onthe line, the keying 
multivibrator causes the FSK switch to route the 
425-Hz signal tothe LSB modulator, Whena mark 
Signal is on the line, the keying multivibrator 
changes state and the FSK switch transfers the 
425-Hz signal to the USB modulator, Thus, the 
mark signal is 425-Hz above the carrier fre- 
quency and the space signal is 425-Hz belowthe 
carrier frequency. 

During CW operation, the CW keys actuates 
a bias keying stage, Q502, the output of which is 
applied through S508A to the grid of the 2.0-MHz 
amplifier, V1206, to the grid of the 500-kHz 
amplifier, V1205, and to the grids of the mixer 
and driver stages of the radio frequency ampli- 
fier (shown later). This action cuts off the trans- 
mitter carrier when the key is open. 

As stated earlier, the master oscillator in 
the RFO operates from 1,5 to 7.5 MHz. The use 
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of the fundamental MO frequencies for band 1 
through 6 (2.0 to 8.0. MHz) necessitates the 
inclusion of the 1500-kHz selector, V1209 and the 
500-kHz modulator, V1204. On the lowest trans- 
mitter range, the MO frequency is 1.5 MHz. 
Because of the action of S302 the master oscil- 
lator output on the lowest range bypasses the 
frequency multiplier stages and is fed directly to 
an input mixer. A 500-kHz signal must also be 
introduced into the input mixer ifthe transmitter 
output frequency is to be 2 MHz, which is the 
lowest frequency that can be transmitted, 

When the transmitter output is to be in the 
2.0- to 8.0-MHz range, auxiliary range switch 
sections S1202A and S81202C apply the sideband 
combiner output (via FL1203) and the output of 
1500-kHz selector V1209 to the 500-kHz modu- 
lator V1204, The 500-kHz modulator is identical 
in operation. to the USB modulator described 
€arlier. The push-pull output of V1204 sup- 
presses the 1500-kHz signal and a tuned tank in 
the grid circuit of the 500-kHz amplifier V1205 
selects only the difference-frequency compo- 
nents generated by the modulator, plus or minus 
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the modulation (intelligence) contained in the 
Original 2.0-MHz signal. The 500-kHz signal then 
passes through auxiliary range switch S1202B 
to the mixer in the PA sectionandserves as the 
injection frequency to the PA mixer throughout 
the frequency coverage of bands 1 through 6. 


POWER AMPLIFIER AND 
ANTENNA SECTION 


A block diagram of the power amplifier and 
antenna sections is shown in figure 6-31, These 
sections include driver and power amplifier 
stages, tuning and coupling circuits, and the RF 
monitor, 

After mixing in the input mixer stage of the 
modulating section, the RF signal contains the 
modulation component and is in the frequency 
range from 2.0 to 30.0 MHz as selected by the 
operator. The output of the mixer is amplified 
in the first and second driver stages, V801 and 
V802, in the power amplifier section, The am- 
plified RF is then applied to the power amplifier 
stages, V804 through V807. 
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Figure 6-31.—Power amplifier section block diagram. 
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The power amplifier stages consist of four 
4CX300 tetrode tubes connected in parallel (not 
shown). Plate voltage for these tubes is supplied 
by high voltage rectifiers V201 through V206, 
The power amplifier output is fed through the 
tuning and coupling circuits and the radio fre- 
quency tuner to the antenna, 

A portion of the output from the tuning circuit 
is fed to the RF monitor circuit, which consists 
of a modulation monitor for measuring the modu- 
lation percentage, and a reflectometer for 
measuring the output power level and voltage 
standing wave ratio on the line which feeds the 
antenna. 


Tuning and Coupling Circuits 


The antenna tuning and couplingcircuits used 
in the AN/WRT-2 are not conventional and are 
therefore treated with the aid of a simplified 
schematic diagram, 

The plate output of the power amplifier tubes 
is fed into the tuning and coupling circuits by 
C827 (fig. 6-32). The resonant frequency of 
tuning components L803 through L805 and C836 
and C837 is adjusted by aPA TUNING @ con- 
trol and PA COUPLING control located on 
the radio frequency amplifier front panel. These 
components form a pi network low-pass filter 
at the operating frequency. The PA tuning control 
adjusts all five tuning components simultane- 
ously while the (@) control adjust only C837 
and L805. 
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C827 0.33-33uh L813 0.33-33uh 
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+1250V oe 


OUTPUT 
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As stated previously, the RF monitoring 
circuit contains a modulation monitor circuit 
which indicates percentage of modulation, and 
a reflectometer circuit which measures the 
transmitter power output and the VSWR on the 
line of the antenna. 


Antenna Tuner 


The radio frequency tuner increases or de- 
creases the effective physical length of the 
antenna by removing or inserting inductance in 
series with the antenna. As shown in figure 
6-33, drive motor B3301 and 2-Sspeed drive 
MP-3301 drive a sliding short up and down the 
main coil L3302 which can be switched in series 
with the antenna via antenna transfer switch 
S3301. The arm of R3301 is geared to the 
mechanical drive mechanism and electrical con- 
tact is made to the POSITION INDICATOR meter 
M806, on the front panel of the radio frequency 
amplifier (RFA). The meter indicates the rela- 
tive position of the sliding short on the main coil. 

Fixed capacitance may also be inserted in 
series or in parallel with the antenna for tuning 
purposes, 

Switch S806 provides 115 volts a.c. for the 
actuator L3303 (fig. 6-33) when placed in the 
DIRECT, A, or B position. These positions cor- 
respond to positions 1, 2, and 3 on $3301. A 
tuner control switch on the front panel applies 
115 volts a.c. to the actuator when the bypass 
function is desired. In this position (as shown) 
relay K3302A is energized. When the tuner 


[RF MONITOR CIRCUIT] 
LBI4 
7] 10-124 


PA TUNING 
© 


32.289 


Figure 6-32,—Tuning and coupling circuits. 
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Figure 6-33,—Radiofrequency tuner schematic diagram. 


components are to be used, the tuner control 
Switch is placed in the TUNER-IN position, and 
K3302A deenergizes. This again permits the 
desired tuning components to be selected by 
S806. 

Switches S3307 and S3301, driven by actuator 
L3303, place C3302 and C3303 in parallel with 
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the antenna when switch S806 is inthe B position. 
When S806 is in the A position, C3301 is placed 
in series with the antenna, and when in the DI- 
RECT position, only L3302 is in series with the 
antenna. The setting of COUPLER @) switch 
S806 depends on the operating frequency of the 
transmitter, If the transfer switch control relay, 
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K3302, is energized, switches $3307 and 83301 
automatically return to position 5 and the tuner 
is bypassed. 

Antenna tuner up, down, and slow controls 
on the RFA front panel enable the operator to 
select the desired movement of the L3302 arm 
(sliding short) and also to control the speed of 
tuning. Limit switches (not shown) limit the 
upper and lower travel of the shorting arm. 


POWER SUPPLY SECTION 


A block diagram of the power section is shown 
in figure 6-34, The high voltage rectifiers supply 
d.c. voltage to the PA tubes. The low voltage 
power supply supplies the remaining d.c. volt- 
ages needed for proper operation, such as the 
+ 350-volts -350 volts, -24 volts, +12-volts, 
-12-volts, 250-volts regulated, + 24 volts regu- 
lated, and a -6 volt regulated supply. 

The primary power input of 115 volts, 220 
volts, or 440 volts, depending upon the ship’s 
Supply, is applied to the T501, T201, T202, and 
T203 primary windings. Tapped terminals on 
T501 provide an output of 220 and115 volts. The 
Output of T501 is applied to the circuits of the 
low voltage power supply section through FILA- 
MENT POWER switch S502. The 220 volts is 
applied to the primaries of T502 and T503 while 
the 115 volts is applied to T617 inthe electrical 
frequency control and to T204 in the PA cir- 
cuits. 

The output of T502 is rectified by the plus 
and minus 350-volt rectifiers, and applied to 
the circuits of the RFA, Part of the output of 
the 350-volt rectifier is also applied to the 
250-volt regulator. The 250-volt regulator con- 
sists of series regulators V321 and V322, regu- 
lator amplifier V323, and voltage reference tube 
V324. The regulated output is applied to stages 
in the electrical frequency control circuit and 
RF oscillator. 

The output of T503 is rectified by the -24- 
volt rectifiers, and fed to the various circuits 
throughout the transmitter which require this 
potential. A second output of T503 is applied to 
the 12-volt rectifier. The negative output of the 
12-volt power supply is fed to the speech ampli- 
fier and control circuits. The positive output is 
fed only to control circuits in the amplifier- 
power supply and mike circuits. ; 

The output of T617 is rectified by the 24-volt 
and 6 volt regulators, respectively. The 24-volt 
output is regulated and fed to the circuit of the RF 
generating and modulating sections. The 6-volt 
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regulated supply is used by circuits of the 
1-MHz oscillator. 

In the high voltage power supply, bridge 
connected rectifiers V201 through V206 get their 
filament voltage from T204 and their plate volt- 
age from delta-wye connected transformers 
T201, T202, and T203. The secondaries of the 
high voltage transformers are tapped so that a 
lower voltage is applied in TUNE and 100-watt 
operation than for 500-watt operation. The out- 
put from the high voltage rectifiers (1250 volts 
d.c. in tune and 100-watt operation, or 1850 
volts d.c. in 500-watt operation) is applied to 
the plates of the power amplifier tubes in the 
power amplifier section. 


RADIO RECEIVING SET AN/WRR-2 


The AN/WRR-2 is atriple conversion super- 
hetrodyne receiver designed to operate in the 
frequency range of 2 to 32 MHz. The receiver 
three detector-amplifiers provide for the recep- 
tion of CW, MCW, AM, SSB, FSK, and facsimile 
(FAX). Simultaneous use of both upper and lower 
SSB channels for receiving two different types of 
intelligence is possible if both signals are of the 
SSB type. 

The receiver consists of Electronic Fre- 
quency converter CV-290/WRR-2 (converter 
drawer) and _  Intermediate-Frequency-Audio 
Frequency amplifier AM-2477/WRR-2 (demodu- 
lator drawer) in individual joined cabinets as 
shown in figure 6-35. 


FUNCTIONAL OPERATION 


Figure 6-36 is a block diagram showing the 
converter and demodulator as separate major 
units. The main signal path through the various 
assemblies is indicated by a heavy line. 


Converter 


An RF signal (2 to 32 MHz) from the antenna 
is applied to the antenna coupler, which provides 
an adjustable amount of signal attenuation for 
optimum performance under strong signal con- 
ditions. The output of the antenna coupler is fed 
to the preselector where it is amplified and ap- 
plied to a mixer. Here it is combined witha 
locally generated RF signal from the high fre- 
quency oscillator (3.725 to 33.725 MHz) to pro- 
duce the first IF signal at a frequency between 
1625 and 1725 kHz. This frequency is selected 
by the tunable IF filter andappliedtothe injection 
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Figure 6-34.—Power supply section block diagram. 


+24V REG 
TO AMPLIFIER 
POWER SUPPLY 


32,293 


T “IOA @% € NVIOINHOSL SOINOULOAIA 


Chapter 6—CW AND VOICE COMMUNICATION SYSTEMS 


DEMODULATOR DRAWER 


CONVERTER DRAWER 


50.40 
Figure 6-35.—Radio receiving set AN/WRR-2. 


IF amplifier, which in turn produces the 80 kHz 
(third IF) signal to be applied to the demodu- 
lator. The injection IF amplifier performs IF 
amplification and two frequency conversions, 
the first from 1625-1725 kHz to 220 kHz, and 
the second from 220 kHz to 80 kHz, 


Demodulator 


In the demodulator the 80 kHz filter receives 
the signal and distributes it to the AM and USB 
detector-amplifiers. The USB detector- 
amplifier supplies the 80 kHz signal to the LSB 
detector-amplifier. In the AM detector-ampli- 
fier the 80 kHz signal is amplified and detected. 
Several stages of audio amplification follow the 
detector. A beat-frequency oscillator (BFO) is 
also included for reception of CWsignals. Audio 
limiting, silencing, and automatic gain control 
(AGC) are also included. In the USB detector- 
amplifier the 80 kHz signal is amplified and 
applied to a ring-type demodulator where it is 
mixed with an 80 kHz carrier signal to produce 
an audio output. 
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A two-stage audio amplifier, silencer cir- 
cuit, and an AGC circuit followthe demodulator, 
In the LSB detector amplifier the 80 kHz signal 
is amplified and also applied to a ring type de- 
modulator similar to that in the USB section. 


TUNING SYSTEM 


Incremental tuning is provided in steps of 
1 kHz over the entire operating range of the 
receiver (2 to 32 MHz). Continuous tuning is also 
available in this range at a slightly lower fre- 
quency stability. 


Incremental Tuning 


Figure 6-37 is a basic tuning diagram of the 
receiver in the incremental mode, tuned, as an 
example to 2.105 MHz. In this example, the tun- 
ing A F = 100KC panel control is set to cause the 
MEGACYCLE counter to read 02.1. This tunes 
the preselector to receive all signals in the 100 
kHz range from 2,1 to 2.2 MHz, as shown in detail 
A of the diagram. The relative position of 2.105 
MHz is also shown. Other RF signals in this 
range will also be present at this stage. 

The tuning capacitor of the HF oscillator is 
ganged with that of the preselector; therefore 
setting the MEGACYCLE counter to 02.1 also 
tunes the HF oscillator (V301) to 3.825 MHz, 
providing the first injection frequency. This 
signal beats with the selected 2.105 MHz in 
the preselector mixer (V151) to produce a first 
IF signal of 1720 kHz. The 3.825 MHz signal 
will also mix with any other signals present in 
the 2.1 to 2.2 MHz range. 

The TUNING (KILOCYCLE) control is set to 
cause the KILOCYCLE counter to read 05.0, 
This tunes the tunable IF filter to1720kHz. The 
filter rejects all other signals present inthe 2.1 
to 2.2 MHz range (see detail B). 

‘ When the HF oscillator supplies its 3.825 
MHz signal to the first mixer italsosupplies an 
identical signal to the harmonic mixer (V251). 
Here the signal is combined with a 3.0 MHz pip 
selected by the tunable harmonic amplifier 
(V201-V202) from the 100 kHz frequency spec- 
trum developed by the frequency divider and the 
harmonic amplifier. The TUNINGAF=100 KC 
control tunes the harmonic amplifier, selecting 
the pip. Combining the 3.825 MHz signal from 
the HF oscillator with the 3.0 MHz pip produces 
an 825 kHz difference frequency which is applied 
to the first injection amplifier. After amplifica- 
tion the 825 kHz is applied to the first injection 
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Figure 6-36.—Radio receiving set AN/WRR-2 block diagram. 


mixer (V506), where it is combined with a 675 
kHz signal from the interpolation oscillator 
(V401). 

The interpolation oscillator is tuned, simul- 
taneously with the tunable IF filter, by the TUN- 
ING (KILOCYCLE) control. When the KILO- 
CYCLE counter reads 05.0, the interpolation 
oscillator provides a 675 kHz signal. Combining 
this signal with the 825 kHz provides a 1500 
kHz signal which is applied to the second injec- 
tion amplifier and then to the second conversion 
mixer (V502). Here the 1500 kHz is combined 
with the 1720 kHz signal from the tunable IF 
filter, and the difference frequency of 220 kHz 
is applied to the 220 kHz amplifier. 

When the interpolation oscillator sends its 
625 kHz signal to the first injection mixer, it 
sends an identical signal to the second injection 
mixer (V806) through the TUNING 1 KC/CONT. 
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switch (S702). The second injection mixer com- 
bines the 675 kHz with an 815 kHz pip from the 
1 kHz spectrum (see detail E) to produce a 140 
kHz signal for application to the third injection 
amplifier and then to the third mixer (V503). 
The 140 kHz combines with the 220kHzfrom the 
second mixer and amplifier to produce the third 
IF signal of 80 kHz. This signal is applied to the 
three detector-amplifiers in the demodulator. 


Continuous Tuning 


Placing the TUNING 1KC/CONT. switch in 
the CONT. position supplies a 140 kHz signal 
from the harmonic generator to the second in- 
jection mixer. The 1 kHz blocking oscillator 
does not function in this mode. The interpola- 
tion oscillator now provides continuous tuning 
within each 100 kHz segment established by the 


L8T 


TUNED TO.2.1 MHz 


FROM ANT CPLR PRESELECTOR 


(2010 32.0 MHz) 


MEGAHERTZ 


BF © LOO KHz 


HARMONIC AMPL 
ve01- 202 
(29 TO 32.9MH2) 


ir 4 
| $00 KHz SPECTRUM 1 
tL. _(HOOKHz PIPS) 


SMHz PIP 


——— 


A HARMONIC MIXER 


PRESELECTOR ist LE 
(8) BanowioTH TUNING RANGE, 
i se Cowie NOTE: 
\ oe | y eee { 1 DETAILS “A” TO "Ee" SHOW FUNCTIONAL 
| | { { PRESENTION OF SPECTRUMS INVOLVED . 
t i ! | ! 2.- * MINUS 
boyd { 4 (. += PLUS 
{ ‘ | | { ie: 220-140 KHz 
j2iMHe | 2.2MHy i i 
100 KH2-BW 1625KHz __ 1725KHz 
i a ciOOKMEc OW 42) US2SKHe  1725KHe) 


4 4 


‘ 2 


3.825~2.105| TUNABLE IF FILTER | 1720 KHz Zad MIXER 1720-1500 | 220KHzIFAMPL | 220KHz 220-140 | BO KHz IF AMPL 
ee eo | mere moreeneemann 
MHz {1625 TO 1725KHz) v502 KHz (12 KHz BW) KHz (2 KHz BW) 
~ x 
‘. * 
‘\ SY 1500 kHz 140 KHz 
a 
—_— 2 
\ 2nd INU. IF 
% © BANDWIDTH ® 
3.825MHz bectr eae ~------ = 
| 1800KHx ! t B15 KHz I 
} SIGNAL ' 1 t 
HF OSC-V301 2nd INd AMPL | ’ | 3rd INU AMPL 1 4 
-—— we —-. t { ' 
(3725 TO 33 725MHz) (1405 TO 1505KH2) | H \ eG Kitt | 720KHz o20Kee! 
1 1408KH2 1505xH2 | Prog SeECTRUM. 


1 KHz SPECTRUM 
1 (kz pips) | 


825KHz + 675KHz 815 - 675 KHz 


s702 
Tee 


INTERPOLATION OSC. 
v4ao1 
(580 TO 680KHz) 


BLOCKING OSC 
ve05 
{720 TO 820 KHz) 


ge sce ag ele se) eee he 


1st (NJ AMPL @25KHz ist INJ. MIXER 2nd INJ MIXER 


v506 


675KHz 


v2st 
(2.9 TO 32. 9MHz) 


(825 KHz) vso6 


140 KHz 


KILOHERTZ 


FREQ DIVIDER FREQ STANDARD 


(MHz) 


FREQ DIVIDERS 
{140 KHz & | KHz) 


(1 MHz TO 10@ KHz) 


CRYSTAL OVEN 


{1 KHz STEPS 
OR CONT.) 


Figure 6-37.-Radio receiving set AN/WRR-2 basic tuning diagram. 
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receiver front end. The output of the interpola- 
tion oscillator is not frequency-drift-canceled 
during continuous tuning, and receiver stability 
in this mode is subject to interpolation oscil- 
lator frequency drift. 


Frequency-Drift Cancellation 


The receiver has two frequency-drift can- 
celing circuits, one for the output of the HF 
oscillator, and the other, used only in incre- 
mental tuning, for the output of the interpolation 
oscillator. 


HF OSCILLATOR.—This drift canceling cir- 
cuit stabilizes the 220 kHz output of the second 
mixer (V502) by compensating for changes in 
the HF oscillator frequency. The second mixer 
receives two input signals, one (1720 kHz) from 
the tunable IF filter, the other (1500 kHz) from 
the second injection amplifier. Both signals are 
obtained from the output of the HF oscillator. 
A change in the HF oscillator output frequency 
will affect, by the same amount but in different 
directions, both inputs to the second mixer, 
causing the error to cancel. 


INTERPOLATION OSCILLATOR.—The sec- 
ond drift canceling circuit stabilizes the 80 
kHz output of the third mixer (503) by compen- 
sating for changes in the output of the interpola- 
tion oscillator. As with the first circuit, the 
third mixer receives two input frequencies, 220 
kHz from the 220 kHz IF amplifier and 140 
kHz from the third injection amplifier, both 
obtained from the output of the interpolation 
oscillator. Any variation in the output frequency 
of the interpolation oscillator affects both inputs 
at V503 in equal amounts but in opposite direc- 
tions, canceling the error. 


POWER SUPPLIES 


The receiver has two power supplies, con- 
verter and demodulator (fig. 6-36). The con- 
verter power supply serves all circuits except 
those of the three detector amplifiers, upper 
and lower sideband, and AM. Voltage and 
current-stabilizing circuits are incorporated in 
the converter power supply to ensure steady in- 
puts for voltage sensitive components in accord- 
ance with stability requirements. A fullwave 
bridge rectifier comprising silicon diodes pro- 
vides the necessary high voltage output. 

Operation of the demodulator power supply is 
similar to that of the unregulated portion of the 
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converter power supply. The demodulator power 
supply is a conventional bridge type rectifier 
connected to a choke input filter. Functional 
sections of the demodulator get their filament 
voltages from a 6.3 volts a.c. winding of the 
power supply transformer, 


RADIO TRANSMITTING SET AN/WRT-1A 


Radio Transmitting Set AN/WRT-1A is a 
shipboard transmitter designed for operation in 
the frequency range of 300 to 1500 kHz, The 
transmitter is continuously tunable through the 
frequency range and is capable of supplying a 
nominal peak power output of at least 500 watts 
into a 50 ohm resistive load witha voltage stand- 
ing wave ratio of less than 4 to 1. The set can 
transmit CW, FSK, and AM voice, It has no 
SSB capability. 

Because of operating in the medium frequen- 
cies with a substantial power output, the AN/ 
WRT-1A lends itself well for communicating 
over long distances during the hours of dark- 
ness. Its range is reduced to medium distances 
during daylight hours. The transmitting set con- 
sists of the transmitter group, radiofrequency 
tuner, and antenna coupler as shown in figure 
6-38, 


TRANSMITTER GROUP 


Transmitter Group OA-2321A/WRT-1 (fig. 
6-38) consists of Electrical Equipment Cabinet 
CY-2607/WRT-1 which houses the Radiofre- 
quency Amplifier AM-2197/WRT-1, Radiofre- 
quency Oscillator O-621/WRT-1, Electrical 
Frequency Control C-2861/WRT-1, Amplifier- 
Power Supply AM-2198-A/WRT-1, and Power 
Supply PP-2222/WRT. 


Radiofrequency Amplifier 


The Radiofrequency Amplifier AM-2197/ 
WRT-1 contains the intermediate, driver, and 
power amplifiers necessary to raise the RF 
output of Radiofrequency Oscillator O-621/ 
WRT-1 to a peak power level of 500 watts when 
connected to a 50 ohm resistive load. A modu- 
lating amplifier, preceding the intermediate 
amplifiers, provides amplitude modulation in 
radiophone operation. The tuning and coupling 
controls of the power amplifier as well as the 
controls and indicators for remote operation of 
Radiofrequency Tuner TN-345/WRT-1 and An- 
tenna Coupler CU-760/WRT-1 are mounted on 
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Figure 6-38,—Radio transmitting set AN/WRT-1A4, 


the front panel of Radiofrequency Amplifier 
AM-2197/WRT-1, Radiofrequency Amplifier 
AM-2197/WRT-1 also contains a dummy load 
with the necessary switching relays, a reflec- 
tometer, a modulation monitor, and indicators 
for monitoring supply voltages, operating cur- 
rents, RF output, and standing wave ratio. The 
power amplifiers are maintained at a safe oper- 
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ating temperature by a blower mounted in this 
drawer. Tuning of Radiofrequency Amplifier 
AM-2197/WRT-1 is accomplished through a tun- 
ing and coupling mechanism gear train. 


Radiofrequency Oscillator 


Radiofrequency Oscillator O-621/WRT-1 
contains an oven and three sub-chassis; the 
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master oscillator, the keying circuits and the 
250-volt d.c. regulator. The master oscillator 
is continuously tunable from 300 to 1500 kHz 
through 12 bands of 100 kHz each. The operating 
frequency of Radio Transmitting Set AN/WRT- 
1A is set by means of controls located on the 
front panel of the radiofrequency oscillator, and 
is indicated directly by a counter also locatedon 
the front panel. The carrier frequency is sta- 
bilized by control circuits located in Electrical 
Frequency Control C-2861/WRT-1. A jack lo- 
cated on the front panel permits checking the 
carrier frequency with frequency monitoring 
equipment. The keying circuits contain a CW 
(on-off) keying amplifier, a frequency shift 
keyer and wave shaping circuits. The frequency 
shift keying and CW keyer circuits may be 
adjusted by. means of controls located on the 
front panel of this unit. The 250-volt regulator 
provides a regulated plate supply voltage to the 
other units of the transmitter. 


Electrical Frequency Control 


Electrical Frequency Control C-2861/ 
WRT-1, (fig. 6-38) contains a frequency com- 
parator chassis, an oven for maintaining the 
frequency-determining components at the proper 
operating temperature, a feedback amplifier 
chassis, and a 100 kHz amplifier chassis. The 
circuits of the electrical frequency control im- 
part overall accuracy and stability to the master 
oscillator by comparing its output with the output 
of a stable low-frequency interpolation oscil- 
lator. 


Amplifier-Power Supply 


Amplifier-Power Supply AM-2198A/WRT-1 
contains the low voltage power supplies, the 
transmitter control circuitry, the speech am- 
plifier and a 1000 Hz tone generator. With the 
exception of the high voltage for the power 


amplifiers all of the d.c. voltages are developed. 


in the amplifier-power supply. Protective relays 
are provided to disable the low voltage rectifiers 
in case an overload occurs. Branch circuit fuses 
are provided at the front panel for the power 
Supply circuits. The front panel of the ampli- 
fier-power supply contains the controls for 
selecting the type of emission, tune or adjust 
condition, power ‘evel, local-or remote opera- 
tion, as well as the controls for energizing the 
filament and plate power circuits. The speech 
amplifier chassis provides for the amplification 
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and clipping of the audio input during phone op- 
eration, Front panel controls are also provided 
for modulation level, clipping, sidetone level, 
and input level. A front panel jack is provided 
for a local phone connection. 


Power Supply 


Power Supply PP-2222/WRT contains the 
high voltage transformers, the high voltage 
rectifiers, and the high voltage control relays. 
Plate voltage for Radiofrequency Amplifier 
AM-2197/WRT-1 is supplied from the rectifiers 
in the power supply. Movable links are provided 
to connect the primary windings of each trans- 
former for 115, 220 or 440-volt three-phase 
primary input power. An elapsed time meter is 
mounted on the front panel of the power supply 
to indicate operating hours. An emergency stop 
switch is also provided on the front panel to 
disconnect all power to the circuits of the trans- 
mitter in case of anemergency. Overload control 
circuits disable the high voltage power supply 
automatically in case of an overload. 


RADIOFREQUENCY TUNER 


Radiofrequency Tuner TN-345/WRT-1 (fig. 
6-38) enables Transmitter Group OA-2321A/ 
WRT-1 to deliver the maximum power, toa fixed 
antenna, at a minimum standing wave ratio, for 
any frequency within the range of 300 kHz to 
1500 kHz. Maximum power at aminimum stand- 
ing wave ratio, is delivered when the antenna 
appears as a- purely resistive load. Since the 
antenna dimensions are fixed, the impedance 
presented to the transmitter will vary with 
frequency. 

The radiofrequency tuner effectively changes 
the antenna impedance by inserting or removing 
inductance in series with the antenna. The tuner 
is contained in a shock mounted, pressurized 
cylinder which houses the electrical and me- 
chanical parts of the unit. One connector for 
control circuits and one RF input connector to- 
gether with a pressure gauge, relief valve, and 
a valve for pressurizing the equipment are 
mounted at one end of the cylinder. The RF out- 
put connection is mounted at the other end. 


ANTENNA COUPLER 


The Antenna Coupler CU-760/WRT-1 (fig. 
6-38) provides an additional inductance that may 
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be inserted in the antenna circuit. Thus, the 
couplér extends the range of impedances that can 
be matched. by Radiofrequency Tuner TN-345/ 
WRT-1; Antenna Coupler CU-760/WRT-1 is 
housed in a shock mounted, pressurized cylin- 
der. All RF connections together witha pressure 
gauge, relief valve, and valve for attaching the 
pressurizing equipment are located at one end of 
the cylinder. 


’ RADIO SET AN/URC-9A 


Radio Set AN/URC-9A is designed for ship- 
board or fixed station operation, It provides am- 
plitude modulation or tone modulation on any of 
3500 channels spaced 0.05 MHz apart in the 225 
to 399.95 MHz frequency range. Nineteen of the 
3500 channels can be preset. Complete control, 


including selection of preset channels, can be 
exercised from a remote control point. In addi- 
tion, circuits are incorporated which permit the 
connection of two sets for two-way automatic 
retransmission and broadband transmit and re- 
ceive operation, aan 

To provide complete control from a fixed 
remote control. stations Radio Set Control 
C-2383/URC is required. To provide transmit-° 
receive control from up to 5 remote control 
stations, through the standard 12 wire system, 
Control Adaptor MX-8430/URC-9, and Radio Set 
Contro] C-1138/UR or C-1207/UR are required. 


GENERAL DESCRIPTION 


Radio Set AN/URC-9A, (fig. 6-39) functions 
as a triple-conversion, superhetrodyne receiver 
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Figure 6-39.—Radio set AN/URC-9A. 
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. 


during non-transmitting conditions. When the 
microphone. push-to-talk switch is activated, a 
series of T/R (transmit-receive) relays convert 
the unit to a transmitter. Three crystal-con- 
trolled oscillators provide stable RF and IF 
frequencies on both transmit and receive. 

The AN/URC-9A operates in the frequency 
range from 225 to 399.95 MHz, whichis covered 
in 0.05 MHz steps by 3500 crystal-controlled 
Channels. Frequency selection is determined by 
the position of the CHAN SEL switch, which has 
19 preset channel positions, a MANUAL posi- 
tion, and a REMOTE PRESET position, The 19 
preset channel frequencies can be set toanyone 
of the 3500 available channels ona memory drum, 
accessible through a door in the front panel. 
When the CHAN SEL switch is in the MANUAL 
position, any one of the 3500 channels can be 
selected using the MANUAL FREQUENCY TENS, 
UNITS, and TENTHS-HUNDREDTHS control on 
the front panel (fig. 6-39). The squelch level is 
controlled from the front panel and the transmit- 
receive function can be controlled from Radio 
Set Control C-1138/UR or C-1207/UR. 

When the CHAN SEL switch is in the REMOTE 


PRESET position, control of channel selection 


and squelch level is transferred to Radio Set 
Control C-2383/URC. When used with the AN/ 
URC-9A, the audio connectors of the AN/URC- 
9A and C-2383/URC are paralleled and either 


unit may be used for transmitting and receiving _ 


regardless of the CHAN SEL switch position. 
Radio Set Control C-2383/URC is not used with 
Sets that have been modified for homing beacon 


operation. Controls for Radio Set AN/URC-9A | 


are described in table 6-1, 
FUNCTIONAL DESCRIPTION 


All of the functional blocks shown in figure 
6-40 (foldin end of chapter) are contained in 
Receiver-transmitter RT-581A/URC-9. Power 
Supply PP-2702/URC-9 is a separate assembly. 
Both the receiver-transmitter and the power 
Supply are housed in Receiver-Transmitter 
Case CY-2959/URC. During normal receive, the 


signal passes from the directional coupler to — 


the RF and power amplifier assembly. The re- 


ceived signal is mixed with a signal from the - 


crystal-controlled frequency multiplier oscil- 
lator, and the 20 to 29.95 MHz difference fre- 
quency is routed to the first IF amplifier. A 
crystal-controlled oscillator, in the first IF 
amplifier, provides a 17 to 26 MHz signal for 
mixing. The 20 to 29.95 MHz signal (incoming) 
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and the 17 to 26 MHz oscillator signals are 
mixed to provide a 3.0 to 3.95 MHz difference 
signal. The 3.0 to 3.95 MHz.signal is passed to 
the second IF amplifier. A crystal oscillator in 
the second IF amplifier provides the third mixing 
signal. (If the incoming signal is in the range 
of 3.0 to 3.4 MHz, the output of the crystal 
oscillator is in the 3.5 to 3.95 MHz range; if 
the incoming signal is in the 3.5 to 3.95 MHz 
range, the oscillator output is 3.0 to 3.4 MHz,) 
The 500 kHz difference signal is routed through 
a 500 kHz filter to the third IF amplifier. In the 
third IF amplifier, the signal is demodulated, 
passed through a noise limiter, amplified, and 
applied to the audio amplifier and modulator 
assembly. The audio signal is amplified and 
routed to the local and remote headsets. All 
tuning elements are controlled automatically 
by the frequency selector. 

During normal transmit, the push-to-talk 
switch on the microphone operates relays which 
convert the RT~581A/URC-9 to a transmitter. 
The transmit signal is generated by the 3.0 to 
3.95 MHz oscillator in the second IF amplifier. 
Relay circuitry disables the 500kHz IF ampli- 
fier and selects a crystal that is 500kHz differ- 
ent in frequency than the receive crystal. The 3.0 


. to 3.95 MHz signal is mixed with the signal from 


the 17 to 26 MHz crystal oscillator, producing 
a sum frequency in the 20 to 29.95 MHz range. 
The sum signal is amplified and passed to the 
RF and power amplifier assembly where it is 
mixed with a signal from the frequency multi- 
plier oscillator, The output of the oscillator is 
200 to 370 MHz. The resultant output is applied 
to the power amplifier. The power output is 
modulated by an audio signal from the audio 


’ amplifier and modulator assembly. The ampli- 


tude-modulated RF signal then is routed through 
the directional coupler and the antenna coupler 
to the antenna, 

Operation in the retransmission mode re- 
quires that two sets be interconnected, because 
a transceiver cannot send and receive concur- 
‘rently. When two sets are connected in this 
manner, the reception of a signal of the proper 
level causes the alternate set to operate asa 
transmitter. This is done by connecting the. 
squelch circuitry (in the audio amplifier and 
modulator assembly) to the audio detection 
circuits, When a signal is received on one 


..set, it is used to modulate the transmitter 


output of the alternate set. The audio signal 
appears at the headsets of the transmitting 
set. 
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Table 6-1.—Controls for radio set AN/URC-9A 


7 CONTROL NAME FUNCTION — | | 


‘POWER: Switch Controls primary input to the AN/URC-9A. ~ 
POWER Indicator Indicates that primary power has been 
me applied to the AN/URC-9A. 
DIMMER Control Controls intensity of panel lights. 
CHAN SEL Switch A 21-position switch with positions as 
follows: 

REMOTE Transfers control to a 
PRESET remote channel selector. 
Positions Selects preset channels 


1 through 19 1 through 19, 


MANUAL Transfers frequency selection 
to MANUAL FREQUENCY switches. 
MANUAL FREQUENCY Select operating frequency when CHAN SEL 
Switches switch is in MANUAL position as follows: 
TENS Selects first and 
switch | second digits. 
UNITS Selects third digit 
switch 
TENTHS - Selects fourth and 
HUNDREDTHS fifth digits. 
switch 
Channel Indicator Indicates preset channel (or manual, M) 
in use, 
Frequency Indicators Indicates frequency in use. 
SQUELCH Control Controls the ability to receive weak signals 


Setting of SQUELCH control establishes the 
minimum strength of signal required to 
operate receiver, When SQUELCH control is 
in OFF position, squelch circuit is disabled 
and receiver sensitivity is maximum. When 
SQUELCH control is at maximum a 100-microvol 
signal is required to operate the squelch 
circuit. The SQUELCH control is inoperative 
when CHAN SEL switch is in REMOTE PRESET 
position, 
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Table 6-1.—Controls for radio set AN/URC-9A.—Continued. 


“CONTROL NAME 
SQUELCH DISABLE - PUSH 
switch 


CALL LIGHT 


VOLUME Control 


MODE Switch 


Meter and METER switch 


FUNCTION 


Disables squelch circuit when. pressed. 
Switch is inoperative when CHAN SEL 
switch is in REMOTE PRESET position. 


Lights when squelch is disabled or signal 
strong enough to operate the squelch is 
received, 


Adjusts audio level to local speaker or 
neadset. : 


Selects following modes of operation: 


NOR Normal operation 
RETRANS Automatic relaying operation 
TONE Modulates carrier with 


1000 Hz tone. 


The meter monitors any one of 11 functions 
selected by the METER switch as follows: 


OFF Meter disconnected. 
S METER Indicates strength of 
received signal. 
SWR Indicates reflected 
RF power. 
PWR Indicates RF power output. 
DVRIp Indicates plate current of 


transmit driver V105. 

PAIg Indicates control grid 
current of transmit power — 
amplifier V106. 


PAID Indicates plate current of 
transmit power amplifier V106. 


% MOD Indicates modulator output. 
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Table 6-1,—Controls for radio set AN/URC-9A.—Continued. 


CONTROL NAME 


Meter and METER switch BIAS 
(cont) 
+26.5V 
~4125V 
+325V 


The third and final position of the MODE 
switch, TONE, causes a 1000 Hertz tone to be 
applied to the audio amplifier and modulator 
assembly. This 1000 Hertz signal is used to 
modulate the RF carrier and is transmitted as 
a “homing beam’’, 

Setting the controls for broadband operation 
causes the received audio signal to be routed to 
the input of the broadband equipment. The output 
of the broadband equipment is applied to the head- 
sets. During transmit, the microphone signal is 
applied to broadband equipment. The output of 
the broadband equipment is connected to. the 
audio amplifier and modulator assembly. The 
resultant signal then is transmitted in the normal 
manner. 


RADIO SETS AN/SRC-20 & 21 


Radio Sets AN/SRC-20 and AN/SRC-21 (figs. 
6-41 & 6-42) are shipboard or fixedstation UHF 
transceivers capable of simplex transmission 
and reception of amplitude-modulated radiotele- 
phone and tone modulated signals. They repre- 
sent the types of transceivers used inthe secure 
voice systems discussed in Chapter 5, The radio 
sets operate in the 225 to 399.9 MHz (UHF) 
range; (using receiver-transmitter RT-581/ 
URC-9). This range is covered in 0,1 MHzsteps 
over 1750 crystal-controlled channels, Nineteen 
of the 1750 channels can be preset for automatic 
selection. Complete control of the radio sets, 
including automatic selection of the preset 


FUNCTION 


Indicates voltage from 
-11-volt de supply. 


Indicates voltage from 
+26,.5-volt dc supply. 


Indicates voltage from 
+12S-volt dc supply. 


Indicates voltage from 
+325-volt dc supply. 
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channels, can be exercised from up to four 
remote points, Provisions also are included to 
(1) operate in conjunction with. another set for 
automatic retransmission, (2) modulate the car- 
rier with a 1000 Hertz signal which is used as 
a homing beacon, (3) operate the radio set in 
conjunction with equipment requiring broad 
bandwidth characteristics, and (4) operate the 
radio set in conjunction with Antenna Coupler 
Group AN/SRA-33. : 

The only difference between Radio Sets AN/ 
SRC-20 and AN/SRC-21 is the use of a linear, 
100 watt, RF amplifier in the AN/SRC-20. Radio 
Set AN/SRC-20 is composed of RadioFrequency 
Amplifier AM-1565/URC, Radio Set AN/URC-9, 
and Radio Set Control C-3866/SRC. Radio Set 
AN/SRC-21 is composed of Radio Set AN/URC-9, 
and Radio Set Control C-3866/SRC as shown by 
figure 6-43. 

The minimum carrier output of Radio Set 
AN/SRC-20 is 100 watts with modulation capa- 
bility of 80 percent; for Radio Set AN/SRC-21, 
the minimum carrier output is 16 watts with an 
80 percent modulation capability. 


RADIOFREQUENCY AMPLIFIER 
(AM-1565/URC 


The AM-1565/URC isan automatically tuned, 
fixed-station, linear, UHF power amplifier which 
operates class AB1. The amplifier provides a 
minimum carrier level of 100 watts over a fre- 
quency range of 225 to 399.9 MHz and is 
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RADIO SET 
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50,160 


Figure 6-41.—Radio set AN/SRC-20, 


continuously tunable over the entire range. A 
dial calibrated in frequency anda logarithmically 
calibrated dial are provided to allow presetting 
of channels. The cathode and plate-tuned circuits 
of the RF amplifier are high-Q, coaxial cavities 
and are servo tuned to the desired frequency. 
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Radiofrequency excitation is controlled auto- 
matically by a ferrite attenuator which com- 
pensates for variation in the exciter output. The 
linearity of this RF amplifier minimizes inter- 
ference due to transmitter intermodulation. An 
internal power supply operates from a 115 or 
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AN/U 
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RADIO SET 
CONTROL 


50,161 


ELECTRICAL 
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Figure 6-42.—Radio set AN/SRC-21 


230 VAC, 50 to 60 Hertz source, The RF ampli- 
fier and integral power supply are installed in 
the equipment case on a tilting slide mechanism; 
allowing the unit to be withdrawn from the case 
for servicing. Major subassemblies, such as 
the power amplifier and servo amplifier, canbe 
removed from the chassis. Internal blowers 
provide forced-air cooling, Connections are pro- 
vided on the rear of the case for an antenna 
coupler, exciter, a.c. power, and remote control. 

Channel selection is accomplished by Auto- 
positioners, The RF amplifier is continuously 
tunable over the entire frequency range, with 
provisions for presetting 19 channels for remote 
or local selection, One additional channel allows 
manual tuning, All channel information of the 
power amplifier is made available to the associ- 
ated exciter. The power amplifier can be con- 
trolled by a remote unit. 


RADIO SET AN/URC-9 


The AN/URC-9 functions as a triple-con- 
version, superheterodyne' receiver during 
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standby operation. When the microphone push- 
to-talk switch is closed, the T/R (transmit- 
receive) relays convert the unit toatransmitter. 
Many of the IF, RF, and audio circuits are used 
on both transmit and receive. Three crystal- 
controlled oscillators provide stable RF and IF 
frequencies on both transnfit and receive. Re- 
ceiver-Transmitter .RT-581/URC-9 is auto- 
matically tuned by standard Autopositioners 
which can be controlled locally from the front 
panel or by remote control. Any one of the 19 
preset channels can be selected from the front 
panel or by remote control, and any of the 1750 
channels within the frequency range of the radio 
can be selected by use of the manual frequency 
control on the front panel. 
Receiver-Transmitter Case CY-2959/URC- 
9 contains two compartments, one for Power 
Supply PP-2702/URC-9 and one for Receiver- 
Transmitter RT-581/URC-9. A centrifugal fan 
unit, mounted in the top of the power supply 
compartment, circulates cooling air around the 
heat exchanger case and through the power 
supply compartment. The louvered ports on the 
sides of the case are covered to make the 
equipment immersion proof duringtransit. Dur- 
ing operation, the plates are removed and 
relocated above the louvered ports to make the 
equipment splashproof, A centrifugal-axial fan 
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Figure 6-43,—AN/SRC-20 & 21 major units. 
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unit is mounted on the main chassis of the RT- 
581/URC-9 and supplies cooling air to the 
receiver-transmitter units; in particular, the 
power amplifier and the modulator output tubes. 

Péwer Supply PP-2702/URC-9 provides all 
operating voltages required by the receiver- 
transmitter, "The-supply operates on 115 or 230 
VAC, single phase; 50. to 60 Hertz. 


RADIO SET CONTROL C-3866/SRC. 


The C-3866/SRC (fig. 6-44) is a control unit 
which permits local or remote operation of the 
radio set and provides automatic (dial) selection 
of any one of the 19 preset channels. When the 
correct combination of remote dialing and audio 
equipment is used, C-3866/SRC makes possible 
remote control from up to four remote stations. 

The unit contains a pushbutton start-stop 
circuit which controls primary power for either 
the AN/SRC-20 or AN/SRC-21. All primary 
power is routed through this unit, A telephone- 
type dial is used to select any one of the 19 
preset channels, Programming relays and a 
stepping relay are used to generate a 5-wire 
binary code. to deliver channel information to 
the Autopositioners -in the radio set and the 
antenna coupler. The stepping relay also pro- 
vides d.c. voltages for positioning the remote 


channel indicators (synchros), such as Indicator 
Control C-3868/SRC (fig. 6-45). When the set 
is controlled from a remote location by Radio 
Set Control C-1138/UR (discussed in Chapter 5), 
the C-3866/SRC provides matching for the audio 
lines. Nineteen squelch level potentiometers 
are available in the C-3866/SRC for setting the 
squelch level of each preset channel. The unit 
also contains three relay power supplies. 


MODES OF OPERATION 


Radio Sets AN/SRC-20, 21 have three modes 
of operation--normal,. retransmit, and tone. 
They can also operate with equipment requiring 
broad bandwidth capabilities. The mode of opera- 
tion of the radio sets is determined by the MODE 
and PLAIN-BROADBAND switches on Receiver- 
Transmitter RT-581/URC-9. 


Normal Mode 


In the normal mode, the RT-581/URC-9 
operates as a standard transceiver, with audio 
and receive-transmit control available at either 
the front panel of the unit or at a remote con- 
trolling station. When the CHANNEL SEL switch 
is in MANUAL, or one of the 10 preset channel 
positions, squelch control is exercised at the 


Figure 6-44,—Radio set control C-3866/SRC. 
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162.169 
Figure 6-45.—Indicator control C-3868/SRC. 


front panel. When the CHANNEL SEL switch is 
in REMOTE PRESET, the squelch level is 
determined by Radio Set Control C-3866/SRC. 
There are 19 squelch level controls on C-3866/ 
SRC. This allows individual squelch control for 
each of the 19 preset channels. The squelch 
circuitry is controlled by the carrier; the 
receiver audio output is squelched whenever the 
carrier drops below a predetermined level. 
Local audio output level is controlled by a front 
panel VOLUME control. Remote audio level is 
controlled by a VOLUME control on the remote 
equipment. During the normal mode, the system 
is in standby unless the push-to-talk switch is 
closed. While in standby, the system functions 
as a receiver. When the push-totalk switch is 
closed, the transmit-receive (T/R) relays con- 
vert the system to the transmit condition. When 
using the normal mode with the PLAIN-BROAD- 
BAND switch in the BROADBAND position, the 
following changes occur: 


1. The audio signals are rerouted through 
the broadband equipment, 

2. The demodulated signal is routed to a 
cathode follower driver and not squelched 
in the AN/URC-9. 

3. Normal sidetone is replaced by broadband 
sidetone. 


Retransmit Mode 


In the retransmit mode, the AN/SRC-20, 21 
can be operated with similar equipment. for 
automatic message relaying. During standby, 
both sets operate as receivers using carrier- 
controlled squelch, The receiyer-transmit con- 
trols of both sets are controlled by the carrier- 
controlled squelchrelays. When one set receives 
a signal, the ‘carrier-controlled squelch relay 
keys the other set to the transmit condition. 
The-audio output of the receiving set is applied 
to the audio input of the transmitting set. The 
retransmit audio can be monitored at either the 
local or remote stations. When the push-to-talk 
switch is closed, both transmitters are keyed to 
transmit. The local or remote microphone signal 
is fed to both transmitters for simultaneous 
transmission, The transmitter carriers should 
be separated by 5 MHz for proper operation. 


Tone Mode 


In the tone mode, a 1000 Hertz tone is 
generated in the RT-581/URC-9 and used to 
modulate the carrier. This signal is used as a 
sounding or homing beam for aircraft and ships 
within reception distance. 


FUNCTIONAL BLOCK DIAGRAMS 


Figure 6-46 is an over-all block diagram 
of Radio Sets. AN/SRC-20, 21 showing the 
relationship of the basic units to each other, 
and to external equipment. Assume that 19 
channels 
operating in the normal mode, and the CHANNEL 
SEL switch is in the REMOTE PRESET position. 
Under these conditions, typical operation of the 
system is as follows: 

Channel selection is initiated by Radio Set 
Control C-3866/SRC or one of the remote con- 
trol stations. Transmit-receive control is in- 
itiated by Radio Set AN/URC-9 or one of the 
remote control stations. The desired channel 
is selected by use of a telephone-type dial. The 
5-wire channel information is routed to the 
antenna coupler and to Radio-Frequency Amp- 
lifier AM-1565/URC where the Autopositioner 
is driven to select the desired frequency. The 
channel information is relayed from the AM- 
1565/URC to Radio Set AN/URC-9 where the 
frequency selection process is repeated. The 
transmit-receive control circuits are disabled, 
and the system is held in the receive condition 


have been preset, the equipment is. 
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LOCAL HEADSET 
XMTR AUDIO LOCAL 
LOCAL XxMIT/RECEIVE f MIKE 
XMTR AUDIO 


NOTES: 
| - THE AM-1565/URC 1S NOT INCLUDED IN 
RADIO SET AN/SRC—21. 
2- IN RADIO SET AN/SRC—21, CONNECTIONS 
FROM THE C-3866/SRC ARE MACE 
OIRECTLY TO AN/URC~9. 


LOCAL 
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Figure 6-46,—Radio sets AN/SRC-20 and 21 functional block diagram. 


until frequency selection is completed in boththe transmitted signal at all local and remote sta- 
AN/URC-9 and the AN/SRA-33. tions. Channel indication also is supplied to all 
After frequency selection is completed, the local and remote stations, If the PLAIN-BROAD- 
push-to-talk switch may be energized to convert BAND switch is in the BROADBAND position, 
the system to the transmit condition. During the audio signal from local or remote microphone 
remote transmit operation, audio is routed is coupled through the AN/URC-9 to the broad- 
through the C-3866/SRC and through the AM- band equipment. The output of the broadband 
1565/URC to Radio Set AN/URC-9. In the equipment is routed back to the AN/URC-9 and 
AN/URC-9, the audio signal is amplified and used to modulate the RF carrier. The output 
used to modulate the RF carrier. The output of from the AN/URC-9 is routed to the AM-1565/ 
the AN/URC-9 is a 16 to 24-watt UHF signal in URC. The operation of the AM-1565/URC in 
the 225 to 399.9 MHz range. The UHF signal is broadband is the same as in normal, 
routed to the AM-1565/URC where it is ampli- During normal receive, the received signal 
fied to a 100-watt minimum carrier level and is routed through the AM-1565/URC to the 
routed through the directional coupler and the AN/URC-9. In the AN/URC-9 the UHF signal 
antenna coupler to the antenna. is shifted down in frequency and detected to 
‘An audio sidetone signal is generated dur- remove the audio intelligence. The audio signal 
ing transmit and allows monitoring of the is routed through the C-3866/SRC to the remote 
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units. When the PLAIN-BROADBAND switch is 
in the BROADBAND position during normal 
receive operation, the received audio is routed 
through a broadband cathode follower in the 
AN/URC-9 to the broadband equipment. The 
audio from the broadband equipment is then 
routed to the. audio amplifier circuits in the 
AN/URC-9 and can be monitored at all local 
and remote stations. 

When the MODE switch (AN/URC-9) is inthe 
RETRANS position, the AN/SRC-20, 21, is 
operated with a similar equipment to provide 
automatic retransmission facilities. During this 
mode of operation, the squelch circuits of the 
AN/SRC-20, 21, are carrier controlled, and the 


transmit-receive circuits of each set are con- 
trolled by the squelch circuits of the other set. 
The audio output of each set is routed to the 
audio input of the companion set. 

The received signal at the antenna is routed 
through the antenna coupler and the AM-1565/ 
URC to the AN/URC-9. The receive circuits of 
the AN/URC-9 operate the same as in normal. 
When the carrier is detected, the squelch relays 
energize. These relays connect the audio output 
of the AN/URC-9 to the audio input of the com- 
panion set and place the companion set in the 
transmit condition. The audio then is automati- 
cally retransmitted. When the companion set 
receives a signal, the sequence is reversed; 
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Figure 6-47.—Radio set control C-3866/SRC functional block diagram. 
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that is, the squelch circuits of that set places 
the AN/SRC-20, 21, in the transmit condition 
and routes an audio signal to the audio input cir- 
cuits. 

The retransmit audio can be monitored at the 
local and remote stations, andif the push-to-talk 
switch is energized, both radio sets are placed 
in the transmit condition. 

During tone operation of the AN/SRC-20, 21, 
a 1000 Hertz signal is generatedby atone oscil- 
lator in the AN/URC-9 and transmitted as a 
‘choming beacon’’, All transmit circuits operate 
as in normal with the exception of the audio input. 


Radio Set Control C-3866/SRC 


A functional block diagram of the C-3866/SRC 
is shown in figure 6-47. The pushbutton start- 
stop circuit controls all primary power delivered 
to the AN/SRC- 20, 21. All primary power is fused 
through this unit. 

A telephone-type dial is used to select 19 
preset channels. The dial controls programming 
relays which, in turn, control a stepping relay 
used to generate a five-wire binary code. This 
code is used as channel information for the Auto- 
positioner in the AM-1565/URC (in the AN/SRC- 
20), the AN/URC-9, andthe antenna coupler. The 
stepping relay also provides d.c. voltages for 
positioning remote channel indicators, such as 
Indicator Control C-3868/SRC. 

When the set is controlled from aremote lo- 
cation (C-1138/UR), the dial on the C-3866/SRC 
is replaced by a dial on the remote unit, and the 
C-3866/SRC provides audio-matching facilities 
between the remote unit and the AN/URC-9. The 
C-3866/SRC also provides a five-wire binary 
code for the antenna coupler. 
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Three d.c. power supplies are included in the 
C-3866/SRC. These power supplies provide the 
necessary relay voltages. 


Radio Frequency Amplifier AM-1565/URC 


A functional block diagram of the AM-1565/ 
URC is shown in figure 6-48 (foldin endof chap- 
ter). When the set is keyed to transmit, the sig- 
nal from Radio Set AN/URC-9 passes through a 
variable attenuator to the RF amplifiers. After 
amplification, the signal passes through a di- 
rectional coupler and a low-pass filter (used to 
minimize harmonic radiation), to the antenna 
coupler, and then to the antenna. During receive, 
the signal passes from the antenna coupler to the 
input of Radio Set AN/URC-9 via.the coaxial 
relays. : 

The drive regulator circuits, in conjunction 
with the ferrite attenuator and front panel con- 
trols, compensate for variations in exciter out- 
put and drive requirement over the frequency 
range. This is done by either using apart of the 
output of the RF amplifier or a manual control 
to change the RF conducting properties of the 
variable attenuator. 

Automatic tuning of the RF amplifier is per- 
formed by aservo system together with the Auto- 
positioner and preset channel potentiometers. 

The Autopositioner, operated by front panel 
controls (or by Radio Set C-3866/SRC in remote 
operation), forms an unbalanced a.c. bridge be- 
tween the potentiometer of the desired channel 
frequency and the servo circuits. As the servo 
system seeks the new null position, the servo 
motor drives ganged plates in the resonant 
cavities of the RF amplifiers until proper cavity 
length is obtained. The servo system uses a rate 
generator feedback system to prevent hunting and 
oscillation. 
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Figure 6-17.— Functional block diagram (AN/SRA-56, 57, or 58). 
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Figure 6-24,—Antenna coupler group AN/SRA-33 functional block diagram. 
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Figure 6-48.—Radiofrequency amplifier AM-1565/URC functional block diagram. 
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CHAPTER 7 
TELETYPE COMMUNICATION SYSTEMS 


This chapter builds upon the material relat- 


ing to teletype systems presented in chapter 5- 


of this manual. Functional block diagrams of 
Shipboard systems. are shown, and a represen- 
tative transmitter, receiver, and telegraph ter- 
minal are described. 


SHIPBOARD TELETYPE SYSTEMS 


As discussed in chapter 5, the Navy. uses 
audiofrequency tone-shift (AFTS) and radiofre- 
quency carrier-shift (RFCS) teletype systems. 
The equipment used in these systems is con- 


 7wred in various ways, depending upon the type 


“a ship and communications concerned. 
AUDIOFREQUENCY TONE-SHIFT SYSTEM 


Audiofrequency tone-shift teletype systems 
are normally used in the UHF band for short 
.:nge shipboard communications, These sys- 
vems consist of the antennas and associated 
couplers or multicouplers, transmitters and 
receivers, and/or transceivers patched through 
their respective transfer switchboards to tone 
terminal equipment. The tone terminal equip- 
ment is patched through nonsecure communica- 
tion patching panels, through security equipment, 
then through secure communication patching 
panels to secure TTY equipment. For nonsecure 
Operation, the TTY equipment is patched to the 
tone terminal equipment via thenonsecure com- 
munication patching panels. A representative 
audiofrequency tone-shift UHF system using a 
transceiver is shown in figure 7-1, 

On the transmit side (fig. 7-1) d. c. signals 
from the secure TTY send equipment are patched 
through the secure communication patching 
panels to the TTY security equipment where 
encryption takes place. The encrypted d. c. 
Signals are then patched through the nonsecure 
communication patching panel to the tone ter- 
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minal set. The tone terminal set converts the 
encrypted d.c. signals into audio tone-shift sig- 
nals as described in chapter 5. The encrypted 
audio tone-shift signals are then patched via the 
transmitter transfer switchboard to the trans- 
mitter section of the transceiver. The audio 
tone-shift signal modulates the RF carrier gen- 
erated by the transmitter, resulting in encrypted 
tone-modulated RF signals being radiated by the 
antenna, 

On the receive side (fig. 7-1), encrypted tone 
modulated RF signals are received at the antenna 
and patched via the multicoupler to the receiver 
section of the transceiver, where demodulation 
takes place. The resulting audio tone-shifted 
signals are then patched via the receiver trans- 
fer switchboard to the tone terminal set. The 
tone terminal set converts the audio tones back 
into encrypted d. c. signals, which are patched 
through the nonsecure communication patching 
panel to the security equipment. The decrypted 
d. c. signals from the security equipment are 
then patched to the secure receive TTY equip- 
ment via the secure communication patching 
panel, 


RADIOFREQUENCY CARRIER-SHIFT 
SYSTEM 


On the transmit side (fig. 7-2) d. c. signals 
from the secure send TTY equipmentare patched 
through the secure communication patching panel 
to the security equipment. The encrypted d. c. 
signals are then patched via the nonsecure com- 
munication patching panel either directly or 
through an FSK switchboard to the HF trans- 
mitter. The encrypted d. c. signals shift the 
frequency of the RF carrier generated by the 
transmitter. A shift of 425 Hz above the assigned 
frequency results when the d. c. loop is ona 
space, and a shift of 425 Hz below the assigned 
frequency results when the d. c. loop is ona 
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Figure 7-1.—AFTS teletype system. 


mark. The resulting output from the transmitter 
is a carrier frequency-shift signal which shifts 
a total of 850 Hz between marks and spaces, The 
transmitter can be controlled from a remote 
operating position by the XMTR/TTY Control 
Unit patched to the transmitter transfer switch- 
board, 

On the receive side (fig. 7-2) the carrier 
frequency-shift signals are received and demoad- 
ulated by the receiver, resulting in audio signals 
which shift 850 Hz between marks and spaces. 
The audio signals are patched to the converter/ 
comparator via the receiver transfer switch- 
board. The converter/comparator converts the 
audio-shift signals back to encrypted d.c. pulses, 
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which are patched via the nonsecure communi- 
cation patching panel to the security equipment. 
The decrypted d. c. pulses are then fedfrom the 
security equipment through the secure communi- 
cation patching panel to secure receive TTY 
equipment. 


MULTICHANNEL TELETYPE SYSTEMS 


Secure multichannel (multiplex) teletype sys- 
tems are the primary means of shore to ship 
communications. Ships having multichannel 
capabilities also use these systems to communi- 
cate withshore stations and other ships similarly 
equipped. 

Direct current signals from the secure TTY 
send equipment (fig. 7-3) are patched via the 
secure communication patching panel to the 
security equipment. The encrypted d. c. signals 
are then patched through the nonsecure com- 
munication patching panel to the send channels 
of the Telegraph Terminal AN/UCC-DD(V). (A 
functional description of the AN/UCC-ID(V). 
appears later in this chapter.) The encrypted 
d. c. signals are applied to frequency-shift 
keyers in the telegraph terminal which converts 


the d. c. signals to audio tones, The resulting::.:.. | 


output from the send side of the telegraph ter- 
minal is an encrypted composite audio signal, 
consisting of as many tones as are required for 
the number of channels used. 

The encrypted composite audio signal from 
the telegraph terminal is fed via an audio line. 
to the transmitter transfer switchboard. (The™ 
tones do not interfere with one another as they 
are separated infrequency.) The composite audio 
signal (which occupies approximately a 3 kHz 
band width) is then patched via the transmitter 
transfer switchboard to the HF transmitters 
which are set up for SSB operation. The outputs 
from the transmitters consist of one sideband 
which contains the encrypted composite tones, 
The RF carrier and the other sideband are fil- 
tered out in the transmitter, resulting in all 
transmitter power being used for transmitting 
the tones. 

On the receive side (fig. 7-3) the encrypted 
composite tones are received and demodulated 
by the receivers. (Two receivers are used to 
provide for diversity reception.) The outputs of 
the receivers are audio signals which are identi- 
Cal to those from the send side of the telegraph 
terminal. 

The encrypted composite audio signals from 
the receivers are patched via the receiver 
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Figure 7-3,—Multichannel teletype system. 


transfer switchboard into the receiver A and each channel are fed to the security equipment, 
receiver B inputs of the telegraph terminal. where they are decrypted. Decrypted d. c. sig- 
Frequency-shift converters in the telegraph nals are then patched via the secure communi- 
terminal convert the encrypted composite audio cation patching panel to the secure receive TTY 
signals back to encrypted d. c. signals, which equipment, 

are fed to the nonsecure communication patching 

panel. Each telegraph channel appears on a RADIO TRANSMITTING SET AN/URT-~23 (V) 
separate loop on the nonsecure communication Radio Transmitting Set AN/URT-23(V) isa 
patching panel. The encrypted d. c. signals from 1 kw. single sideband radiotransmitting set that 
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can be supplied in any one of four possible con- 
figurations. The normal configuration includes 
Radio Transmitter T-827/URT, and is capable 
of. general purpose voice, continuous wave, and 
radio teletypewriter transmissions in the 2 to 
30 MHz frequency range. The exact spacing and 
number of channels available, modes of opera- 
tion, and frequency range are dependent on the 
model of the T-827/URT supplied. Stack or rack 
mounting may be used to install the units of the 
AN/URT-23(V) in a ship or shore fixed installa- 
tion with other ancillary equipment to form a 
complete communications system, Any one of 
three-phase primary power sources can be used 
to provide operating power to the set: 115 volts 
400 Hz; or 208 or 440 volts 60 Hz. 


GENERAL DESCRIPTION 


The major units used to make up the AN/URT- 
23(V) are: Radio Transmitter T-827/URT, Radio 
Frequency Amplifier AM-3924(P)/URT, Power 
Supply PP-3916/UR or (optionally) Power Supply 
PP-3917/UR, and Electrical Equipment Shock 
Mount Base MT-3399/U, as shown in figure 7-4. 
In both ship and shore installations, Antenna 
Coupler Group AN/URA-38A (consisting of An- 
tenna Coupler CU-938A/URA-38 and Antenna 
Coupler Control C-3698A/URA-38) is normally 
used to automatically match the impedance of 
the system to the 50 ohm transmission line, Pro- 
visions are included, however, which allow oper- 
ation with any 50 ohm antenna coupling system. 

The T-827/URT is a low level transmitter 
(exciter) which provides a Upper Side Band 
(USB), Lower Side Band (LSB), Independent Side 
Band (ISB), CW, FSK, or compatible AM signal 
of sufficient power to drive the AM-3924(P)/ 
URT. Digital tuning is used to cover the 2 to 30 
MHz frequency range. (Model T-827/URT tunes 
from 2.0 to 29.9995 MHz in 500 Hz increments; 
Model T-827 A/URT and later models tune from 
2.0 to 29.9999 MHz in 100 Hz increments.) A 
five-wire coded output from the T-827/URT is 
also applied to the AM-3924(P)/URT toautoma- 
tically tune it to the correct frequency band, The 
T-827/URT is discussed in more detail later. 


Radio Frequency Amplifier AM-3924(P)/URT 


The AM-3924(P)/URT (fig. 7-4) is atwo stage 
linear power amplifier, which produces an output 
of 1 kw.. with a nominal input of 100 mw. Nine- 
teen frequency bands are used to cover the 2 to 
30 MHz operating frequency range. The operat- 
ing band is automatically selected by afive-wire 
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code generated by the T-827/URT or internally 
generated if the T-827/URT is not used. The 
code controls two motor-driven bandswitch as- 
semblies on which are mounted broadband trans- 
formers used as interstage and output tuned 
circuits for the two amplifier stages. Automatic 
control circuits compensate for variations in 
system gain, mode of operation, or loading to 
protect the unit against overload. The AM-3924 
(P)/URT can be modified to allow operation with 
an exciter other than the T-827/URT. Plugged 
mounting holes are provided in the front panel 
and rear of the case to allow the installation of 
the circuitry. 


The AM-3924(P)/URT operates froma three- 
phase primary power source of 115 volts 400 Hz 
or 208 or 440 volts 60 Hz. All low voltages re- 
quired for operation (except two of the relay 
control voltages) are internally produced. The 
high voltages required for powering the electron 
tubes used in the amplifier stages are produced 
by the associated Power Supply PP-3916/UR 
(when using 60 Hz primary power) or the optional 
internally mounted Power Supply PP-3917/UR 
(when using 400 Hz primary power). 


All operating controls and indicators are 
located on the front panel (fig. 7-5). Those con- 
trols used only for initial setup are protected 
by a hinged access cover. All connections are 
made at the rear of the case. The four electron 
tubes and the associated interstage broadband 
transformer assemblies are cooied by forced 
ventilation, Cooling air is drawn througha filter 
on the front panel and exhausted through a port 
on the rear of the case. 


Power Supplies 


Power Supply PP-3916/UR (fig. 7-4) pro- 
duces operating voltages for the AM-3924(P)/ 
URT when operating from the 60 Hz power 
sources, as stated previously. All components 
of the PP-3916/UR, except the power trans- 
formers, are mounted on a chassis and panel 
assembly, which is hinge-mounted to a metal 
case. Loosening the front panel screws allows 
the chassis and panel assembly to be dropped . 
90 degrees to a horizontal positionfor servicing 
and troubleshooting, The power transformers 
are constructed as an integral part of the case. 
Two self-indicating fuse holders and a POWER 
ON. indicator are located on the front panel of 
the PP.3916/UR. There are no operating con- 
trols. oe 
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Figure 7-4.,—Radio Transmitting Set AN/URT-23 (V). 


The PP-3917/UR produces operating volt- 
ages for the AM-3924(P)/URT when operating 
from a 400 Hz, three-phase, 115 volt primary 
power source. When used, the PP-3917/UR is 
mounted as an internal subassembly of the AM- 
3924(P)/URT. . 
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Antenna Coupler Group AN/URA-38A 


Antenna Coupler Group AN/URA-38A is an 
automatic antenna tuning system intended pri- 
marily for use with the AN/URT- 23(V), However, 
the equipment design includes provisions for 
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Figure 7-5.—Radiofrequency Amplifier AM-3924(P)/URT. 


manual and semiautomatic tuning, thus making on the antenna coupler control unit. A low power 
the system readily adaptable for use with other (not to exceed 150 watts) CW signal is required 
radio transmitters. In addition, the manual tuning for tuning. Once tuned, the CU-938A/URA-38 
capability is useful when a failure occurs in the is capable of handling 1.kw. of PEP and average 
automatic tuning circuitry. Also, tuning can be power. : 
accomplished without the use of RF power (silent The CU-938A/URA-38 is enclosed in an 
tuning). This method is useful in installations aluminum, airtight, pressurized case. Access 
where radio silence must be maintained except is gained to the chassis by removing the dome- 
for brief transmission periods. , shaped cover from the case. Fins on the bottom 
Antenna Coupler CU-938A/URA-38 (fig. 7-4) of the case carry heat from the unit. Six mount- 
matches the impedance of a 15, 25, 28, or 35 ing feet enable the unit to be attached to the 
foot whip antenna to a50-ohm transmission line, mast of a ship at the base of a whip antenna. The 
at any frequency in the 2 to 30 MHz range. When CU-938A/URA-38 is pressurized with dry nitro- 
operating with the AN/URT-23(V), control sig- gen to aid internal heat transfer and prevent 
nals from the associated antenna coupler control corona and arcing. All components of the CU- 
unit automatically tune the CU-938A/URA-38 938A/URA-38 are secured to a chassis, which 
Matching Network in less than five seconds. Dur- is mounted to the case so that anair duct exists 
ing manual and silent operation, tuning is accom- between the chassis plate and the case. Aninter- 
plished by the operator with the controls mounted nal fan circulates the nitrogen over and through 
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the heat producing elements and then through the 
air duct. While passing through the air duct, the 
nitrogen loses its heat to the bottom ofthe case. 
This heat is then transferred by convection 
through the fins on the case and by conduction 
through the mounting feet. 

Antenna Coupler. Control C-3698A/URA-38 
(fig. 7-6) provides power and control signals 
required to tune the CU-938A/URA-38. The con- 
trol signals are either automatically produced 
‘by the C-3698A/URA-38 when a tune cycle is 
initiated or manually produced with the front 
panel controls. All d. c. operating voltages are 
produced from a 115 volt, 48 to 63 or 350 to 450 
Hz, single phase primary power source. Meter- 
ing and protection circuits are provided to enable 
complete control of the CU-938A/URA-38 from 
the remotely positioned C-3698A/URA-38. 


RADIO TRANSMITTER T-827/URT 


Radio Transmitter T-827/URT accepts audio 
or coded intelligence and converts it to one of 
56,000 possible operating radio frequencies in 
the 2.0 to 29.9995 MHz frequency range. It is 
capable of operating in any of LSB, USB, ISB, 
CW, FSK and compatible AM modes of operation. 
Tuning is accomplished digitally by means of 
five control knobs (MCS and KCS) and a switch 


(CPS) located on the front panel (fig. 7-7). The 
T-827/URT has a minimum output level of at 
least 0.25 watt, and is designed to be used with 
an associated RF power amplifier such as the 
AM-3007/URT or the AM-3924/URT. 

In AM and SSB transmit modes of operation, 
the output from a microphone is applied to the 
T-827/URT. The voice signals are amplified 
and used to modulate a 500 kHz local carrier, 
providing a 500 kHz IF. The resulting double 
sideband signal is filtered according to the mode 
of operation, amplified, and converted by a 
triple-conversion process to the desired RF 
operating frequency. The RF signal is power 
amplified to a nominal 0.1-watt level. In CW 
operation, the 500 kHz local carrier is inserted 
directly into the IF amplifiers at a coded rate. 
The signal is further processed in the same 
manner as the voice signals in the AM or SSB 
modes of operation. In FSK operation, the coded 
application of loop current is converted to audio 
frequencies representing marks and spaces. 
These audio signals are applied to the audio 
circuits of the T-827/URT. Thereafter, these 
Signals are processed in the same manner as 
the voice signals in AM or SSB modes of opera- 
tion. 

As shown by the functional block diagram 
(fig. 7-8 foldin end of chapter), the T-827/URT 


TUNING (OVERLOAD) BYPASS 
ELEMENT (INDICATOR) ALARM (INDICATOR) 
POSITION READY BYPASS _ OVERLOAD 
DISCRIMINATOR (METER) (INDICATOR) (SWITCH) (INDICATOR) 
NULL(METER) 
= . 
L-C SWITCH ~~ 
FUSES 
LEFT RIGHT 1.50A OVERLOAD a 
(PUSHBUTTON) (PUSHBUTTON) (MODE (SWITCH) 
RETUNE SELECTOR POWER POWER 
(PUSHBUTTON) SWITCH) (SWITCH) (INDICATOR) 
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Figure 7-6.—Antenna Coupler Control C-3698/URA-38. 
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Figure 7-7.—Radio Transmitting Set T-827/URT operating controls and indicators. 


consists of nine plug-in electronic assemblies 
and a power supply. Assembly A2A6 consists of 
six subassemblies. 


Main Signal Flow 


The main signal flow in the T-827/URT orig- 
inates in the 5 MHz frequency standard in as- 
sembly A2A5 (fig. 7-8). This circuit is housed 
in an oven assembly maintained at anearly con- 
stant femperature of 85°C by the oven control 
circuit. The 5 MHz frequency standard produces 
an accurate, stable reference frequency, upon 
which all frequencies used in the T- 827/URT are 
based. The accurate output from the 5 MHzfre- 
quency standard is applied to a switching and 
compare circuit. An external 5 MHZ frequency 
may also be applied to this circuit. The switching 
and compare circuit routes the internal or ex- 
ternal 5 MHz signal to the multiplier-divider 
circuits or to the compare circuit. The compare 
circuit compares the internal 5 MHz frequency 
with the external 5 MHz frequency for an indica- 
tion of the internal frequency accuracy. The 5 
MHz output from the switching and compare 
circuit is applied to the multiplier-divider cir- 
cuit, where it is converted to frequencies of 500 
kHz, 1 MHz, and 10 MHz. All three frequencies 


are used in the mixing processes required to 
produce the injection frequencies used inthe RF 
conversion process. The 500 kHz frequency out- 
put from the multiplier-divider circuit also. 
serves as the local carrier for the T-827/URT. 

The 500 kHz local carrier output from the 
multiplier-divider circuit is applied to the 500 
kHz IF amplifiers in assembly A2Al. These 
circuits amplify the 500 kHz local carrier toa 
level suitable for uSe in the balanced modulators. 
There are two balanced modulators, identical 
except for output filtering. The balanced modu- 
lator used is selected according to the mode of 
operation. One balanced modulator is used in the 
USB, FSK, AM, and ISB modes of operation. The 
other balanced modulator is used during the LSB 
and ISB modes of operation. Neither balanced 
modulator is used during the CW mode of opera- 
tion. Audio intelligence from the audio amplifier 
is applied to the appropriate balanced modulator 
to modulate the 500 kHz local carrier, result- 
ing in a double sideband signal without a carrier. 
The double sideband signal is filtered according 
to the mode of operation to remove either the 
LSB or USB portion of the signal. 

The other portion of A2Al Assembly is the 
control gates sidetone oscillator circuit (des- 
cribed later). 
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The 500 kHz output from the balanced mod- 
ulators is applied to the IF amplifiers (assem- 
bly A2A12). The IF amplifiers provide a 500 
kHz IF output at a level suitable for use in the 
low and midfrequency mixers circuit. The level 
of the 500 kHz IF output from the IF amplifiers 
is prevented from exceeding a predetermined 
peak and average power level by application of 
the average power control (APC) and the peak 
power control (PPC) signals produced in the as- 
sociated RF power amplifier. The 500 kHz local 
carrier is reinserted into the 500 kHz IF signal 
during the AM mode of operation in the IF am- 
plifier circuit. The unmodulated 500 kHz IF 
Signal for CW mode of operation is also pro- 
duced by this circuit. The 500 kHz carrier re- 
quired in both the AM and CW modes of opera- 
tion is applied to the IF amplifiers circuit by 
the control gates sidetone oscillator circuit con- 
tained in Assembly A2A1 (fig. 7-8). 


The output from the IF amplifier circuit is 
applied to the low and midfrequency mixers. 
These two mixer circuits, which comprise a 
part of Subassembly A2A6A6, in conjunction with 
the high frequency mixer circuit portion of As- 
sembly A2A4, convert the 500 kHz IF signal to 
the desired RF frequency by a triple conversion 
process. The 500 kHz IF signal is mixed with 
the 1- and 10-kHz injection frequency by the 
low frequency mixer to produce asecondIF fre- 
quency between 2.8 and 2.9 MHz. This frequency 
is filtered and applied to the midfrequency mixer. 
The second IF is mixed with the 100 kHz injec- 
tion frequency by the midfrequency mixer to pro- 
duce a third IF between 19.5 and 20.5 MHz or 
between 29.5 and 30.5 MHz. The third IF used 
is determined by the hi/lo band control signal. 


The output from the midfrequency mixer is 
filtered and applied to the high frequency mixer 
in Assembly A2A4. The third IF is mixed with 
the MHz injectionfrequency by the high frequency 
mixer to produce the desired R F output frequency. 
The MHz injection frequency is determined by 
the position at which the MHz frequency gen- 
erator is set by the code from the code genera- 
tor. The output from the high frequency mixer 
is applied to the RF amplifiers, which amplify 
the RF frequency to a level suitable to drive 
the associated. RF power amplifier. The input 
and output circuits of the RF Amplifiers are 
automatically tuned by the tuning code produced 
by the code generator, according to the frequency 
of the desired operating channel. 
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Audio Signal Flow 


The intelligence applied to the T-827/URT is 
either the coded keying for CW, the coded keying 
for FSK, or the audio for all other modes of 
operation. The coded CW keying turns a gating 
circuit on and off in the control gates sidetone 
oscillator circuit. Each time the keyis pressed, 
the gate is turned on, allowing the 500 kHz local 
carrier to pass from the 500 kHz amplifiers to 
the IF amplifiers. Also, each time the CW key 
is pressed, the output of a sidetone oscillatoris 
gated through to the sidetone line. This sidetone 
signal is applied to the associated receiver (such 
as R-1051/URR), enabling the operator to moni- 
tor the CW keying. The audio output from the 
microphone is applied to the audio amplifiersin 
Audio Amplifier Assemblies A2A2 and A2A3 
(fig. 7-8). 

When operating in the USB, ISB, AM, or FSK 
modes of operation, the audio input is amplified 
by Assembly A2A2 and is applied to the appro- 
priate balanced modulator. When operating in 
the LSB and ISB modes of operation, the audio 
is amplified by Assembly A2A3 and is applied to 
the appropriate balanced modulator. A gate for 
each assembly is turned on in the controigates 
sidetone oscillator (Assembly A2A1) when the 
corresponding assembly is turned on. This gate 
allows the audio to pass as a side tone signal to 
the associated receiver, enabling the operator 
to monitor the respective transmission. 

When operating in the FSK mode of opera- 
tion, the coded TTU input is applied to the TTY 
generator in Assembly A2A9, The TTY genera- 
tor produces the required mark and space fre- 
quencies and applies them to Audio Amplifier 
Assembly A2A2, The gate for reinserting the 
500 kHz carrier into the IF signal during AM 
operation is also contained in the control gates 
sidetone oscillator circuit. This circuit alsohas 
a gating network for reinserting a pilot local 
carrier into the IF signals during LSB, USB, or 
ISB operation. 


Frequency Generation 


The injection frequencies used in the first 
frequency conversion in the mixers circuit are 
generated within the 1 and 10 kHz Synthesizer 
Subassembly A2A6A3,. This circuit consists of 
two crystal oscillators, each of which has ten 
possible output frequencies. The output from the 
1 kHz oscillator (1. 850 MHz to 1. 859 MHz, in 
1 kHz steps) is determined by the setting of the 
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front panel 1 kHz (KCS) control (fig. 7-7), and 
the output from the 10 kHz oscillator (5.25 MHz 
to 5.16 MHz, in 10 kHz steps) is determined by 
the setting of the front panel 10 kHz (KCS) con- 
trol. The outputs from the two oscillators are 
subtractively mixed to produce one of 100 pos- 
sible frequencies spaced at the 1 kHz intervals 
between 3.301 and 3.400 MHz. The output is ap- 
plied to the low frequency mixer. 

The injection frequencies used in the second 
frequency conversion in the mixers circuit are 
generated within Subassembly A2A6A2 (fig. 7-8). 
This circuit consists of a crystal oscillator, the 
output of which is one of ten frequencies spaced 
at 100 kHz intervals between 4.553 and 5.453 
MHz. The output frequency is determined by the 
setting of the front panel 100 kHz (KCS) control. 
Ifalo-band injection frequency is required, the 
17,847 MHz output from the 17.847 MHz mixer 
is additively mixed in the lo-band mixer with 
the output from the 100 kHz oscillator (4.553 
MHz to 5.453 MHz, in 100-kHz steps) to provide 
a frequency in the 22.4 to 23.3 MHz range. If a 
hi-band injection is required, the 27.847-MHz 
output from the 27.847-MHz mixer is additively 
mixed in the hi-band mixer with the output from 
the 100-kHz oscillator (4.553 MHz to 5.453 MHz, 
in 100-kHz steps) to provide a frequency in the 
32.4 to 33.3 MHz range. In either case, the re- 
sultant frequency is applied to the midfrequency 
mixer. 

The injection frequencies used in the thrid 
frequency conversion in the mixer circuit are 
generated within Subassembly A2A6AI. This cir- 
cuit consists of a phase-locked crystal oscillator 
that is automatically tuned to produce one of 
seventeen frequencies between 2.5 MHz and 23.5 
MHz. The output frequency is determined by the 
setting of the front panel MCS controls (fig. 7-7). 


Error Cancellation 


A combination of error cancelling loops and 
phase-locked loops is used in the frequency syn- 
thesizer circuits of the T-827/URT to ensure 
that the injection frequencies applied to the 
mixers are correct. Subassembly A2A6AI (fig. 
7-8) employs a phase-locked loop to ensure the 
accuracy of the MHz injection frequencies. The 
1-MHz output from the multiplier-divider in As- 
sembly A2A5 is applied to the spectrum gener- 
ator to produce a spectrum of frequencies spaced 
at 1-MHz intervals between 1.MHz and 25 MHz. 
The output from the spectrum generator andthe 
output from the MHz oscillator are mixed. Any 
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error in output from the MHz oscillator is de- 
tected, and an error voltage is produced. This 
error signal is applied to the MHz oscillator to 
lock it to the correct frequency. The accuracy 
of the oscillator output is the same as that of 
the 5-MHz frequency standard. 

Subassembly A2A6A2 employs an error can- 
celling loop to ensure the accuracy of the 100- 
kHz injection frequencies. The 500-kHz output 
from the multiplier-divider is applied to the 
100-kHz spectrum generator to produce a spec- 
trum of frequencies spaced at 100-kHz intervals 
between 15.3 MHz and 16.2 MHz. The output from 
the 100-kHz oscillator (4.553 MHz to 5.453 MHz, 
in 100-kHz steps) is applied to the 10.747-MHz 
mixer, where it is mixed with that spectrum 
point of the 100-kHz spectrum which will result 
in an output of 10.747-MHz. The 10.747-MHz 
signal is additively mixed with the 7.1 MHz out- 
put from the 7.1-MHz mixer to produce the 
17.847-MHz signal, which is used in one of two 
mixing processes, It is mixed with the 100-MHz 
oscillator output to cancel any oscillator fre- 
quency error and produce the lo-band injection 
frequencies, or it is mixed with the 10-MHz out- 
put from the multiplier-divider. This mixing 
produces a 27,.847-MHz signal, which is mixed 
with the 100-MHz oscillator output to cancel any 
oscillator frequency error and produce the hi- 
band injection frequencies. The hi or lo-band of 
injection frequencies is determined by the volt- 
age level on the hi/lo band control line output 
from the code generator. If an error were pre- 
sent in the 100-kHz oscillator output, it would 
be cancelled in this mixing scheme. 

Any error existing in the 1 and 10 kHz oscil- 
lator (Subassembly A2A6A3) is cancelled in the 
following manner. The 100-kHz pulses from the 
100-kHz spectrum generator are applied to the 
10-kHz spectrum generator, producing an output 
from 3.82 to 3.91 MHz in 10-kHz increments. 
The 10-kHz spectrum generator also produces 
10-kHz pulses, which are applied to the 1-kHz 
Spectrum generator to produce a spectrum of 
frequencies spaced at 1 kHz intervals between 
0.122 MHz and 0.131 MHz. The output from the 
10-kHz oscillator (5.25 MHz to 5.16 MHz, in 10- 
kHz steps) is additively mixed with whichever 
spectrum point of the 10-kHz spectrum will re- 
sult in a frequency of 9.07 MHz. 

The output from the 1-kHz oscillator (1.850 
MHz to 1.859 MHz, in 1 kHz steps) is additively 
mixed with whichever spectrum point of the 1- 
kHz spectrum will result in a frequency of 1.981 
MHz. The 1.981-MHz and the 9.07-MHz signals 
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are then subtractively mixed, producing the 
7.089-MHz signal, which contains the errors of 
both oscillators. The 1-kHz spectrum generator 
also produces 5-kHz pulses, which are applied 
to the 5-kHz spectrum generator to produce an 
output consisting of two spectrum points, 110 
kHz and 115 kHz. These spectrum points are 
used to lock the output frequency of the 500-Hz 
phase-locked oscillator to 110 kHz or 115 kHz, 
when desired. With the front panel CPS switch 
in the 000 position, the output from the phase- 
locked oscillator is 110 kHz and is locked to 
that exact frequency by the 100-kHz spectrum 
point applied to the phase detector. This 100-kHz 
signal is divided by ten and applied to the 7.1 
MHz mixer, where it is additively mixed with the 
7.089-MHz output from the 7.089-MHz mixer. 
The resulting 7.1-MHz signal is then applied to 
the error loop of Subassembly A2A6A2, There- 
fore, if an error exists in the lor 10 kHz oscil- 
lators, the same error will exist in the 100-kHz 
injection frequencies. This error is then can- 
celled in the low and midfrequency mixers of the 
mixers circuit. 


Power Supply 


The operating voltages for all circuits in the 
T-827/URT are produced by Power Supply As- 
sembly A2A8 (fig. 7-8). The 105 to 125 v.a.c. 
primary power is converted to d.c. voltages of 
110 v.d.c. (RF amplifier tubes plate and screen 
supply), -30 v.d.c. (RF amplifier tubes bias), 
and 28-v.d.c. (general use). The 28 v.d.c. is also 
regulated to 20 v.d.c. The 20 v.d.c. is used for 
operating voltage in the semiconductor circuits 
of the T-827/URT. 


FUNCTIONAL BLOCK DIAGRAM 


A functional block diagram of the AN/URT- 
23(V) is shown in figure 7-9 (foldin endof chap- 
ter). The RF Power Amplifier AM-3924 (P)/URT 
is driven by a low-level (nominal 100 mw.) RF 
output from the T-827/URT. Two stages of am- 
plification (a driver amplifier and afinal ampli- 
fier, fig. 7-9) are used to linearly amplify this 
input to a level of 1 kw. Each stage consists of 
two parallel connected electron tubes and oper- 
ates into one of nineteen pretuned transformer 
assemblies. The transformer assemblies for 
each stage are automatically switched into the 
circuit according to the operating frequency. The 
1 kw. output from the final amplifier is applied 
through the VSWR bridge and the antenna trans- 
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fer relay to the antenna coupler system. The 
VSWR bridge samples both reflected andforward 
power for application to the front panel power 
meter for measurement and monitoring. In addi- 
tion, the VSWR bridge supplies the necessary 
signals for the APC and PPC circuits to develop 
their respective control voltages. The antenna 
transfer relay connects the antenna to an auxil- 
iary receiver when the system is notkeyed. 

A five-wire coding scheme is used to auto- 
matically bandswitch the correct transformer 
assemblies into the driver and final amplifier 
circuits. The code is generated either by an 
encoder within the T-827/URT, or internally by 
an encoder within the AM-3924 (P)/URT when 
the T-827/URT is not used. In either case, the 
code consists of a pattern of opens and grounds, 
which establishes a ground path to one side of 
a relay coil through a decoder switchin the AM- 
3924(P)/URT bandswitching system. This ground 
path energizes the relay and, in turn, a motor, 
which rotates the decoder and bandswitch assem- 
blies until the ground pathis broken. While a new 
channel is being selected, an inhibit signal is 
applied to the keying circuit to prevent the sys- 
tem from being keyed before the switches have 
stopped in the correct position. 

The VSWR bridge supplies a signal to the 
APC-PPC circuit, which is, in essence, the en- 
velope of the RF output from the system. This 
signal is used to develop one control voltage 
which is proportional to the peak power output 
from the system and another which is propor- 
tional to the average power. Both control volt- 
ages are applied to the T-827/URT, where they 
are used to maintain the power output from the 
system at a constant lkw. PEP. This closed loop 
circuit ensures that the RF power output is 
maintained at the rated level as well as prevent- 
ing it from exceeding a safe limit. In addition, 
the PPC voltage is applied to the AM-3924 (P) 
/URT Bias Circuits as a protective measure in 
the event that the control circuits in the T-827 
/URT fail or that the system is being operated 
with an exciter that does not have power control 
capabilities. In this condition, as the peak power 
output increases beyond its rated level, the bias 
voltage to the driver amplifier is increased to 
reduce the RF output. 

The APC-PPC circuit can also be com- 
manded to reduce the power output from the sys- 
tem to a lower value required for tuning the an- 
tenna coupler... This is accomplished either 
manually with the front panel TUNE KEY switch 
or automatically by the AN/URA-38. At the same 
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time, a carrier insert signal is supplied to the 
T-827/URT, causing that unit to provide the 
Single tone carrier output required for tuning. 
If desired, a resistor in the PPC circuit can be 
changed in value to enable the tune power level 
to be set to other values required to tune an- 
tenna couplers other than the AN/URA-38. When 
operating in the CW or FSK mode, the CW/FSK 
ground from the T-827/URT is used to de- 
energize the APC detector and switch the PPC 
output to the T-827/URT APC input. Also, a class 
B drive signal is produced and applied to the bias 
power supply when the CW/FSK ground is 
present. 

An overload detector is used to continually 
monitor the plate currents of the two final am- 
plifier tubes, the RF output voltage, and the 
temperature of the PP-3916/UR. If a dangerous 
condition occurs in any of these areas, the over- 
load circuit trips and provides an inhibit signal 
to the keying circuit, preventing further keying 
of the circuit until the overload has been 
cleared. When the overload circuit trips, an in- 
dicator lamp and an alarm are energized to pro- 
vide both visual and audible indication that an 
overload condition has occurred. A front panel 
switch enables the audible overload alarm to be 
disabled. The overload circuit can be reset 
through the front panel RESET switch. However, 
if the overload was not of a momentary nature, 
the overload circuit will again immediately trip 
to prevent keying. In addition, the keying circuit 
remains inhibited whenever the overload switch 
is held in the reset position, thus preventing an 
operator from forcing operation in an overload 
condition. When the time elapsed meter has 
recorded 1,000 hours of filament-on time for 
the electron tubes, it trips and energizes the 
overload indicator and alarm to provide an in- 
dication that the tubes should be checked for 
possible replacement and the time elapsed 
meter set to zero. However, in this condition, 
the operate bias for the final amplifier is not 
prevented from being keyed. 

The AM-3924(P)/URT is keyed on and off 
through the bias levels applied to the four elec- 
tron tubes in the final and driver amplifiers. 
Keying is accomplished by grounding the sys- 
tem keyline at anyof the other unitsor by setting 
the AM-3924(P)/URT front panel KEY switch at 
TUNE KEY or LOCAL KEY. In any case, the 
keying circuit switches the bias voltage for the 
driver and final amplifier electron tubes from 
cutoff to operate levels. The keying circuit is 
inhibited (bias maintained beyond cutoff) 
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whenever the tuning motor is energized, an over- 
load occurs, the RESET switch is depressed, or 
the ground key interlock signal is supplied by the 
AN/URA-38. Also, when the tuning motor is 
energized or the ground key interlock signal is 
supplied by the AN/URA-38, the T-827/URT is 
unkeyed by cutting off the 28 v.d.c. interlock 
signal that the AM-3924(P)/URT normally sup- 
plies to energize the T/R relays in the T-827/ 
URT. 

A metering circuit allows any one of eight 
parameters of the amplifier tubes to be con- 
nected to a meter for measurement or monitor- 
ing. These parameters consist of the cathode 
current of each of the four electron tubes, the 
input RF power to the driver amplifier, the plate 
supply voltages, and the screen supply voltage. 


RADIO RECEIVER R-1051/URR 


Radio Receiver R-1051/URR is a triple-con- 
version superheterodyne receiver, tunable over 
the high frequency range from 2 to 30-MHz. 
Tuning of the R-1051/URR is accomplished dig- 
itally by five controls (MCS and KCS) anda switch 
(CPS) located on the front panel (fig. 7-10). 
A display window directly above each control 
provides a digital readout of the digits to which 
the controls are set. The displayed frequency 
can be changed in 1 kHz increments. The front 
panel switch allows the operating frequency to 
be changed in 500 Hz increments, or 100 Hz in- 
crements depending on the model. This tuning 
provides 56,000 discrete frequencies in which 
the receiver is locked to a very accurate fre- 
quency standard. Each 1-kHz increment can be 
continuously tuned through by selecting the 
VERNIER position of the CPS switch. When using 
the vernier, the full accuracy of the frequency 
standard is sacrificed. The R-1051/URR de- 
modulates and provides audio outputs for the 
following types of received signals: LSB, USB, 
ISB, CW, FSK, and AM. A functional block dia- 
gram of the receiver is shown in figure 7-11 
(foldin end of chapter.) 


MAIN SIGNAL FLOW 


A received signal from the antenna passes 
through closed relay contacts in the antenna 
overload circuit to the RF amplifiers (fig. 7-11). 
If a signal in excess of 15 volts appears at the 
receiver input, the antenna overload circuit will 
open the relay contacts. The excessive voltage 
is thereby prevented from being applied to the 
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Figure 7-10.—Radio Receiver R-1051/URR operating controls and indicators. 


RF amplifiers, which form a part of Assembly 
A2A4, Within the RF amplifiers, the signal 
passes through a double-tuned input circuit, two 
RF amplifier stages, a single-tuned interstage 
circuit, and output circuits. All of the resonant 
tuned circuits are tuned by the MCS, 100 kHz 
(KCS), and 10 kHz (KCS) frequency controls on 
the front panel (fig. 7-10). The MCS controls 
operate a code generator, which activates a mo- 
tor-driven turret containing 28 strips. Each 
strip contains a tuned transformer andaportion 
of the capacitance required by each of the four 
tuned circuits. For each megahertz increment, 
a different tuned transformer and capacitor are 
switched into the four tuned circuits by the 100 
kHz (KCS) and 10 kHz (KCS) controls on the front 
panel (fig. 7-10). 

The output from the RF amplifiers is applied 
to the mixers, which form apart of Subassembly 
A2A6A6 (fig. 7-11). The mixers consist of three 
transistor mixer stages, with inter stage coupling 
provided by selective filters. The first mixer re- 
ceives the injection frequencies from Subassem- 
bly A2ZA6Al1. The injection frequency is de- 
termined by the megahertz band selected by the 
MCS controls on the front panel. The desired out- 
put frequency from the first mixer always falls 
within two frequency bands, either 19.5 to 20.5 
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MHz or 29.5 to 30.5 MHz. The high or low 
band is also determined by the megahertz band 
to which the R-1051/URR is tuned, The output 
from the first mixer is gated through the appro- 
priate 20 or 30-MHz filter. This signal is mixed 
in the second mixer stage with the injection fre- 
quencies supplied from 100 kHz Synthesizer 
Electronic Subassembly A2A6A2. The desired 
frequency band from the second mixer is 2.8 
to 2.9 MHz. This signalis coupled through a 2.85 
MHz filter to the third mixer. The injection fre- 
quencies for the third mixer are supplied by Sub- 
assembly A2A6A3. The output from the third 
mixer is a 500-kHz IF signal. 

The 500-kHz IF output from the third mixer 
is applied to the mode gates. Three parallel paths 
are presented to the signal. The path that passes 
through the LSB mechanical filter (also used in 
ISB) is not gated since it has an independent out- 
put from the mode selector electronic assembly. 
Because the outputs from the USB mechanical 
filter (also used in FSK and ISB) and the 
AM mechanical filter (also used in CW) are par- 
alleled for a common output, the input paths to 
these two filters must be gated so that only one 
path is open at any giventime. Application of the 
correct gating potentials is determined by the 
mode of operation selected at the front panel. 
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The output from the LSB filter is applied to 
the IF amplifiers in Assembly A2A3. The com- 
mon output of the USB and AMfiltersis also ap- 
plied to the IF amplifiers in Assembly A2A2. The 
operating d.c. voltage is applied to the proper 
electronic assembly according to the mode of 
operation selected at the front panel. In the ISB 
mode of operation, a d.c. operating voltage is 
applied to both IF amplifiers. AGC voltagefrom 
the step AGC circuit controls the overall gain 
of the IF amplifiers by varying the attenuation 
of the input and the gain of the second IF am- 
plifier stage. The input to the step AGC circuit 
is derived from the output of the second IF am- 
plifier stage. 


The output of the IF amplifiers is applied to 
the detector circuits, consisting of a product 
detector and an AM detector. Depending on the 
mode of operation selected at the front panel, 
either the balanced product detector or the AM 
detector is powered by d.c. operating voltage. 
The product detector demodulates the USB, 
LSB, FSK, and ISB signals. In these modes of 
operation, a 500-kHz injection frequency orig- 
inating at a multiplier-divider in Assembly A2A5 
is applied to the product detector for carrier 
reinsertion. This 500-kHz injection passes 
through the 500 kHz gate in Assembly A2A1 with 
little attenuation in these modes of operation. In 
AM and CW modes, this gate presents ahigh at- 
tenuation, since no carrier reinsertion is re- 
quired by the AM detector. In the CW mode of 
operation, the BFO assembly in Assembly A2A1 
is turned on, and a variable 500-kHz output 
is applied to the input of the AM detector in 
assembly A2A2, The output frequency from the 
BFO circuit is controlled by the BFO FREQ 
control on the front panel. 


The audio derived from the detector circuits 
in Assembly A2A2 is applied to the USB LINE 
LEVEL control on the front panel, which con- 
trols the audio level prior to its application to 
the audio amplifiers. The LSB LINE LEVEL 
control sets the audio level from the product 
detector in Assembly A2A3. Assemblies A2A2 
and A2A3 each have two outputs. One is a 600- 
ohm remote output, which-is applied to a con- 
nector at the rear of the case. The second out- 
put is to the PHONES jacks on the front panel. 
The PHONES output passes through a PHONE 
LEVEL control on the front panel, which adjusts 
the phone signal amplitude without altering the 
level of the remote output. Each remote output 
is monitored at the front panel bya LINE LEVEL 
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meter, which has two scale ranges controlled by 
the LINE LEVEL switch on the front panel. 


STEP AGC SIGNAL FLOW 


The step AGC circuit, which forms a part 
of Assemblies A2A2 and A2A3, controls the 
gain of the RF amplifiers and IF amplifiers ac- 
cording to the received RF signal strength. The 
output from the IF amplifiers is applied to the 
step AGC circuits, where it is converted toa 
d. c. voltage that is applied to both the RF and 
IF amplifiers. The gain of the RF andIF ampli- 
fiers may be manually controlled by applying a 
d. c. voltage on the AGC lines with the RF GAIN 
control. This manual action overrides the nor- 
mal AGC voltages. 


FREQUENCY STANDARD 


The 5-MHz frequency standard (Assembly 
A2A5, fig. 7-11) produces an accurate, stable 
reference frequency upon which all frequencies 
used in the R-1051/URR are based. The circuit 
is housed in an oven assembly maintained at a 
nearly constant temperature of 85°C by the oven 
control circuit. The accurate output from the 5 
MHz frequency standard is applied to a switching 
and compare circuit. An external 5-MHz fre- 


quency may also be applied to this circuit. The 


switching and compare circuit routes the internal 
or external 5-MHz signal to the multiplier- 
divider circuits or to the compare circuit. The 
compare circuit compares the internal 5-MHz 
frequency with the external 5- MHz frequency for 
an indication of the accuracy of the internal fre- 
quency standard. 

The 5-MHz output from the switching and 
compare circuit is applied to the multiplier- 
divider circuit, where it is converted to fre- 
quencies of 500-kHz, 1 MHz, and 10 MHz. These 
three outputs are uSed in the mixing processes 
required to produce the injection frequencies 
used in the RF conversion process. The 500- 
kHz output is also applied to the 500-kHz gate 
circuit for insertion into the product detector 
for demodulation. 


FREQUENCY GENERATION 


The injection frequencies used in the first 
frequency conversion in the mixers circuit are 
generated within Subassembly A2A6A1. This — 
circuit consists of a phase-locked crystal oscil- 
lator that is automatically tuned to produce one 
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of seventeen frequencies between 2.5 MHz and 
23.5 MHz. The output is applied to the high fre- 
quency mixer. The output frequency depends 
on the setting of the front panel MCS controls. 

The injection frequencies used in the second 
frequency cCOnversion in the mixers circuit are 
generated within Subassembly A2A6A2. This 
circuit consists of a crystal oscillator, the out- 
put of which is one of ten frequencies spaced at 
100 kHz intervals between 4.553 and 5.453 MHz. 
The output frequency is determined by the sett- 
ing of the front panel 100 kHz (KCS) control. If 
a lo-band injection frequency is required, ‘the 
17.847 MHz output from the 17.847 MHz mixer 
is additively mixed in the lo-band mixer with 
the output from the 100 kHz oscillator (4.553 
MHz to 5.453 MHz, in 100 kHz steps) to provide 
a frequency in the 22,4 to 23.3 MHz range. If 
a hi-band injection frequency is required, the 
27.847 MHz output from the 27.847 MHz mixer 
is additively mixed in the hi-band mixer with the 
output from the 100 kHz oscillator (4.553 MHz to 
5.453 MHz, in 100 kHz steps) to provide a fre- 
quency in the 32.4 to 33.3 MHz range. In either 
case, the resultant frequency is applied to the 
mid-frequency mixers. 

The injection frequencies used in the third 
frequency conversion in the mixers circuit are 
generated within Subassembly A2A6A3. This 
circuit consists of two crystal oscillators, each 
of which has ten possible output frequencies. 
The output from the 1 kHz oscillator (1.850 MHz 
to 1.859 MHz, in 1 kHz steps) is determined by 
the setting of the front panel 1 kHz (KCS) con- 
trol, and the output from the 10 kHz oscillator 
(5.25 MHz to 5.16 MHz, in 10 kHz steps) is de- 
termined by the setting of the front panel 10 
kHz (KCS) control. The outputs from the two 
oscillators are subtractively mixed to provide 
one of 100 possible output frequencies spaced 
at 1 kHz intervals between 3.301 MHz and 3.400 
MHz. The output is applied to the low frequency 
mixer. 

A combination of error cancelling loops and 
phase-locked loops (similar to those described 
for the T-827/URT) is used in the frequency 
synthesizer circuits of the R-1051/URR to en- 
sure that the injection frequencies applied to 
the mixers are correct. 


POWER SUPPLIES 


The operating voltages for all circuits in 
the R-1051/URR are produced by the Power 
Supply Assembly A2A8 (fig. 7-11).-The 105 to 
125-v.a.c. primary power is converted to d. c. 


217 


voltages of 110 volts (RF amplifier tubes plate 
and screen supply), -30 volts (RF amplifier tubes 
bias), and 28 volts (general use). The 28 v.d.c. 
is also regulated to 20v.d.c. for usein all semi- 
conductor circuits of the R-1051/URR. 


TELEGRAPH TERMINAL AN/UCC-1D(V) 


Telegraph Terminal AN/UCC-1D(V) is a 
frequency division multiplex carrier-telegraph 
terminal equipment for use with SSB or DSB 
radio circuits, audiofrequency wire lines, or 
microwave circuits. Each Electrical Equipment 
Cabinet C Y- 4639A houses one Control Attenuator 
C-6554A (right side fig. 7-12) and up toa maxi- 
mum of eight Frequency Shift Keyers KY-588A 
(P) for transmission, or eight Frequency Shift 
Converters CV-1920A(P) for receiving, or any 
combination of both. The terminal also includes 
a special test set (TS-2232A) asa separate piece 
of equipment for aligning the keyer and conver- 
ter circuits. 


GENERAL DESCRIPTION 


The control attenuator, keyers and con- 
verters are solid state, integrated circuit plug-in 
modules; thus, the number of channels may be 
varied by increasing or decreasing the total num- 
ber of modules. Depending upon the number of 
modules and the configuration used, the terminal 
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Figure 7-12.—Telegraph Terminal 
AN/UCC-1D(V). 
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I a ee 


can provide upto 16 narrow-band channels within 
a 382 to 3017 Hz bandwidth. The terminal can 
operate asnon-diversity, in-band (AF) diversity, 
space diversity, or RF diversity. 

Each frequency-shift keyer provides one 
channel that accepts d. c. telegraph signals from 
an external loop, and supplies the appropriate 
audiofrequency mark/space frequency- shift out- 
put signal. The keyer provides polar or neutral 
loop operation without any change in switch sett- 
ings. All active keyer components are contained 
on a plug-in printed circuit card that is inter- 
changeable with cards of other keyers. Each 
keyer has its own power supply. 

Each frequency- shift converter provides one 
channel that accepts a particular frequency- shift 
audiofrequency signal, and produces an elec- 
tronic keying signal for operation ofad.c. tele- 
graph loop. The converter is capable of keying 
either neutral or low level polar loops. Switch 
settings allow the voice-frequency input to be 
obtained from either the composite line or an 
individual line, and allow connection of either 
two or four converters to form diversity com- 
binations. All active converter components are 
contained on a plug-in printed-circuit card that 
is interchangeable with cards of other con- 
verters. Each converter has its own power sup- 
ply. 

Each control attenuator has switches that 
permit selection of the cabinet’s mode of opera- 
tion (master or slave) and connection of the com- 
posite voice-frequency lines to the connectors 
at the rear of the cabinet. Each unit also incor- 
porates a constant level amplifier that maintains 
the composite output power at a constant level 
when up to sixteen tones having a combined peak 
power within the range of -24 to +18 dbm are 
combined. A control on the module panel allows 
adjustment of the composite output power level. 

The portable test set used for alignment and 
test of the other telegraph terminal units pro- 
vides facilities for the following: 


1. tone-level measurement 

2. loop-current measurement 

3. reversals generation (75 or 150 baud) 

4. converter phase-distortion alignment 

5. audible signal tracing (with speaker) 

6. mark and space tone generation for 16 
narrow-band and four wide-band channels 


FUNCTIONAL DESCRIPTION 


The functions that can be performed by the 
AN/UCC-1D(V) are shown in figure 7-13. The 
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terminal provides up to 16 different narrow-band 
audiofrequency tone channels, each passing a dif- 
ferent band of frequencies. Associated with each 
channel are two oscillators and a gate circuit. 
One oscillator constantly generates the mark 
frequency; the other constantly generates the 
space frequency. The gate circuit is keyed by a 
telegraph loop causing one frequency or the other 
to pass (frequency-shift keying). The two fre- 
quencies are symmetrically disposed with res- 
pect to the center of the channel pass-band. The 
output from any set of different channels can be 
combined on a Single line for transmission over 
a single 3-kHz communication link. 


Two 3-kHz bandwidth audiofrequency signals 
can be accommodated by the telegraph terminal 
for transmission over a single 6-kHz communi- 
cation link. The two 3-kHz signals may contain 
16 telegraph tone channels in each 3-kHz band 
or 16 telegraph tone channels in one 3-kHz signal 
and speech in the other 3-kHz signal. Diversity 
combination switching is provided in the tele- 
graph terminal at both the transmitting and re- 
ceiving stations; thus, one telegraph signal can 
be used to key two different tone channels 
(keyers) at the transmitting station. In this case, 
the corresponding tone channels (converters) at 
the receiving station both developkeying signals. 
However, the best signal of the diversity pair 
operates the receiving telegraph loop, thereby 


_ preserving the telegraph signals when fading 


occurs in one of the two channels in the fre- 
quency-diversity pair. 


Diversity switching at the receiving station 
also permits space-diversity or RF diversity 
operation, in which tone signals obtained from 
two different radio receivers are used to operate 
two identical sets of tone channels. For this type 
of operation, each pair of identical tone channels 
(converters) provides a single keying signal. 
Frequency-diversity operation can be combined 
with either space-diversity or RF diversity 
operation. In this case, one set of four tone chan- 
nels produces a single keying signal. 


In place of 16 narrow-band channels, the tele- 
graph terminal can provide eight narrow-band 
and four wide-band channels. The wide-band 
channels use the band portion of the upper eight 
narrow-band channels plus the band extending 
from 3025 to 3815 Hz. However, extension of the 
wide-band channels above 3625 Hz prevents the 
use of the multiplexing function. 
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Frequency-Shift Keyer 


The d. c. telegraph loop is connected to the 
Schmitt trigger circuit Q4-Q5 through the input 
switch circuit and the adjustable trigger-level 
bias control circuit (fig. 7-14). The adjustable 
bias sets the trigger level of the Schmitt Trigger 
Circuit. 

In neutral operation, input transistor Q3 is 
turned on (conducting) when loop current flows 
and is turned off (not conducting) in the absence 
of loop current. In polar operation, Q3 is turned 
on during positive loop current and is turnedoff 
during negative loop current. With a mark input, 
the Schmitt trigger circuit will turn gate control 
transistor Q6 on, andQ7off. The conduction state 
of Q6 and Q7 will be reversed with a space input. 

The output signal of the gate control circuit 
and the output frequencies of the mark and space 
crystal-controlled oscillators (IC 9 and IC 10) 
are used to drive the diode gates. When the SIG- 
NAL SENSE switch Slis in the NORMAL position, 
a loop current (mark input) causes the gate 
circuits to pass the output of the mark (higher 
frequency) oscillator. When the switch is in the 
REVERSE position, a loop current causes the 
gate circuits to pass the output of the space 
(lower frequency) oscillator. 

The mark and space oscillators operate at 
frequencies which are 128 times the mark and 
space frequencies of the channel. They are con- 
trolled by crystals to maintain the frequency 


within aclose tolerance. Both oscillators operate 
at all times, but the output of each is passed 
through its gate only when the gateis enabled by 
the gate control circuit. The oscillator frequency 
passed through the gate is divided by 128 in the 
divider circuit IC 2 through IC 8. The output of 
the divider circuit (channel mark or space fre- 
quency) is applied through the output amplifier 
Q1 to the output bandpass filter. The input level 
to Q1 from 1C 8 is adjusted by R14 (TONE). 

The cabinet is wired in such a way that the 
keyers in specific cabinet stations can be con- 
nected in frequency-diversity pairs. These pairs 
of cabinet stations are Al and A2, A3 and A4, 
A5 and A6, and A7 and A8, The cabinet also is 
wired in such a way that the keyers in specific 
cabinet stations can be connected to obtain four- 
channel diversity operation. These groups of four 
cabinet stations are Al through A4, and A5 
through A8, 

With the DIVERSITY switches of the keyers 
in the ONE position, each keyer is connected to 
a separate input telegraph loop. Turning the 
DIVERSITY switches of two keyers in the stations 
which are wired to form a diversity pair to the 
TWO position connects them to the same input 
telegraph loop. Both channels process the same 
input telegraph signals. Turning the DIVERSITY 
switches of the four keyers in cabinet stations 
Al through A4 or in A5 through A8to FOUR con- 
nects the four keyers tothe same input telegraph 
loop. 
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Figure 7-14,.—Frequency-shift keyer simplified functional block diagram. 
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The modules plugged into the two or four sta- 
tions are selected to form a standard frequency 
diversity combination. The signals from the out- 
put bandpass filter are applied to the TONE OUT- 
PUT switch. When the switch is set to PARAL- 
LEL, it applies the channel output through the 
control attenuator to the composite tone output 
line. When the switch is set to INDIV, it applies 
the channel output directly to the individual tone 
contacts of the cabinet connector for individual 
tone output. 


Frequency-Shift Converter 


Either a composite tone signal or an individ- 
ual tone signal is fed to the input bandpass filter 
FLI (fig. 7-15), which blocks all channel frequen- 
cies except those of the converter’s channel. The 
filter also contains the adjustable delay network 
that provides the means for equalizing delays for 
diversity operation. The output of FLI is applied 
to the attenuator and bias network. This network 
provides the AGC attenuation and also biases the 
input gain-controlled amplifier ICI. The output 
of ICI is applied to the input of the second gain- 
controlled amplifier IC2. 

The output of the secondgain-controlled am- 
plifier is applied to the input of fixed gain am- 
plifier IC3. The output of IC3 is applied to the 
limiter stage IC4, which clips the signal, re- 
moving any amplitude-modulated components 
from the waveform applied to discriminator 
FL2. 

Transformer T1 couples the output of IC3 to 
the gain and level control circuits. One outputof 
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T1 is rectified and applied to the AGC detector 
transistor Q4. This voltage establishes the con- 
duction level of Q4. The amplified output of Q4 
is applied to the AGC control amplifier Q5, which 
provides the power gain necessary to drive the 
gain-controlled stages IC1 andIC2. Another out- 
put taken from T1 is rectified, filtered, and ap- 
plied to compound emitter follower circuit 
Q10-Q11. The output of Q11isad.c. voltage pro- 
portional to the AGC output level. It is used to 
limit the amplitude of the drive voltage to the 
discriminator FL2. In diversity operation, when 
the gain of the receiver is reduced, the dis- 
criminator drive waveform is reduced, assuring 
that a linear combination of detected signals re- 
sults in the mark-space detection. 

The amplitude-limited output of IC4 is applied 
to the discriminator FL2, whichgeneratesad.c. 
signal of one polarity when the tone signal is at 
the mark frequency and of the opposite polarity 
when the tone signal is at the space frequency. 
The output of the discriminator is added to the 
bias level supplied by the bias level network and 
fed through emitter follower Q3 to the output 
level detector Q7-Q8, a regenerative amplifier. 
The polarity of the discriminator output connec- 
tion is determined by the SIGNAL SENSE switch 
S2. When the SIGNAL SENSE switch S2 is set to 
NORMAL, the polarity of the connection is such 
that the discriminator supplies a positive level 
when the tone signal is at the mark frequency. 
With S2 set to REVERSE, the discriminator sup- 
plies a negative level to the emitter follower for 
a mark frequency tone and supplies a positive 
level to the emitter follower for a space fre- 


quency tone. 
DISCRIM. RECT. & 
FL2 FILTERNET. 


COMP 
EMITTER 
FOLLOW 
Q10-Q11 


SIGNAL 

SENSE 
SWITCH 
Ss2 


EMITTER DIVERSITY 


DIVERSITY 
COMBINATION 
- OUTPUTS 


31.35(162A)B 


Figure 7-15.—Frequency-shift converter simplified functional block diagram. 
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The regenerative amplifier Q7-Q8 provides 
a stable reference for the detection threshold. 
(Threshold, in the electronics field, is defined 
as the least value of a current, voltage, or other 
quantity that produces the minimum detectable 
response.) A negative input cuts off Q8, holding 
the output switch driver Q9 in conduction. When 
a positive input is applied to Q8, Q9 is held cut 
off. The regenerative action of Q7 andQ8 ensures 
that the output switch driver Q9 is always in 
either a nonconducting or full conducting state. 
The output switch driver Q9 controls electronic 
output switch Q6, which determines loop current 
flow. 

The two factors which determine converter 
diversity connections are switch settings on the 
individual converters and cabinet positions (sta- 
tions) occupied by the converters. Because cab- 
inet wiring for stations Al through A4is identical 
to that for stations A4 through A8, figure 7-16 
illustrates only one four-station group. 

' Referring to figure 7-16, each channel, re- 
gardless of the station into which it is plugged, 
can be connected to an associated individual input 
transformer within the input filter FL1, or to 
either of two composite input transformers (des- 
ignated as RCVR A and RCVRB) within the input 
filter. The two composite input lines are used in 
the frequency-diversity/space-diversity system 
shown in figure 7-16. In. this system, two con- 
verter modules are assigned to each channel. 
One group of four converters (for the eight 
channels) processes signals from radio receiver 
A, which appear on the RCVR A input line; the 
other group of four converters processes signals 
from radio receiver B, which are furnished on 
the RCVR B input line. 

With the TONE INPUT switches set as shown, 
the converters in stations Al and A3 are con- 
nected to receiver A and the converters in sta- 
tions A2 and A4 are connected to receiver B. 
The converters in stations Al and A3 function as 
a frequency-diversity pair, and those in stations 
A2 and A4 function as a frequency-diversity pair; 
those in Al and A2 function as aspace-diversity 
pair, and those in A3 and A4 function as a space 
diversity pair. For example (table 7-1), the con- 
verters in the first two stations might be 425-Hz 
channels; those in A3 and A4 would be 1785-Hz 
channels, thereby forming a narrow-band, fre- 
quency-diversity/space-diversity combination. 
In this combination, outputs of the four channel 
discriminators are added in series and applied 
between the bias network and the emitter- 
follower input to the regenerative amplifier of the 
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converter in station Al. This can be verified by 
tracing the path through the DIVERSITY switches 
on figure 7-16, which are shownin the FOUR po- 
sition. In order to combine the outputs of all four 
channels, the circuit grounds of the four channels 
must be tied together. This function is performed 
through one bank of the DIVERSITY switch and 
cabinet wiring. 

To use the converters in stations Al through 
A4 as two separate frequency-diversity pairs, 
the DIVERSITY switch on each converter must 
be set to TWO, and the converters must be re- 
arranged. For example, the converters used in 
stations Al through A4, respectively, might be 
425-Hz, 1785-Hz, 595-Hz, and 1955-Hz channels, 
the first two and the last two functioning as 
narrow-band frequency-diversity pairs. 

With the DIVERSITY switches of the four con- 
verters set to TWO: 


1. Discriminator outputs of the modules in 
stations Al and A2 are placed in series between 
the bias network and the input to the regenera- 
tive amplifier of the converter in station Al. 

_ 2. Discriminator outputs of the modules in 
stations A3 and A4 are placed in series between 
the bias network and the input to the regenera- 
tive amplifier of the converter in station A3. 

3. The grounds of the converters in stations 
Al and A2 are tied together as are the grounds 
of the converters in stations A3 and A4. 


Since no space-diversity pairs are involved, 
all four of the TONE INPUT switches are set to 
the same position so that allfour converters are 
connected to the same composite tone line. 

The composite input lines are connected to 
the composite tone lines in the cabinet through 
the MODE switches on the control-attenuator, 
and the composite-tone lines are connected to 
the INTERCONNECT A and INTERCONNECT B 
connectors. The composite-tone lines are con- 
nected to the corresponding lines in other cab- 
inets when more than one cabinetis used; in this 
case, the MODE switch is set to MASTER in one 
of the cabinets and toSLAVEin eachof the other 
cabinets. The tone inputs are then received 
through the input transformers in the cabinet 
which has the MODE switch set to MASTER. For 
example, in the system shown in figure 7-16, 
which employs four cabinets containing convert- 
ers, the input lines of the top cabinet and of the 
third cabinet from the top are used. 

Each converter can be Set to operate individ- 
ually as a receiving channel by turning the 
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162,29 
Figure 7-16.—Frequency-shift converter diversity combination block diagram, 
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Table 7-1.—Frequency diversity combinations 


NARROW-BAND ( Hz) 


NORMAL NORMAL AND REVERSE 
COMBINATIONS COMBINATIONS 
425-1785 425-1785 
595-1955 595-1955 
765-2125 765-2125 
935-2295 935-2295 
1105-2465 1105-2465 
1275-2635 1275-2635 
1445-2805 1445-2805 
1615-2975 1615-2975 


Notes: 


NARROW-WIDE BAND (Hz ) 


425-1105 
595-1275 
765-1445 
935-1615 


1. These combinations are recommended so that a system utilizing a Telegraph Termi- 
nal AN/UCC-1D(V) at one station is compatible with a different telegraph terminal 


at another station in the system. 


2. To use the NORMAL/REVERSE Diversity Combinations, the SIGNAL SENSE switch 
on channels 425 Hz thru 2975 must be set to the REVERSE position. 


DIVERSITY switch on the module to ONE. Each 
converter can be connected to an individual input 
line by setting the TONE INPUT switch on the 
module to INDIV. 

Figure 7-16 illustrates the intermediate AGC 
circuit connections for diversity operation. No- 
tice that these connections are made through 
another bank of the DIVERSITY switch. 

When a group of converters is used in a di- 
versity combination, the inputs to the AGC con- 
trol amplifiers of all modules in the group are 
connected together. This common connection is 
at the collector of the AGC detector of each 
module. The converter receiving the strongest 
input signal produces the most negative output 
from the AGC detector. This signal overrides 
those of the other converters and drives all AGC 
control amplifiers in the group. The AGC control 
amplifiers of all converters in the group are 
driven by the AGC signal of the converter receiv- 
ing the strongest input signal. This causes the 
discriminator’ drive signals of all converters ex- 
cept the one with the strongest input signal to be 
attenuated with respect to the discriminator 
drive signal of the converter receiving the 
strongest input signal. Thus, only the strongest 


226 


input signal produces sufficient discriminator 
output to drive the regenerative amplifier (out- 
put level detector) and the output switch. 


Control Attenuator 


When the frequency-shift keyer TONE OUT- 
PUT switches are in the PARALLEL position, 
the signals are combined and applied to the input 
transformer, T1 (fig. 7-17), of the control atten- 
uator through the MODE switch. The output signal 
from T1 is applied to the input attenuation and 
bias network. The attenuation of this network is 
sufficient to provide the operating range for the 
amplifiers. The network also biases the input 
gain-controlled amplifier IC1. 

The output of IC1 is RC coupled to the input 
of the fixed-gain amplifier IC 2. The output of IC2 
is transformer coupled by A1T1 to the output 
amplifier Q2. It is also coupled, through A1T1, 
rectified by CR1 andCR2, andapplied to the base 
of the AGC detector transistor Q1A. Because the 
voltage required to cause this transistor to con- 
duct is essentially constant, it serves as a refer- 
ence to determine (detect) the level of the output 
signal from the fixed-gain amplifier IC2. The 
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Figure 7-17.—Control attenuator simplified functional block diagram. 


amplified output of Q1A is applied to thebase of 
emitter follower Q1B, which functions as apower 
amplifier with sufficient gain to control the out- 
put of the gain-controlled amplifier IC1. 

The output of AlT1 isalsoappliedtothe base 
of the output amplifier Q2. The LEVEL control 
(not shown) varies the output level by adjusting 
the level of the signal applied to the base of Q2. 
The signals from the output amplifier are coupled 
out of the control attenuator by output trans- 
former T2, which is located in the rear chassis 
assembly. Transformers T3 and T4 are the 
RCVR A and RCVR B isolation transformers. 
When signals are applied to their inputs, and 
when the MODE switch is in the MASTER posi- 
tion, the input signals are applied to the RCVR 
A and RCVR B lines for application to the con- 
verter inputs. 

The 115 v.a.c./230 v.a.c. switch on the front 
panel of the control attenuator controls the ap- 
plication of power to the other modules in the 
cabinet. When the switch is in the 115 v.a.c. po- 
sition, the input voltage is applied across the 
115-volt input terminals of all power trans- 
formers; when the switch is in the 2380 v.a.c. 
position, the input voltage is applied across the 
full primary windings of all power transformers. 


Multiplexer-Demultiplexer — 
At the transmission endof the link (fig. 7-13), 


the two composite 3 kHz signals are applied on 
Separate lines to the multiplexer, which trans- 


lates one of them to the 3265-5915-Hz band sig- 
nals to form the 6 kHz signal. The 6 kHz signal 
is applied to the communication link on the 
Single line. 

At the receiving end of the communication 
link (fig. 7-13), the telegraph terminal reverses 
the process performed at the transmission end; 
voice-frequency signals from the 6 kHz band- 
width communication link are applied to the de- 
multiplexer, which reverses the multiplexer 
frequency-translation action. The resultant two 
3 kHz bandwidth tone signals are then appliedon 
separate lines to two setsof receiving tone chan-: 
nels having the same bandpass characteristics 
as the channels used at the transmission end. 
Each channel accepts one voice-frequency 
signal, which it converts into an electronic key- 
ing signal for a receiving telegraph loop. 


MULTIPLEXER FUNCTION.—When the mul- 
tiplexer function (fig. 7-18) is performed, oneof 
the two composite-tone input signals to be mul- 
tiplexed is applied to the DIRECT PATH jack, and 
the other to the TRANSLATED PATCH jack 
(Mux-Demux inputs). 

The DIRECT PATH input passes through an 
input transformer, which isolates the floating in- 
put circuit from the Mux-Demux ground. The out- 
put is applied to a bandpass filter, which passes 
the 375-3025-Hz band of frequencies for sum- 
ming with the translated path output signal. - 

The TRANSLATED PATH input is applied to 
an input transformer, which isolates the floating 
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Figure 7-18.-—Multiplexer-demultiplexer block diagram. 


input from the Mux-Demux ground and matches DEMULTIPLEXER FUNCTION.—Demultiplexer 
the low impedance of the input circuit to the operation is essentially the reverse of the mul- 
higher input impedance of the bandpass filter. tiplexer operation described above. Because two 
A filter removes signals that are outside the separate outputs are furnished in the demulti- 
375-3025-Hz passband. The output is fed to the plexing function, two variable attenuators and 


modulator-demodulator section, which also re- linear amplifiers are used; a third variable at- 
ceives a 6.29 kHz carrier supplied by the tenuator establishes the proper composite input 
carrier-generator assembly. The modulator- signal level for application to the filters at the 


demodulator, a balanced lattice type modulator, inputs of the two paths. 
suppresses both the input and the carrier fre- 


quencies, and passes the upper and lower side- TEST SET 
bands. Of the modulator-demodulator output fed 
to the bandpass filter, only the lower sideband Telegraph Test Set TS-2232A/UCC-1C(V) 


of the modulated signal is passed (the upper (fig. 7-19) consists of a reversals generator, 
sideband falling outside the 3270-5920-Hz pass- an audio amplifier and loudspeaker, a tone gen- 
band). The translated pathsignal is summed with erator, a meter, switches to control operation, 
the direct path signal in T2 to forma composite and a power supply circuit. THE FUNCTION SE- 
signal with a passband of 375-5920 Hz. The com- LECTOR switch is the primary control of test 
posite signal is then amplified to the desired set operation. It determines the connection and 
level and applied to a transmission input. routing of input and output signals. Because, in 
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162.32 
Figure 7-19.—Telegraph Test Set TS-2232A/ 
UCC-1C(V). 


various positions, it functions with the various 
circuits in the test set, these positions will be 
discussed with the circuits they affect. 

The reversals generator (fig. 7-20) consists 
of a free running multivibrator driving a transis- 
tor switch output circuit. The MODE SELEC- 
TOR switch S1 determines the mode of operation 
of the reversals generator, controlling the timing 
circuitry and providing loop closure to pins A 
(output) and P (ground) of the test connector Pl. 
The positions of S1 and the functions of the re- 
versals generator are as follows: 


1. 75 BAUDS, the reversals generator runs 
at 75 bauds as determined by R2. 


2. 150 BAUDS, the reversals generator runs 
at 150 bauds as determined by R1. 

3. MARK, S1 closes the loop through R16 

4. SPACE, S1 opens the loop. 


The reversals output is available at the test 
connector only when the FUNCTION SELECTOR 
switch (S2) is in the REV OUT position. 

The tone generator consists of a crystal-con- 
trolled oscillator, 12 frequency control crystals, 
eight integrated circuit flip flops and a feedback 
circuit consisting of a pulse amplifier. 

Seven of the eight integrated circuit flip flops 
make up a variable seven-stage counter (count- 
down or frequency divider) circuit. The function 
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of the eighth stage is slightly different from the 
others; it functions as a frequency divider with 
a symmetrical output. The frequency division is 
changed by the TONE SELECTOR switch (S4) as 
required to obtain the correct frequency for the 
channel selected. 

The TONE SELECTOR switch S4 connects 
two crystals (one for the space frequency, the 
other for the mark frequency into the tone gen- 
erator circuit. Twenty channel frequencies from 
425 Hz to 3230 Hz are available upon command 
of the TONE SELECTOR switch. Since each 
channel has both a mark frequency and a space 
frequency, a total of 40 frequencies must be de- 
rived from the 12 crystals. The TONE SELEC- 
TOR switch also alters the configuration of the 
network of feedback diodes to cause the flip-flop 
counter to produce the required mark and space 
frequencies. A number of the frequencies (tones) 
generated by the test set differ slightly from the 
actual mark and space frequencies. This differ- 
ence is the result of using frequency division to 
generate more than one tone from one crystal 
oscillator frequency. For example, the frequency 
of 2Y2 (91,840 kHz) can be divided by 144 to ob- 
tain a frequency of 637.8 Hz or by 80 to obtain a 
frequency of 1148 Hz. Although the output tones 
of the test set are not at the exact frequencies 
of channel marks and spaces, they are within the 
tolerances necessary to alignthe AN/UCC-1. 

The MODE SELECTOR switch (in MARK or 
SPACE position) connects one of the two crystals, 
Selected by the TONE SELECTOR switch, into 
the oscillator circuit, at one time. If the MODE 
SELECTOR switch is in either 75 BAUDSor150 
BAUDS position, both mark and space crystals 
are removed from the oscillator circuit. 

The tone outputs are connected to pins Mand 
P of the test connector Pl when the FUNCTION 
SELECTOR switch is in the TONE OUT position. 


Audio Amplifier and Loudspeaker 


Tone signals applied across pins N and L of 
the test connector are connected to input trans- 
former T2 when the FUNCTION SELECTOR 
switch is in the TONE IN or REV OUT position. 
The input transformer drives the audio ampli- 
fier through the emitter follower. The output of 
the audio amplifier is capacitively coupled by a 
capacitor to the loudspeaker andalso to AMPLI- 
FIER OUT jack J2. This arrangement provides 
an audible indication of the presence and keying 
of signals through the loudspeaker or earphones. 
Tone signals also may be applied to the AMPLI- 
FIER IN jack J1. In this case, the audible signals 
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Figure 7-20. —Telegraph Test Set TS-2232A/UCC-1(V) functional block diagram. 
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are available at the speaker or earphones 
connected to J2 with the FUNCTIONSELECTOR 
“ switch in any position. 


eter Circuits 


™he meter and associated circuits perform 

-ciety of functions as selected by the FUNC- 
. 30N SELECTOR switch. The mode of operation 
of the meter M1 is determined by the READ- 
IND. switch S3. When S3isin the READ position, 
the parameters selected by the FUNCTION SE- 
LECTOR switch are measured in terms of volts, 
milliamperes, and dbm. When S3 is in the IND. 
Position, the meter provides a go/no-go indica- 
tion with a passing range as indicated by a read- 
ing in the green band, 


Tone Level Measurement 


The tone input to the audio-amplifier from 
the emitter follower is also applied to a recti- 
fier. When the FUNCTION SELECTOR switch 
is set to TONE IN, the rectified signalis applied 
to the meter. The TONE IN measurement is 
used for equalizing the output tone levels of the 
individual channels. 


*oltage Measurements 


The d.c. supply voltages in the modules may 
Measured by turning the function selector 
ch to the +12v., -6.8v., and +3v. positions. 
5-connects the meter MI tothe test connector 


through dropping resistors. When the READ/IND 
switch is in IND position, a go/no-go indication 
is obtained; when it is in READ position, the 
meter indicates the actual value in volts. 


Loop Current Measurement 


When the FUNCTION SELECTOR switch is 
turned to the LOOP CUR position, the meter in- 
dicates loop current. Each module contains a 
resistor in series with the d.c. loop. The voltage, 
which is proportional to loop current, is applied 
to pins A and C of the TEST connector of the 
module. This voltage is coupled through the test 
connector of the test set, dropping resistor, and 
the LOOP CUR contacts of the FUNCTION SE- 
LECTOR switch, to the meter. 


Delay Adjustment 


The phase angles of the channel signals ap- 
plied to pin A of the test connector and to the 
PHASE ADJ test point are compared by a delay 
comparison network. The d.c. component of the 
output of this network is proportional to the dif- 
ference in phase of the input signals and depend- 
ent in polarity upon which channel has the greater 
delay. The output of the delay comparison net- 
work is applied to meter M1 through the FUNC- 
TION SELECTOR switch when itis set to PHASE 
LO or PHASE HI. The delays of the two channels 
may be equalized by adjusting the modules, to 
obtain a zero indication on the meter. 
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Figure 7-9.—Radio Transmitting Set AN/URT-23(V) functional block diagram. 
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Figure 7-11.—Radio Receiver R-1051/URR functional block diagram. 


CHAPTER 8 


FLEET MULTICHANNEL BROADCAST SYSTEM 


The Fleet Multichannel Broadcast (MUL- 
CAST) System is the primary method of deliver- 
ing shore-to-ship teletype communications. The 
MULCAST system consists of area-oriented 
networks of communication stations configured 
so as to furnish, to the greatest extent possible, 
communication coverage to all ocean areas of 
the world. To provide worldwide coverage, the 
ocean areas are divided into eight Naval Com- 
munication Areas (NAVCOMMAREA). Each 
NAVCOMMAREA has a Naval Communication 
Area Master Station (NAVCAMS) which is re- 
sponsible for the coordination of fleet broadcasts 
as well as ship-to-shore, air-to-ground and 
other communication circuits within the area. 
In addition to the NAVCAMS, each NAVCOM- 
MAREA has one or more Naval Communication 
Area Local Stations (NAVCALS) dispersed 
throughout the NAVCOMMAREA to improve area 
coverage. One of the functions of the NAVCALS 
s to retransmit the area broadcast/or transmit 
a local area broadcast. During emergency con- 
ditions one of the NAVCALS may be designated 
to assume control of the area broadcast. During 
emergency conditions one of the NAVCALS may 
be designated to assume control of the area 
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-AST equipment at the shore station 

sts « transmitting and monitoring equip- 
aos ‘~ansmitting equipment includes: (1) 
_ which convert the alphanumeric 

of the paper tape into a series of 

ses, (2) security equipment, which con- 

.3 the plain text d.c. pulses produced by the 
expe reader into a series of encrypted d.c. key- 
ing signals, (3) multiplex units which accept the 
d.c. keying signals from several security equip- 
ments and combine (multiplex) them into a 
single composite signals, and (4) transmitters, 
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which, having been modulated by the composite 
signal, transmit the resulting signal on several 
frequencies to the fleet. 

The monitoring equipment consists of: (1) 
receivers, which are tuned to the transmitter 
frequencies so that the MULCAST signal can 
be monitored, (2) demultiplex equipment, which 
breaks the composite signal into its d.c. com- 
ponents, and(3) security equipment, whichtrans- 
lates the d.c. keying signal into its plain text 
equivalent. Each plaintext d.c. signal is then 
analyzed by the monitor equipment. 

The MULCAST receive equipment aboard 
ship is similar to the monitoring equipment at 
the shore station. 


TRANSMIT SUBSYSTEM 


The shore-based portion of the MULCAST 
system performs the basic functions of signal 
processing, signal transmission and quality con- 
trol monitoring. Atypical communicationstation 
(COMMSTA) is made up of a transmitter site, 
a receiver site and a communication center. 
To avoid RF interference, the transmitter and 
receiver sites may be located five to 50 miles 
from the communication center. In addition, the 
receiver and transmitter sites are separated 
from each other by several miles. Landlines 
(telephone wires), and/or microwave links are 
used for routing communications between the 
communication center and the transmitter and 
receiver sites. The message processing and 
circuit quality monitoring functions are per- 
formed at the communication center, 

As shown in figure 8-1, the plain text direct 
current signals produced by a tape reader are 
passed through security equipment where the 
d.c. signal is encrypted. (Punched tape provides 
much faster transmission speeds than direct 
keyboard transmission.) The encrypted d.c. key- 
ing signals from several security devices are 
then applied to telegraph terminal equipment 
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Figure 8-1.—Fleet multichannel broadcast, transmit subsystem. 


similar to the AN/UCC-1, The telegraph ter- 
minal equipment is also referred to as voice 
frequency carrier terminal (VFCT) equipment. 
The telegraph terminal equipment converts each 
incoming d.c. keying signal to an audiofrequency 
tone-shift (AFTS) signal. The AFTS signal con- 
sists of a carrier which is shifted42.5 Hz above 
or below a center frequency in accordance with 
the incoming d.c. keying signal. The center 
frequencies, or midpoints between the channel 
MARK and SPACE signal frequencies of each 
AFTS channel, although never actually present, 
are commonly used as a reference to identify 
the AFTS channel. 

The telegraph terminal equipment also func- 
tions to multiplex each of the individual AFTS 
signals to form a single composite signal. The 
resulting composite signal has a bandwidth 
equivalent to a single-voice channel or approxi- 
mately 3 kHz. The composite signal is then 
multiplexed with other COMMSTA circuits and 
sent to the transmitter site via microwave or 
landlines, 

At the transmitter site the multiplexed signal 
package is demultiplexed. The MULCAST com- 
posite signal is patched to an audio distribution 
amplifier, the outputs of which are used to key 
an LF transmitter and several HF transmitters, 
A Voice Frequency Bandpass Amplitude Equal- 
izer Coupler (VFBAEC fig. 8-1), breaks out 
eight channels for low-frequency from the 16 
channel tone package, and provides for individual 
channel amplitude adjustment. 

The MULCAST systetn uses the SSB sup- 
pressed carrier mode for transmission in the 
LF, MF, and HF bands. Conventional AM is used 
for MULCAST transmissions in the UHF band. 
However, the UHF band is used only at certain 
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locations. MULCAST transmissions in the MF, 
HF, and UHF bands are capable of supporting 
up to 16 100 wpm information channels trans- 
mitted as 16 tone channels, Present procedures 
require pairing of two tone channels (referred 
to as AF frequency diversity, in-band frequency 
diversity, tone diversity, and twinning) which 
effectively provides eight information channels. 
Transmissions in the LF band are capable of 
supporting only eight 100 wpm tone channels. 
Twinning operation is not used in the LF band; 
thus, the eight information channels are trans- 
mitted as eight tone channels, 


HF TRANSMITTERS 


Radio transmitters AN/FRT-39 and AN/ 
FRT-40 are representative of the HF trans- 
mitters used in the MULCAST system, 

The Radio Transmitter Set AN/FRT-39 (fig. 
8-2) is capable of providing 10,000 watts peak 
envelope power (PEP) output throughout a fre- 
quency range of 2 MHz to28 MHz. The principle 
function of the equipment is to provide long 
range communications from shore-to-shi"™: 
point-to-point by the single-sideband ty; 
Operation. The equipment may also be used fo: 
the following types of transmission: 


(1) CW (keyed carrier) 

(2) Frequency-shift carrier 

(3) Single-sideband suppressed carrier 

(4) Double-sideband suppressed carrier . 

(5) Independent sideband (separate intelli-~ 
gence) 

(6) Singlesor-double-sideband (with carrier) 


The AN/FRT-839 is constructed in two basic 
sections, thé main frame and the auxiliary 
frame. The main frame is located to the right 
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Figure 8-2.—Radio Transmitting Set AN/FRT-39. 
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of the auxiliary frame and houses the power am- 
plifier (PA), the intermediate power amplifiers 
(IPA), the main power supply and high voltage 
section, the PA loading and tuning controls, the 
relay and indicator control panels andthe meter 
panel. The auxiliary frame is located to the left 
of the main frame and houses all of the sideband 
exciter equipment, exciter power supply equip- 
ment, and other control equipment for the vari- 
ous modes of operation. 


Auxiliary Frame Components 


The block diagram of the AN/FRT-39 (fig. 
8-3) illustrates the auxiliary frame components 
to the left of the dotted line in the figure. 

The sideband exciter (CBE), will accept two 
channels of intelligence each having a bandwidth 
of 7.5 kHz and process them for modulation of 
an intermediate sideband carrier (250 kHz) by 
means of two balanced modulators. The 250kHz 
carrier is generated in the regenerative divider 
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network, which is part of the radio-frequency 
amplifier (CHG). The two 7.5 kHz intelligence 
channels are used to modulate the upper side- 
band (channel 1) and the lower sideband (channel 
2). 

The power supply (CPP-1) is mounted behind 
the auxiliary frame and supplies 200 volts un- 
regulated and 150 volts regulated d.c. outputs. 

The radio frequency amplifier (CHG) is pro- 
vided with two signal inputs; the sideband ex- 
citer, and the controlled master oscillator. The 
sideband exciter frequency is 250 kHz + 7.5 kHz, 
and the controlled master oscillator frequency 
is from 2 MHz to 4 MHz. The input frequencies 
are modulated by a balanced modulator with the 
2 MHz to 4 MHz input and sideband exciter fre- 
quency, and subsequently, heterodyned by addi- 
tional precise high frequencies in order to bring 
the final RF output into the 1.75 MHz to 33.75 
MHz range. 

The additional precise high frequencies are 
generated, by a crystal oscillator using different 
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Figure 8-3.—Radio Transmitting Set AN/FRT-39 block diagram. 
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crystals (8 to 15 MHz) for various bands, within 
the RF amplifier unit and are synthesized by the 
accurate 1 MHz standard. 

The controlled master oscillator (CMO) sup- 
plies precise frequencies to the RF amplifierin 
the 2 MHz to 4 MHz range. The accuracy of the 
output frequency is derived from the precise 1 
MHz standard. 

The controlled oscillator (CLL) provides the 
low frequencies in 100 Hz steps for stabilizing 
the controlled master oscillator. These frequen- 
cies are in the range of 510kHzto 519.9 kHz and 
are fed to the master oscillator’s phase detector 
to frequency stabilize the master oscillator’s 2 
MHz to 4 MHz output in the 100 Hz and 1000 Hz 
steps. 

The primary standard (CSS) is a precision 
oscillator within a temperature controlledoven. 
The oscillator has a frequency stabilization of 
one part in 108 per day. The frequency output of 
the primary standard is 1 MHz and is used to 
regulate all of the frequency generating oscilla- 
tors. 

The divider chain (CHL) is used to count down 
the primary standard 1 MHz output by using one 
flip-flop multivibrator and four phantastron di- 
viders. The output frequencies available from the 

divider chain are: 500 kHz, 10 kHz, 1 kHz, and 
- 100 Hz. 
The power supply (CPP-2) provides: 


+380 volts unregulated 
-400 volts unregulated 
+160 volts regulated 
+75 volts regulated 
~6 volts regulated 
(6) 6.3 volts a.c. regulated 

The tone intelligence unit (TIS) accepts three 
types of d.c. signals (FSK, CW, FAX) and con- 
verts them into audiofrequency output signals for 
sideband transmission via the sideband gener- 
ator unit. 


Main Frame Components 


The block diagram of the AN/FRT-39 (fig. 
8-3) illustrates the main frame components to 
the right of the dotted line in the figure. 

The RF amplifier, which consists of a first 
amplifier stage (class A), a second amplifier 
stage (class A), and an intermediate power am- 
plifier (class AB1), is commonly calledtheIPA. 
The input to the first amplifier stage is supplied 
by the radiofrequency amplifier (CHG) as ex- 
plained earlier. The IPA is manually tune loaded 
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and includes a multimeter with switching capa- 
bilities for direct reading of d.c. andRF voltages 
or currents. A second meter is mounted on the 
front panel for the purpose of reading the IPA 
plate current. 

The IPA is rated at 1 kw RF output and can 
be fed to the PA or independently to an antenna 
by bypassing the PA when itis desirable to oper- 
ate the transmitter at a maximum power output 
of 1 kw. 

The power amplifier (PA) consists of one 
vacuum tube, rated at 10 kw, operating class AB1 
in a grounded grid configuration. Tuning and 
loading of the PA output network are accom- 
plished with the PA TUNE capacitor, PA LOAD 
capacitor, tappedinductance coils, OUTPUT bal- 
ance capacitor, and the output loading inductors, 
which are tuned by ferrite slugs. PA switching 
is accomplished by a band switch which progres- 
sively shorts out sections of the tuning induct- 
ance. Either balanced or unbalanced output is 
available by the use of jumpers on the OUTPUT 
LOADING inductors. 

The RF amplifier power supply consists of 
a high voltage rectifier and a bias rectifier. The 
high voltage rectifier is afull-wave rectifier and 
supplies unregulated plate voltage to both the 
first and second RF amplifiers. It also supplies 
unregulated screen voltage for theIPA, first, and 
second RF amplifiers. The bias rectifier isa 
half-wave rectifier and supplies -300 volts for 
the PA grid and PA bias relay. The relay pro- 
vides protectionsfor the PA in the event of bias 
failure. The bias rectifier also supplies -150 
volts bias for the first, second, and intermediate 
power amplifiers. The power supply also sup- 
plies filament voltage for the IPA’s. 

The PA high voltage power supply circuits 
consist of high voltage rectifier tubes, circuit 
breakers, control equipment, 50 and60 Hz power 
transformers, filament transformer, choke 
coils, high voltage capacitors, blower motors 
and other miscellaneous components. The power 
supply provides 7.5 kv PA plate voltage, 1.2-kv 
PA screen voltage, PA filament voltage, and 3-kv 
IPA plate voltage. 


The relay and indicator control panels are 
equipped with control circuits for the purpose of 
disabling the transmitter when abnormal condi- 
tions (such as openinterlockswitches, excessive 
voltage, abnormal IPA grid bias, and excessive 
IPA plate current or screen voltage) prevail. 
The relays are also used to apply voltage to the 
various circuits in proper sequence. 
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With the addition of two cabinets, power am- 
plifier, and power supply, the AN/FRT-39 be- 
comes an AN/FRT-40 (fig. 8-4). The PA stage 
and antenna tuning controls of the AN/FRT-39 
are slightly modified and become the IPA stage 
of the AN/FRT-40. The final PA section of the 
AN/FRT-40 consists of a power amplifier, class 
AB, capable of 40,000 watts (PEP). 


LF TRANSMITTER 


Radio Transmitting Set AN/FRT-72is arep- 
resentative LF transmitter used in the MUL- 
CAST system. The AN/FRT-72 consists of two 
independently operated power amplifiers, each 
capable of generating 50 kw peak envelope power 
(25 kw average power) over a frequency range 


of 30 kHz to 150 kHz. RF excitation for the two 
power amplifiers is supplied by one of the two 
exciters provided with the unit. The PAs may 
operated singly or combined. 

In combined operation, the transmitter gen- 
erates 100 kw peak envelope power (50 kw aver- 
age). The complete set consists of six units 
housed in six cabinets as shown in figure 8-5, 


General Description 


The CONTROL - MODULATOR - SYNTHE- 
SIZER (unit 1, fig. 8-5) provides the control and 
monitoring circuits for PA-1, andhouses the RF 
synthesizer (oscillator), the tone intelligence 
unit, modulator, and modulator power supply 
common to both PA-1 and PA-2. Front panel 
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Figure 8-4.—Radio Transmitting Set AN/FRT-40. 
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RADIO FREQUENCY AMPLIFIER 
PA-2, AM—4345/FRT-72 
(UNIT-5) 


POWER SUPPLY, PA-2, 
[— PP-4353/FRT-72 
| (UNIT 6) 


AMPLIFIER CONTROL 
C-—6620/FRT-72 
(UNIT 4) 


RADIO FREQUENCY AMPLIFIER 
PA-|1, AM—4344/FRT-72 


(UNIT—2) 


POWER SUPPLY, PA-I, 
PP-—4353/FRT-72 
(UNIT-3) 


CONTROL-MODULATOR-SYNTHESIZER 
GROUP, OA-7484/FRT-72 


(UNIT I) 
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Figure 8-5.—Radio Transmitting Set AN/FRT-72. 


meters (right side, unit 1, fig. 8-5) are provided 
for monitoring and checking the power amplifier 
tubes and the high voltage power supply output. 
Indicator lamps indicate the condition of 16 in- 
dividual interlock circuits and PA overload cir- 
cuits. 

Overload, recycle, and lockout circuits pro- 
tect the PA-1 tubes, and an alarm horn provides 
indication of high voltage lockout. AN EMER- 
GENCY OFF switch on PA-1 and PA-2 provides 
for removal of high voltage from each PA, and 
may be used to rapidly remove transmitter high 
voltage. WARNING: THIS EMERGENCY OFF 
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SWITCH DOES NOT REMOVE ALL POWER 
FROM THE TRANSMITTER. INCOMING POWER 
REMAINS PRESENT IN THE POWER SUPPLY 
PP-4353 CABINETS. 

The left side of the cabinet provides mount- 
ing for the subassemblies. The subassemblies 
include the tone intelligence subassembly, RF 
synthesizer (oscillator), modulator, modulator 
power supply, transmitter control panel, two 
bias power supplies, a fuse panel, and a cooling 
fan panel. 

The RF AMPLIFIERS PA-1 AND PA-2 
(units 2 and 5 fig. 8-5) provide three-stage 
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amplification of the exciter output up to 50 kw 
average power. A combiner switch provides for 
Series combining the two power amplifier out- 
puts. 

The POWER SUPPLIES (units 3 and6 fig. 8-5) 
supply high voltage d.c. power to all three stages 
of the power amplifiers. Anidentical power sup- 
ply is provided for each power amplifier. The 
power supply inputs are 460 volts 3-phase a.c. 
50/60 Hz, fused at 110 amperes. A 3-phase 
bridge rectifier circuit provides the high voltage 
d.c. for the power amplifiers. 

The AMPLIFIER CONTROL (unit 4, fig. 8-5) 
provides the control circuitry for PA-2.The PA 
control circuits in this unit are identical to those 
in unit 1, however, the exciter and transmitter 
control subassemblies are common to both PA-1 
and PA-2 and are located only in unit 1. 


Functional Description 


A functional block diagram of the AN/ FRT-72 
is shown in figure 8-6. The tone intelligence sub- 
assembly 1A3 (fig. 8-6 foldin end of chapter) is 
an audio-shift keyer which operates in conjunc- 
tion with the modulator 1A1. The tone intelligence 
subassembly generates separate audio tone fre- 
quencies for all modes of operation except voice. 
A keyed tone is supplied for CW operation, and 
a frequency-shifted tone is provided for FSK 
operation. This method of modulation eliminates 
direct amplitude modulation and frequency shift- 
ing of the exciter’s carrier frequency, thus pro- 
viding greater carrier stability. Another tone 
provides suitable facsimile operation. The ap- 
propriate tone frequency for the selected mode 
of operation is applied to the two audio channels 
(upper and lower sideband) of modulator 1A1. 

Four discrete audio outputs are provided 
from the tone intelligence subassembly: 


1. 1000 Hz for CW operation 

2. An audio tone centered around 1900 Hz - 
for facsimile (FAX) transmission 

3. An audio tone centered around 2000 Hz - 
for either FAX or FSK transmission 

4, An audio tone centered around 2550 Hz - 
generally used for F8K transmission, when as- 
sociated transmitter is operated in the independ- 
ent sideband (ISB) mode 


The sideband frequencies for transmission 
are produced in the modulator by proper mixing 
and filtering of the radio frequencies from the 
RF synthesizer (oscillator) 1A2 and the audio 
tone frequencies, supplied by subassembly 1A3. 
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The RF synthesizer (oscillator) 1A2isapre- 
cision frequency generator. Three RF signals 
are generated and applied to the modulator to 
produce the upper and lower sidebands and the 
RF carrier. The synthesizer provides a fixed 
100 kHz, a fixed 1 MHz, andavariable frequency 
of 2.030 to 2.150 MHz to obtain the transmitter 
frequency range of 30 to 150 kHz. 

The resultant output from the modulator, con- 
taining the intelligence in the sidebands, is routed 
through transmitter control 1A4 to the RF am- 
plifier sections. The transmitter control 1A4has 
an operating switch which selects either of the 
two RF amplifiers for single PA operation or 
both RF amplifiers for dual PA operation. 

Both RF amplifiers (PA-1 and PA-2) contain 
three untuned push-pull amplifier stages (pre- 
amplifier, driver amplifier, and power ampli- 
fier), The preamplifier tubes are type 7551 and 
the drivers are type 8122. Eachisclass A oper- 
ated. The power amplifiers are type 8281 air 
cooled tubes, operated class ABl. The power 
amplifier outputs are coupled via output trans- 
formers 2T5 and 5T5 to RF switches 2A3 and 
5A3. 

RF switch 2A3 connects single or combined 
PA output to the directional coupler. RF switch 
5A3 connects the PA-2 output transformer 5T5 
single or combined operation tap to RF switch 
2A3. Thus the output from either or both power 
amplifiers may be routed through directional 
coupler coils 2A3DC1 and 2A3DC 2 to the antenna. 

Forward and reverse power signals from the 
directional coupler coils are fed to the indicator- 
protector 1A7 to provide VSWR indication. An 
automatic load control circuit in the indicator- 
protector functions to protect the transmitter 
from damage due to transients or any excessive 
increase in the input signal level. 


RECEIVE SUBSYSTEM 


The shipboard receive portion of the MUL- 
CAST system performs the basic functions of 
signal reception and signal processing. The most 
widely used frequencies for MULCAST reception 
are those in the HF band. Normally two re- 
ceivers are used for frequency diversity recep- 
tion. Standard equipment used in a typical re- 
ceive subsystem is shown in the functional block 
diagram (fig. 8-7). 


SIGNAL FLOW 


The encrypted composite multiplextones are 
transmitted by the HF transmitters (fig. 8-1) in 
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Figure 8-7.—Fleet multichannel broadcast, receive subsystem. 
the USB mode with a fully suppressed carrier. to interference problems as the HF transmis- 
These SSB signals are received and demodulated sions. 
by the HF receivers (fig. 8-7). One receiver has Radio Receiving Sets AN/SRR-19 and 19A 


its output patched via the receiver transfer are dual-conversion superheterodyne receivers 
switchboard to the ‘‘A’”’ input of the telegraph for use in the frequency range of 30 to 300 kHz. 
terminal. The other receiver output is patched The AN/SRR-19A is shown in figure 8-8. 
to the ‘‘B”’ input of the telegraph terminal. 

The telegraph terminal separates each tone, General Description . 
compares diversity combinations, selects the 
Signal with the highest level, and converts the The receivers consist of a _ two-section 
tone-shifted signal to d.c. signals as discussed drawer in a common cabinet. The lower section 
in chapter 7. The encrypted d.c. signals are (deck) contains the RF tuning, frequency conver- 


patched via the nonsecure communication panel sion, and IF amplification circuits. The upper 
to the crypto equipment where they are de- deck contains the amplifier-detectors, crystal 
crypted. The decrypted d.c. signals are then oscillator, frequency dividers, and the power 
patched through the secure communication panel supply circuits. A fan assembly provides for the 
to the TTY receive equipment. cooling of the receiver. 

Signal voltages at the receiver antenna are 
LF RECEIVERS AN/SRR-19 & 19A fed to the preselector circuits through a manu- 


ally variable attenuator and a coupling device 

The HF MULCAST transmissions are capable which offers protection against damage from ex- 

of being transmitted over long distances with cessively high signal voltages. The frequency 
considerable less power uSed than with the LF range is divided into four frequency bands, and 
broadcast. The LF transmissions, however, the tuning circuits are equipped with direct- 
(although limited in range) are not as susceptible reading counters to facilitate band selection and 
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120.73 


Figure 8-8,—Radio Receiver AN/SRR-19A. 


tuning. The tuning of each band may be incre- 
mental or continuous. In the former method, a 
crystal-controlled internal frequency standard 
permits extremely accurate settings in incre- 
ments of 10 Hz. Continuous tuning (in 1kHz 
steps), must be used for frequencies which ter- 
minate in divisions of other than 10 Hz. For in- 
cremental tuning drift cancellation of the local 
oscillators permits a frequency stability of 1 
part in 10° (one Hz in 100 MHz). 

After the processes of tuning, double fre- 
quency conversion, and IF amplification have 
been performed in the lower deck, the IF signal 
goes to the upper deck for further amplification, 
demodulation, and audio amplification. The upper 
deck contains the USB amplifier-detector and the 
AM amplifier-detector. Separate AGC circuits 
permit control of the receiver gain by either 
amplifier-detector. The upper deck also contains 
the receiver power supply andthe crystal-oscil- 
lator frequency standard and divider circuits. 
The frequency dividers consist of a number of 
color-coded plug-in modules, and all frequency 
division is performed by binary flip-flop circuits 
encapsulated in the modules. 
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Functional Description 


A simplified functional block diagram of the 
receivers is shown in figure 8-9 with the main 
signal path indicated by a heavy line. The basic 
relationship between the RF tuning circuits in 
the lower deck and the detectors, amplifiers, and 
frequency standard in the upper deck is shown. 
For simplicity, some blocks represent more than 
one major circuit. ai 

An RF signal, selected by the preselector 
(A1A2, A1A3, and A1A4), is converted to 1715.5 
kHz and amplified by the 1st IF amplifier (A1A5). 
Following a second conversion to 100 kHz, the 
signal is applied to the USB and AM amplifier- 
detectors (A1A6 and A1A20) for detection and 
amplification. Initial receiver tuning is per- 
formed by the HF oscillator (A1A8) and the Ist 
injector (A1A10), comprising the 1 kHz incre- 
mental tuning circuits. Secondary. tuning in 10 
Hz steps (or continuously) is performed by the 
interpolator oscillator (A1A13) and the 2nd in- 
jectors (A1A11 and A1A12). The 1 kHz TUNING 
and 10 ~ TUNING meters permit accurate 
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Figure 8-9.—Radio Receiving Sets AN/SRR-19 and AN/SRR-19A functional block diagram. 


adjustments of the tuning controls to these in- 
crements. 


The first injection frequency from 1746 to 
2016 kHz is generated by the HF oscillator. The 
1616 to 1615 kHz second injection frequency is 
obtained from the 2nd injectors and occurs in 
precise increments of 1 kHz as the set is tuned 
by the main tuning control, sub-divided into 10 
Hz steps (incremental tuning) or tuned 1 kHz 
range (continuous tuning) by the secondary tuning 
control. A third 100 kHz injection frequency is 
applied to the USB amplifier-detector as a car- 
rier frequency, inserted for SSB demodulation. 


The crystal oscillator - frequency divider 
(A1A9) provides all standard frequencies for cir- 
cuit operation, including the precise 1 kHz and 
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500 Hz frequency spectrums for incremental 
tuning. It contains a stable 1 MHz crystaloscil- 
lator with provisions for oscillator calibration 
using an external frequency standard. The power 
supply (A1A14) provides heater and plate volt- 
ages to all circuits, and a separate voltage reg- 
ulater (not shown) regulates the heater and plate 
voltages for the HF andinterpolator oscillators. 

A blister module contains all connections for 
external cables to or from the receiver, and 
contains low-pass filters for the POWER INcir- 
cuit and the LINE A and LINE Boutput circuits. 
The auxiliary LSB amplifier-detector module, 
shipped with the equipment, replaces either the 
USB or the AM amplifier-detectors to extend the 
reception modes. A fan module (not shown) pro- 
vides air flow for cooling. 
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CHAPTER 9 


SATELLITE COMMUNICATION SYSTEMS 


Historically, long-range communications be- 
tween commands afloat and ashore have been 
accomplished by HF radio communications 
methods in various modes. The principle dis- 
advantage of HF communications is that they are 
dependent upon the density of the ionosphere to 
refract and reflect the HF radio signal beyond 
the horizon to attain the desired distances. When 
the ionosphere dissipates, the effectiveness of 
HF communications diminish. Propagation of 
satellite communication frequencies is not de- 
pendent upon reflection or refraction, and is af- 
fected only slightly by atmospheric phenomena. 
The reliability of satellite communications, 
therefore, is limited essentially only by the 
reliability of the equipment used, and the skill 
of the operating and maintenance personnel, 

Satellite communication systems were dis- 
cussed in chapter 5 of this manual. This chapter 
builds upon the information presented in that 
chapter by discussing the latest shipboard satel- 
lite communication terminal, the AN/WSC-1(V). 


AN/WSC-1(V) GENERAL DESCRIPTION 


Shipboard Satellite Communication Terminal 
AN/WSC-1(V) consists of a radio set group and 
an antenna group. It may be installed in various 
configurations of one to five modems (modu- 
lator-demodulator units) in the radio set group, 
and one or two antennas and associated equip- 
ment in the antenna group. The terminal provides 
communication via asynchronous orbiting satel- 
lite in FM (analog) voice, teletype, and vocoder 
(digital voice) modes. A single modem terminal 
provides full-duplex FM voice or half-duplex 
data (digital voice and teletype) communication. 
The multimodem terminal provides full-duplex 
communication in all modes, 

The transmitter power is variable to 1 kilo- 
watt in the frequency range of 300 to 315 MHz, 
Reception occurs at 240 to 260 MHz. Alarge ship 
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configuration of the terminal consists of the 
receiver-transmitter rack, the multimodem 
rack, and the antenna group, as shown in figure 
9-1 at the end of this chapter. 


Receiver-Transmitter Rack 


The receiver-transmitter rack (rack No. 1, 
fig. 9-1) contains the transmit-receive equip- 
ment and other units, assemblies, and sub- 
assemblies necessary for single modem opera- 
tion, This equipment and its location in rack No, 
1 are shown in figure 9-2, All functional units 
use solid state parts and integrated circuits. 
Only one electron tube is used in the terminal. 
This tube is located in RF Amplifier AM-6138/ 
URC, 

A system of filtering and bandpass shaping 
is used because of the signal levels, signal 
characteristics, and frequencies involved, Elec- 
trically synthesized frequencies and binary 
coded decimal (BCD) switching gates provide 
for instantaneous frequency switching. No me- 
chanical tuner or channeling period is required. 

Two frequency synthesizers (7 and 8, fig. 
9-2) are used, one for receive operation and 
one for transmit. This feature, together with a 
diplexer, permits full-duplex operational capa- 
bility in voice mode operation. Inthe data modes 
(teletypewriter and vocoder) the multimodem 
configuration permits full-duplex operation, as 
stated previously. Beacon acquisition isaccom- 
plished in a receive mode only; notransmission 
is required. During beacon acquisition, a signal 
from a frequency standard in the main receiver 
is phase compared with the signal receivedfrom 
the beacon, and the frequency standard is ad- 
justed to zero beat with the beacon signal. This 
provides optimum operation of the terminal with 
the satellite. A terminal self-test loop operates 
in a nonradiating mode using a dummy load to 
dissipate transmitter power, 
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Figure 9-2,—Receiver-transmitter rack. 


Transmitter power output is controllable 
from 1 watt to 1 kilowatt. A closed-loop auto- 
matic level control (ALC) circuit maintains the 
output power at the selected level. Power output 
is controlled by setting the bias level in the 
100-watt RF amplifier (10, fig. 9-2). For power 
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output levels of 100 watts or less in single 
modem operation, the 1-kilowatt RF amplifier 
(11, fig. 9-2) is bypassed, and the output of the 
100-watt RF amplifier is fed to the diplexer, In 
test mode operation, the output power of the 
1-kilowatt RF amplifier is reduced by 3db., 
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Control Case 


The control case (mounted on top of rack No. 
1 (fig. 9-2) contains Control-Bypass C-8818/G, 
Control-Indicator C-7880/USC, and Control- 
Monitors C-7879/USC and 915N-4. Control- 
Monitor C-7787/UCA-1 for the No. 1 modem and 
Control-Amplifier C-8202/WSC-1(V) are lo- 
cated in a remote control console in the multi- 


modem configuration of the terminal. The front 
panels of these assemblies are shown infigures 
9-3 through 9-5, 

The CONTROL-BYPASS C-8818/G (fig. 9- 
3A) selects either single or multimodem trans- 
mission, 

The CONTROL-INDICATOR C-7880/USC 
(fig. 9-3B) provides functions for system testing. 
When all controls are set for the test condition, 


162.185 


Figure 9-3.—Control-Bypass C-8818/G and Control-Indicator C-7880/USC. 
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the operator can check out the communication 
system and use the information provided to 
assist in locating faults. 

The control-indicator develops an RF signal 
that is mixed and processed witha sample of the 
up-link transmitted signal. The resulting down- 
link receive frequency signal provides a test 
signal. for the system receiver. Fault signal 
output of the two synthesizers, converter, and 
power supply can be switched to the fault indi- 
cator for indication of module condition. 

CONTROL-MONITOR C-7879/USC (fig. 9- 
4A) provides the system control and monitoring 
functions. The control-monitor is basically a 
Switching unit. In addition to the front panel 
controls and indicators (shown in figure 9-4A), 
the unit contains four relays, a delay network, 
a voltage divider, and a frequency strapping 
panel. The frequency strapping panel is a ter- 
minal board with a number of standoff solder 
terminals. The frequency scheme is preset by 
soldering jumper wires to appropriate termi- 
nals. This procedure is called ‘‘strapping.’’ 

In the Control-Monitor C-7879/USC (fig. 9- 
4A) the MODE control selects the operating 
mode for the overall system and selectively 
enables the equipment required for operation 
in the selected mode. This control also activates 
the appropriate key lines and routes the modu- 
lating capabilities according to the mode se- 
lected. In the OFF position, operating power is 
removed from all units of the communication 
system. Selection of voice mode operation sup- 
plies an enabling ground to the power enabling 
circuits of the system which enables all the 
equipment basic to the communication system. 
Selection of the TTY mode enables the teletype- 
writer and modem in addition to all the basic 
units. Vocoder selection removes the enabling 
ground from the TTY and enables the vocoder 
instead; the modem remains enabled. 

In all operating modes, the RF circuits are 
enabled either intermittently or constantly ac- 
cording to the selected mode. In voice mode 
operation, pressing the microphone push-to-talk 
button activates the RF circuits and routes the 
microphone audio to the modulator for process- 
ing and transmission. In TTY and vocoder mode 


operation, the modulation is routed through the . 


modem prior to being impressed onthe carrier. 

The Control-Monitor C-7879/USC provides 
control and monitoring functions for transmitter 
power output and monitoring functions for stand- 
ing wave ratio. It also provides akey-line inter- 
lock and delay network to minimize arcing when 


switching transmitter power levels.. Control 
functions are provided by the FWD-REFL toggle 
switch and a concentric PWR CONTROL. The 
PWR CONTROL consists of a 3-position rotary 
switch (outer knob) to select the power operating 
range and a potentiometer (inner knob) toset the 
power level within the selected limits. Each 
selected monitoring function is displayed on the 
XMTR PWR meter. 

The XMTR PWR meter normally indicates 
forward power output. Reflected power may be 
measured by holding the FWD-REFL toggle 
switch in the REFL position. The switch returns 
to the FWD position when released. Sensing de- 
vices and gating circuits are included in the 
high-voltage power supply and in the RF power 
amplifiers. When a high-voltage or VSWR fault 
is sensed in the 100-watt power amplifier, a 
gated signal enables the FAULT indicator on the 
control panel. 

Selection of an operating channel and its 
corresponding assigned frequency is accom- 
plished by the SATELLITE and CHANNEL con- 
trols. The SATELLITE control, a 5-position 
rotary switch, selects one of five broad fre- 
quency bands. The CHANNEL control, a con- 
centric rotary switch, selects the transmit and 
receive operating frequencies (for FM voice 
operation) within the broadband. The outer knob 
positions a 12-position switch to select a beacon 
or 1 of 11 FM receive channels. The inner knob 
controls an 11-position switch to select 1 of 11 
FM transmit channels. The system is normally 
operating in the receive condition; transmit 
operation is initiated by keying the transmitter. 

The CONTROL-MONITOR 915N-4 (fig. 9- 
4B) provides amplification, control, and moni- 
toring functions for AF signals within the satel- 
lite communications system. It performs the 
following functions: 

1, Amplifies the audio output from the com- 
munications receiver to drive an internal 
speaker, an external audio level meter, 
and a remote receive audio line 

2. Amplifies the audio input from an external 
microphone to supply voice modulation for 
the transmitter 

3. Contains the squelch threshold adjust- 
ment for the receiver 

4. Provides sidetone audio which is mixed 
with the receive audio to drive a remote 
receive audio line, an internal speaker, 
and an external audio level meter. Side- 
tone audio level is independent of receive 
audio level 
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162.186 


Figure 9-4,—Control-Monitors C-7879/USC and 915N-4, and 
Control-Amplifier C-8202/WSC-1(V). 
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Provides a ground for the FM key line 
when 12 volts d.c. and ground is supplied 
from an external source 

Disables sidetone when the S/TONE DSBL 
switch is in the up position or when an 
external ground is applied to the sidetone 
disable input line 

When keyed externally and the FM-TATS 
switch is placed in the SIMUL FM/TATS 
position, provides a ground for the simul- 
taneous FM and RF key line-The modems 
used in the AN/WSC-1(V) are a modi- 
fied version of the Tactical Transmis- 
sion System (TATS) modem, Thus they 
are sometimes referred to as TATS 
modems 

When the FM-TATS switch is placed in 
the TATS position, provides + 28 volts 
d.c. switched to Control-Amplifier C- 
8202/WSC-1(V) 


The CONTROL-AMPLIFIER C-8202/WSC- 


1(V) (fig. 9-4C) performs the following func- 
tions: 


1. Sets the modem for tests and normal 
operation 

Keys the associated RF amplifier AM- 
6137/USC, Signal Data Converter CV- 
2564-USC, and Power Supply PP- 
6185/URC 

Enables 70 MHz command to the modem 
(The modem generates a 70 MHz signal 
that is used to set the power level of the 
associated RF Amplifier AM-6137/USC.) 
Measures and adjusts the output power 
level of RF Amplifier AM-6137/USC 
when the bypass switch on Control-Bypass 
C-8818/G is in the MULTI-MODEM 
position, 


The CONTROL-MONITOR C-7787/UCA-1 
(fig. 9-5) controls and monitors operation of the 
modem, (The modems have no front panel con- 
trols or indicators.) 


2. 


Receiver 


The Radio Receiver R-1587/USC (fig. 9-2) 
is used with associated equipment to form a 
communication system. The receiver unit in- 
cludes a frequency standard and converter sub- 
assembly. The frequency standard generates a 
reference frequency used in the receiver and 
throughout the terminal. The converter produces 
control and reference signals used for injection, 
translation, and synchronization, 
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162.187 
Figure 9-5.—Control-Monitor C-7787/UCA-1. 


The receiver accepts and processes FM voice 
and digital data signals in the frequency range of 
240 to 260 MHz. It functions in voice, modem, and 
beacon modes. Selection of operating mode is 
accomplished remotely; operating voltages are 
applied or removed according to the require- 
ments of the selected mode. 

All received RF signals are processed 
through a common front end. In modem mode 
operation, the receiver uses a single frequency 
conversion, and the signal is then routed to an 
external modem for demodulation. In voice and 
beacon mode operation, the receiver uses a 
second frequency conversion, and the signal then 
is demodulated. Separate demodulation channels 
are used for the two modes, 


Signal Data Converter 


The Signal Data Converter CV-2564/USC 
(fig. 9-2) contains four subassemblies which gen- 
erate, combine, and process signals and trans- 
late an RF injection signal to a modulated RF 
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carrier, The carrier is then supplied at a level 
suitable for driving a power amplifier. The sub- 
assemblies are the audio processor and power 
supply, the 9 MHz frequency modulator, the 5 
MHz crystal oscillator bank, and the IF-RF 
translator. 

The converter provides the. following func- 
tions: 

1. Generates a 9 MHz signal and a 4.795 
to 5.205 MHz signal for internal use in 
frequency translation 
Accepts injection inputs of 56 MHz and 
110.0 to 122.5 MHz for use in frequency 
translation 
Accepts analog voice, code burst FSK, 
modem, or alert message input signals 
for use in modulation of the RF carrier 
Combines and translates signals to a 
modulated 300 to 315 MHz RF carrier at 
a power level that is suitable for driving 
a power amplifier 
Supplies regulated + 18 and+ 5.25 volts 
d.c. power to associated units of the 
‘communication system 


2. 


Power Supply 


The Power Supply PP-6185/URC (fig. 9-2) 
operates from a 3-phase, 60 Hz input power 
source and supplies operating voltages for a 
1-kilowatt RF power amplifier. The operating 
voltages supplied by the power supply include 
plate and screen bias, and filament voltages. 
The power supply also provides interface con- 
nections to permit external control and monitor- 
ing of power supply performance. 


MULTIMODEM RACK 


The multimodem rack (rack No. 2, fig. 9-1) 
contains antenna indicators and controls, a 
multiplexer unit, and four modems with their 
associated RF amplifiers and signal data con- 
verters. The location of these modules in rack 
No. 2 is shown in figure 9-6, The Control- 
Amplifiers C-8202/WSC-1(V) and _ Control- 
Monitors C-7787/UCA-1 associated with the 
modems are remotely located. 

The Control-Antenna C-8221/WSC-1(V) in- 
cludes controls for manual rotation of the 
antennas in azimuth, and indicators which indi- 
cate the position of the antennas in azimuth and 
elevation, and the ship’s heading, Also included 
on the panel are indicator lights which indicate 
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C-8221/WSC-I(V) 


MULTIPLEXER 
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CV-2523/UCA-1(MODEM) 


RF AMPLIFIER 
AM-6137/USC 


SIGNAL 
CONVERTER 
CV-2564/USC 


162.188 
Figure 9-6.—Multimodem rack. 


antenna radiation hazard blockage, low coaxial 
cable pressure, and antenna(s) in operation. A 
sound-powered telephone jack box is installed 
in the lower right-hand corner of the panel. 

Multiplexer TD-959/WSC-1(V) provides the 
terminal with a multichannel capability. The 
multiplexer assembly includes four subassem- 
blies: a power combiner, and three distribution 
amplifiers. The power combiner functions to 
linearly combine up to five 100 watt amplifier 
outputs. Two distribution amplifiers provide the 
modems with the receive 70 MHz signal, and the 
1 MHz frequency reference signal on individual 
isolated lines. The third distribution amplifier 
supplies the signal data converters with the 
translation frequency from the transmit syn- 
thesizer. 

The modems are digital data converters 
which can transmit and receive in a narrow 
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bandwidth of 800 kHz or a wide bandwidth of 10 
MHz. The wide bandwidth is used only at SHF 
frequencies. (The AN/WSC-1(V) is capable of 
transmitting and receiving wide bandwidth modu- 
lation, but this mode is not authorized for use 
at UHF frequencies.) 


ANTENNA GROUP 


The antenna group (fig. 9-1) includes two 
antennas, two amplifier-filter units, two coax 
Switch assemblies, and two relay assemblies. 
The amplifier-filter units, although actually 
considered part of the radio set group, are 
listed with the antenna group for installation 
purposes, 

Antenna AS-2410/WSC-1(V) (fig. 9-1) is a 
circularly polarized crossed-dipole type an- 
tenna, The antenna includes four crossed-dipole 
elements, a 90-degree hybrid, two combiners, 
and a dummy load. The antenna is mounted on 
an antenna pedestal that contains the azimuth 
and elevation reversible 3-phase, 208-volt, 
60-Hz induction motors; two elevation synchro 
transmitters; three azimuth-controlled differ- 
ential transmitters; and a switch used to dis- 
able the antenna subsystem. The elevation 
section also contains up-down limit switches, 
and the azimuth section contains radiation 
hazard limit switches. Each motor is protected 
by thermal overload switches. Fail-safe brakes 
are released when power is applied. External 
connections are made to the antenna through 
three connectors and a sound-powered phone 
jack. Connections to the elevation power and 
control circuits are made through sliprings. 

Amplifier- Filters AM-6205/WSC-1(V) shown 
in figure 9-1 include a coax switch, a diplexer, 
and an RF amplifier. The amplifier-filters 
(sometimes referred to as the deck boxes) and 
the bulkhead mounted equipment are shown in 
figure 9-7 (foldin end of chapter). Relay Assem- 
blies RE-1025/WSC-1(V) provide power control 
for the antenna azimuth and elevation drive 
motors. 


AN/WSC-1(V) FUNCTIONAL 
DESCRIPTION 


Frequency synthesizers develop injection 
frequency signals used in receive and transmit 
conditions of the terminal. Two synthesizers 
are used, one for receive and one for transmit 
frequencies. The units are identical and inter- 
changeable; both are required to provide full- 
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duplex operational capability. The frequencies 
produced by the synthesizers are phase locked 
to the standard through the 25-kHz reference 
frequency. 

Initial frequency selection is made at the 
SATELLITE switch on Control-Monitor C-7879/ 
USC. Selection of the satellite band applies a 
BCD control signal tothe frequency synthesizer. 
The synthesizer then produces an RF signalata 
frequency depending on a strapping arrangement 
in the control. The synthesizer output signal is 
used in the translation of the terminal transmit 
and receive frequencies. 


TRANSMIT FREQUENCY GENERATION 


In data transmit operation, the output fre- 
quency of the transmit freqeucny synthesizer 
(110.0 to 122.5 MHz) is routed through the multi- 
plexer to the signal data converter. In the con- 
verter the synthesizer frequency is doubled and 
applied to summing mixer A3 (fig. 9-8). The 
other input to the mixer, supplied by the modem, 
is a modulated signal with a 70 MHz nominal 
center frequency. The 220 to 245 MHzandthe 70 
MHz signals are mixed to produce the 290 to 
315 MHz transmit frequency. (The AN/WSC-1(V) 
transmits in the range of 300 to 315 MHz only.) 
The transmit frequency output of the signal data 
converter is routed through the 100-watt RF 
amplifier, multiplexer (for multimodem opera- 
tion), the 1-kilowatt RF amplifier, and then to 
the antenna subsystem for transmission, 

In voice transmit operation, the frequency 
synthesizer produces the same RF signal as in 
data transmit operation. This signal is doubled 
in the signal data converter and applied to the 
mixer as in data transmission. The 70 MHz 
signal input to the mixer, however, is derived 
in a different manner, The FM XMTR CHAN- 
NEL switch at Control-Monitor C-7879/USC 
selects an enabling ground for the crystal 
oscillator in the signal data converter. The 
ground enables 1 of 11 crystals of a crystal 
oscillator bank. The enabled oscillator signal 
(at a frequency within the range of 4.795 to 
5.205 MHz) is applied to summing mixer Al. 

The other input to the mixer is a 56-MHz 
reference signal from the main receiver. The 
mixer output (basically a 61-MHz signal) is 
applied to another summing mixer, A2. The 
other input to this mixer comes from the 9 
MHz oscillator in the signal data converter. 
The 9 MHz oscillator signal is voice modulated 
from the audio circuits of the radio set. The 
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Figure 9-8,—Transmit frequency generation. 


70 MHz output is also mixed with the 220 to 245 CHANNEL switch on Control-Monitor C-7879/ 
MHz to produce the 290 to 315 MHz transmit USC selects an enabling ground for the main 
frequency as in data transmission. receiver, The ground enables 1 of 11 crystals 
of a crystal oscillator bank in the main re- 

RECEIVE FREQUENCY TRANSLATION ceiver. The enabled oscillator signal (at a 

In data receive operation, the SATELLITE frequency within the range of 4.795 to 5.205 
switch position and the strapping arrangement MHz) is applied to summing mixer Al. A 56 
at Control-Monitor C-7879/USC determine the MHz reference signal from the frequency stand- 
control input to the receive frequency synthe- ard (in the receiver) is alsoappliedtothe mixer. 
sizer. The frequency synthesizer produces a The sum frequency, 61 MHz, is then combined 
frequency within the range of 85 to 95 MHz. with the 70 MHz signal in difference mixer A2, 
The synthesizer output is routed to the main to provide the 9 MHz signal. In voice receive 
receiver where it is doubled and then applied to operation, the 9 MHz signal is supplied to a 
difference mixer A3 (fig. 9-9), The received RF voice demodulator circuit to provide an audio 
signal in the frequency range of 240 to 260 MHz output from the receiver. In beacon operation, 
is also applied to the mixer. The resultant 70 the 9 MHz signal is supplied to the beacon ac- 
MHz signal (with the modulation intact) is routed quisition and level circuits to provide the re- 
to the modem for demodulation. ceiver outputs, 

In voice or beacon receive operation, the 
received and translated injection signals follow MAIN SIGNAL FLOW 
the same initial paths as in data receiver oper- 
ation. The 70 MHz signal is fed to difference Main signal paths through the system mod- 
mixer A2, The other input to this mixer is a 61 ules in the various modes of operation are 
MHz signal. The position of the FM RCVR illustrated in figure 9-10 (foldin endof chapter. 
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Figure 9-9,.—Receive frequency translation. 


FM (Analog) Voice 


For single modem operation, FM voice oper- 
ation is initiated at Control-Monitor C-7879/ 
USC by selecting the VOICE position on the 
MODE control. For multimodem operation, FM 
voice operation is initiated at Control-Monitor 
915N-4 by placing the SIMUL FM/TATS-TATS 
Switch to the SIMUL FM/TATS position. Oper- 
ation is narrow band FM using five frequency 
bands between 300 and 315 MHz for transmit, 
and three bands between 240 and 260 MHz for 
receive, Each band contains 11 discrete fre- 
quency channels, eight below and three above 
the band center frequency. Communication be- 
tween one terminal and any other terminal is 
relayed both ways via the satellite, The terminal 
is normally in the receive condition. 

In the transmit mode, the input audio signal 
is first applied to the Control-Monitor 915N-4 
(fig. 9-10) where it is amplified and fed to 
Signal Data Converter CV~2564/USC. (A portion 
of the transmit audio signal is also routed to the 
receive amplifier to provide sidetone.) The audio 
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signal is usedto modulate a 9 MHz oscillator in 
the signal data converter. The modulated RF 
signal is then translated to the satellite up-link 
frequency range and fed to the 100 watt RF 
Power Amplifier AM-6137/USC, 

The 100 watt Power Amplifier AM-6137/USC 
amplifies the signal data converter output to the 
level required to drive the one kilowatt Ampli- 
fier AM-6138/URC. The gain of the 100 watt 
power amplifier is externally controllable, which 
allows the output power level to be adjusted from 
1 to 112 watts. The 100 watt power amplifier out- 
put is connected to bypass relay K1, which 
switches the signal directly to the input of the one 
kilowatt power amplifier in the single channel 
mode or indirectly, via the combiner section of 
Multiplexer TD-959/WSC-1(V), to the input of the 
one kilowatt amplifier in the multichannel mode, 
The combiner is used to combine the outputs of 
two, three, four, or five 100 watt power ampli- 
fiers in order to provide a multichannel transmit 
capability. Because the combiner is passive in 
operation, each input signal is subject to aloss, 
the amount being determined by the number of 
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channels the system is set up for. When the 
single channel mode is selected, the combiner 
is bypassed by K1 and the power loss is avoided, 
making full power available to channel one. 
Channels two through five transmit capabilities 
are disabled in the single channel mode. 

The one kilowatt Power Amplifier AM-6138/ 
URC is a fixed gain, linear RF amplifier with a 
rated maximum power output of 1000 watts+5db. 
The input power may be varied from approxi- 
mately 10 to 100 watts which will result in an 
output power level from 100 to 1000 watts. A 
typical input may be a composite signal repre- 
sented by 20 watts from each of five channels 
for a total power of 100 watts or 100 watts from 
channel one. In either case the total power am- 
plifier output would be 1000 watts. 

The output of the one kilowatt amplifier is 
connected to the RF sampler, which routes a 
small portion of the signal to Control-Indicator 
C-7880/USC for test purposes. The main signal 
flow is through the HI-PWR coax switch to one 
or the other of the amplifier-filters (deck boxes). 
In the deck box the signal passes through the 
up-link filter to the transmit portion of the di- 
plexer. The diplexer allows simultaneous trans- 
mission and reception on a single antenna. The 
antenna port of the diplexer is connected through 
a dow key coax switch tothe antenna. The trans- 
mit signal is beamed into space toward the 
satellite (provided the operator has properly 
positioned the antenna). The test coax switch 
(fig. 9-10) switches the line from the antenna to 
the dummy load for test purposes. 

The receive signal begins at the antenna, 
Separation of the transmit and receive signals 
is accomplished by the diplexer. The output of 
the preamplifier (RF amplifier in fig. 9-7) is 
connected to the main receiver via the LO-PWR 
coax switch (RCVR coax switch in fig. 9-7). The 
main receiver functions in a conventional man- 
ner in the FM mode, The voice output from the 
receiver is fed to the receive input of Control- 
Monitor 915N-4 (fig. 9-10) where it is amplified 
and fed to the front panel speaker. 


Data Modes 


As stated previously, the AN/WSC-1(V) is 
used in configurations containing one tofive data 
circuits. Each data circuit consists of a signal 
data converter, 100 watt RF power amplifier, 
modem, and controls for the amplifier and 
modem. Teletype or vocoder equipment is con- 
nected to the data circuits (note 2 fig. 9-10). 
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The modems (fig. 9-10) use a unique modula- 
tio; scheme in which the input data is coded and 
then modulated on a frequency-hopped carrier. 
The modulated frequency-hopped signal is cen- 
tered at 70 MHz, 409.6 kHz wide in the narrow 
bandwidth mode, 10 MHz wide in the wide band- 
width mode, and the output level is 0 dbm. The 
modem 70 MHz transmit output is fed to the 
signal data converter, where it is amplified and 
translated to the satellite up-link frequency. The 
remainder of the data mode transmit signal flow 
is identical to FM voice. 

The data mode receive signal flow, from the 
antenna to the receiver, is identical to FM voice 
described previously. The receiver amplifies the 
input signal from the antenna and translates it 
down to 70 MHz, Receiver gain in thedata mode 
is from 3 to 6 db, 

The 70 MHz receiver output is connected to 
the 70 MHz receive distribution amplifier, which 
distributes the receive signal to the five modems, 
The modem demodulates the receive signal, us- 
ing a Special process which analyzes the modu- 
lation components of the signal. The data is 
converted to the proper form in the modem out- 
put buffer. 


ANTENNA GROUP 


The antenna pointing system involves cir- 
cuitry in the antenna control unit, the relay 
assembly units and the antenna pedestals. An- 
tenna elevation is controlled with front panel 
switches on the antenna control unit. Either or 
both antenna elevation axes may be controlled 
by making the proper switch selection. Pressing 
the ELEVATION CONTROL to the UP or DOWN 
position connects a ground to the corresponding 
control line which operates the appropriate 
relays in the relay assembly(s). The relay 
assemblies apply the correct phase of 208 volt 
3-phase a.c. to the elevation drive motors inthe 
antenna pedestals. Synchro transmitters, me- 
chanically driven by the antenna elevation drive, 
transmit elevation position information for dis- 
play by the ANT ELEVATION indicator. 

' Antenna azimuth pointing is referenced to 
the ship’s heading synchro input. The ship’s 
heading information is fed to the input of a 
synchro repeater (Al, fig. 9-11) which provides 
four identical outputs for use in the system, One 
of these outputs (CX4, fig. 9-11) provides an in- 
put to the antenna control unit and the antenna 
position indicator unit SHIP’S HEADING indica- 
tors. See figure 9-11 (foldin end of chapter). 
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Two of the outputs (CX1 and CX2) are connected 
by the azimuth indicator switch to two control 
differential transmitters in the selectedantenna 
pedestal. The rotors of these control differen- 
tial transmitters are mechanically driven by the 
antenna azimuth drive, The ship’s heading input 
is added to or subtracted from an angle repre- 
sented by the rotor position, resulting in an 
electrical output which represents the true an- 
tenna bearing. This information is fed back to 
the antenna control unit, where it is routed 
through the azimuth indicator control to the 
ANTENNA position indicators. The duplication 
in this circuit is provided to drive the duplicate 
indicators in the antenna control and the antenna 
position indicator unit. 

The fourth output of the ship’s heading 
synchro repeater (CX3) is connected toa control 
differential transmitter in the antenna control 
unit. The mechanical input is the front panel 
AZIMUTH CONTROL, The output of this control 
differential transmitter represents the angular 
difference or sum of the ship’s heading and the 
true bearing selected on the AZIMUTH CON- 
TROL. This signal is fed to control trans- 
formers in both antenna pedestals which receive 
a mechanical input from the antenna azimuth 
drive. When the electrical signal input and the 
mechanical input represent the same angle, the 
antennas are pointing at the selected true bear- 
ing, and the control transformer output is zero 
volts. If the ship’s heading or the AZIMUTH 
CONTROL is changed, the control transformer 
electrical and mechanical inputs no longer rep- 


resents the same angle and an output error 
voltage is developed, The amplitude ofthis error 
voltage represents the amount of the error, and 
the phase represents the direction of the error. 

These outputs are connected back to the 
antenna control where theyarelimited, demodu- 
lated and fed to the relay control circuits. When 
the error signals are of sufficient amplitude, the 
relay control circuits send a clockwise (CW) 
or counterclockwise (CCW) control signal to the 
associated relay assembly. The relay assembly 
applies the correct phase of 208 volt 3-phase 
a.c, to the azimuth drive motor in the antenna 
pedestal. The motor rotates the antenna to the 
position at which the two inputs to the control 
transformer agree, and the output error signal 
is again zero volts. 

Programmed switch cams in the antenna ped- 
estals send radiation hazard signals to the an- 
tenna control unit when such a condition exists. 
Normally, the antennaselection switch cams will . 
cause the antennas to be switched before the 
condition exists. However, if the system is in 
the single antenna mode, or both antennas con- 
stitute a radiation hazard condition ata common 
azimuth, a relay in the antenna control will be 
deenergized. When the radiation hazard relay is 
deenergized, the RF interlock circuit is opened, 
which disconnects the + 28 volt d.c. from the 100 
watt control units when the system is in the 
MULTIMODEM mode or disconnects RF key line 
number one in the SINGLE-MODEM mode, in 
either case preventing the system from being 
keyed. . 
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Figure 9-7,—AN/WSC-1(V) deck boxes and bulkhead mounted equipment. 
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Figure 9-10.—AN/WSC-1(V) main signal flow block diagram. 
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Figure 9-11.—Antenna group functional block diagram. 


CHAPTER 10 


FACSIMILE SYSTEMS 


As discussed in chapter 5 of this manual, 
facsimile systems provide a method of trans- 
mitting pictorial and graphic information by 
wire or radio and reproducing it in its original 
form at the receiving station. The most com- 
mon uSe of facsimile systems by the Navy is 
transmission of plotted and analyzed weather 
charts. 

Facsimile signals may be transmitted by 
radio by the audiofrequency tone shift (AFTS) 
or the radiofrequency carrier shift (RFCS) 
method. Conventional superheterodvne_ re- 
ceivers are used to receive either. type of 
transmission. The output of the receivers is 
AFTS signals in which 1500 Hz represents the 
maximum (black) signal, and 2300 Hz represents 
the minimum (white) signal, or AFTS signals in 
which 2300 Hz represents the maximum signal, 
and 3100 Hz represents the minimum signal. 
In either case an 800 Hz shift is maintained 
between the maximum and minimum signal 
outputs from the facsimile transmitter at the 
sending station. 


SIMPLEX SYSTEM 


A simplified block diagram of a simplex 
facsimile system is shown in figure 10-1, On 
the transmit side a 2400 Hz carrier (amplitude 
modulated corresponding to the various shades 
of the copy to be transmitted) is produced at 
the output of the transmitter section of Facsimile 
Receiver-Transmitter TT-321A/UX and fed to 
Radio Modulator MD-168A/UX. The MD-168A/ 
UX converts the AM signals to AFTS signals 
which modulate the RF carrier generated by the 
transmitter. The transmitter carrier is modu- 
lated plus or minus 400 Hz. 

If the RFCS method of transmission is to be 
used, the facsimile receiver-transmitter output 
is fed to Keyer Adapter KY-44C/FX. Keyer 


256 


Adapter KY-44C/FX converts the TT-321A/UX 
AM signal output intod.c. keying signals suitable 
for use with a frequency-shift exciter unit. 

The receiver output (fig. 10-1) is AFTS 
signals from 1500 Hz to 2300 Hz or 2300 Hz 
to 3100 Hz, depending upon the setting of the 
receiver BFO, These AFTS signals are fed to 
Frequency-Shift Converter CV-1066B/UX where 
they are converted into equivalent AM signals 
suitable for operating the facsimile recorder, 
The Facsimile Recorder AN/UXH-2B, Fac- 
Simile Receiver-Transmitter TT-321A/UX, 
Radio Modulator MD-168A/UX, Keyer Adapter 
KY-44C/FX, and Frequency Shift Converter 
CV-1066B/UX are discussed later in this 
chapter. 

The data mode is also used for the trans- 
mission of facsimile signals as shown by figure 
10-2, The AM signals from the TT-321A/UX 
(fig. 10-2) are fed to the A/D (analog/digital) 
converter where they are converted into equiva- 
lent digital data signals and fed to the modem 
unit. The modem unit converts the digital data 
signals into AFTS signals, which modulate the 
transmitter carrier. 

On the receive side, the receiver output 
signals are fed to the modem unit, where they 
are converted to digital data signals and fed to 
the D/A (digital/analog) converter, The D/A 
converter converts the digital data signals back 
to AM signals suitable for operating the fac- 
simile recorder. Secure facsimile systems are 
produced by connecting security equipment be- 
tween the modem units and the A/D and D/A 
converters, 


FACSIMILE RECEIVER-TRANSMITTER 
TT-321A/UX 


Facsimile Receiver-Transmitter TT-321A/ 
UX, used with Power Supply PP-86F/TXC-1, 
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Figure 10-1.—Facsimile system, 
AFTS and RFCS modes. 


is an electromechanical-optical facsimile set of 
the revolving drum type for the transmission 
and reception of page copy. The facsimile set 
is used for transmission of maps, photographs, 
sketches, and printed or handwritten text over 
regular voice-communication channels (either 
wire or radio) between fixed stations. Colored 
copy may be transmitted, but all reproduction is 
in black, white, or intermediate shades of gray. 
Received copy is recorded either directly on 
chemically treated paper or photographically in 
either negative or positive form, The facsimile 
set will transmit or receive apage of copy 12 by 
18 inches in 10 minutes at regular speed or in 
20 minutes at half-speed operation. 

The receiver-transmitter (fig. 10-3) serves 
either as a facsimile transmitter or recorder, 
depending upon the setting of a front panel 
selector switch. Power Supply PP-86F/TXC-1 
supplies operating power to the receiver-trans- 
mitter and operates from a nominal a.c. power 
source of 115 volts at 60 Hz, 


FACSIMILE TRANSMITTER 


The facsimile transmitter must resolve the 
copy to be transmitted into very small elemental 
areas and transmit the average density of each 
area separately. The size of these elemental 
areas must be small enough to resolve the 
smallest intelligence that is to be transmitted. 

An exciter lamp is used as a source of 
uniform illumination of the copy, and a photo- 
tube is used to determine the brightness of each 
elemental area, The copy to be transmitted is 
clamped on a drum at the facsimile transmitter. 
An image of the copy is focused upon an aperture 
plate, which is located immediately in front ofa 
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Figure 10-2,—Facsimile system, data mode, 


Figure 10-3.—Facsimile Receiver-Transmitter TT-321A/UX. 


phototube. The size of the hole in the aperture 
plate determines the area of the copy-image (the 
elemental area), which passes through to the 
phototube. 

The phototube acts as a valve in a modulator 
circuit to control the amplitude of a carrier 
frequency or tone. When a dark area ofthe copy 
iS seen by the phototube through the aperture, 
the phototube allows a maximum signal to pass 
through the modulator circuit. When a white 
area is seen by the phototube, a minimum signal 
results, This signal from the phototube modu- 
lator is the facsimile signal which is transmitted 
to: the facsimile recorder. 

In order to scan each elemental area of the 
copy, the drum upon which the copy is clamped 
rotates and, at the same time, moves laterally 
from right to left so that the relative position of 
the optical system shifts by one elemental area 
for each drum revolution. -When the optical 
system has completely scanned the ‘copy, all of 
the elemental areas on the copy have been seen 
by the phototube, and a signal of.corresponding 
amplitude has been transmitted for each elemen- 
tal area. 

Figure 10-4 shows functions of the various 


stages of the facsimile set during transmission. 
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13,70(162A) 


The material being transmitted is affixed to the 
rotating drum on which the condenser lens 
system. focuses light from the exciter lamp. 
Amounts of light proportional to the copy density 
are reflected back through the objective lens and 
aperture to the phototube. The varying light 
intensities are converted into varying electrical 
resistance. Change in the phototube resistance 
controls the amplitude of a 2400 Hz carrier signal 
in the bridge modulator, This modulated signal is 
amplified by a voltage amplifier (V-10and V-11), 
the proper Signal level is established by a GAIN 
control, and the signal is boosted further by a 
power amplifier (V-12) before reaching the out- 
put terminals. A separate meter amplifier 
drivesthe db meter which indicates the relative 
signal level, The fork oscillator supplies an 1800 
Hz tone which is amplified in the exciter lamp 
power supply and keeps the exciter lamp at con- 
stant brilliancy.. The 1800 Hztone is also ampli- 
fied and used to operate the synchronous motor, 
which drives the drum at a constant speed. 

The low voltage power supply, contained in 
Power Supply PP-86F/TXC-1, provides operat- 
ing voltages for the transmitting section from a 
115-volt, 60 Hz source. The voltage regulator is 
physically located in the receiver=-transmitter. 
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Figure 10-4.—Transmitting section functional block diagram. 

FACSIMILE RECEIVER amplified at the receiver and impressed upon 
the recording paper by the stylus to print out a 
The facsimile receiver amplifies the fac- corresponding elemental area of maximum den- 


simile signal and converts it back into cor- sity (black), When a white area is seen on the 
responding density variations on the recording transmitter drum, the signal passed by the 
sheet. This is done in direct recording by phototube is so low that no signal records in 
amplifying the received facsimile signal and the corresponding elemental area of the sheet 
applying it to a small stylus needle which is in at the facsimile receiver. 

contact with the recording paper on a drum In photographic recording the received fac- 
similar to that of the transmitter, The drum of simile signal is amplified and applied to a light 
the facsimile receiver rotates at the same speed source, Light from this source shines through 
as that of the facsimile transmitter so that the an aperture focused on the photographic paper 
two drums are always in the same relative or film. - If recording on photographic paper, 
position, When a black area of the copy to be when a black area of the copy to be transmitted 
transmitted is seen by the phototube, a maximum is seen by the phototube, a maximum amplitude 
amplitude signal is transmitted, which is signal is transmitted, amplified at the receiver 
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and applied to the crater lamp so that the 
photographic paper is exposed to maximum il- 
lumination. When a white area is seen on the 
transmitter drum, the signal passed by the 
phototube is so low that asmall signal is applied 
to the lamp and little light reaches the photo- 
graphic paper. If recording on photographic film, 
maximum signal is transmitted when a white 
area is seen on the transmitter drum, and a 
minimum signal is transmitted when a black 
area is seen on the transmitter drum. 
Functions of the various stages in the receiv- 
ing section are shown in figure 10-5. Thesignal 
from the line is attenuated by a GAIN control, 
then amplified by a voltage amplifier and a 
power amplifier. The db meter, driven by a 
meter amplifier, indicates the relative level of 
the signal being used for recording, The power 
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amplifier drives either the recorder lamp for 
photographic recording or the recording stylus 
for direct recording. Another connection from 
the power amplifier sends phasing pulses to the 
phase amplifier circuit which operates the phase 
actuator during the phasing process before each 
transmission, The fork oscillator serves a 
Single purpose on receiving. It generates an 
1800 Hz signal which is amplified to operate the 
synchronous motor at the same speed as the 
motor in the transmitting facsimile set. 


RADIO MODULATOR MD-168A/UX 


Radio Modulator MD-168A/UxX (fig. 10-6) is 
designed to convert amplitude modulated fac- 
simile signals from a facsimile transmitter 
(for example, 
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Figure 10-5.—Receiving section functional block diagram. 
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transmitter, to audiofrequency-shift facsimile 
signals of 1500 to 2300 Hz suitable for modulating 
a radiophone transmitter. 

A block diagram of the modulator is illus- 
trated in figure 10-7, Basically, the unit consists 
of a preamplifier; akeyer (detector); a variable- 
frequency, phase-shift oscillator; a frequency 
indicator; and a power supply (not shown). The 
amplifier increases the received facsimile sig- 
nal to the proper level for operating the phase- 
shift oscillator and a pair of earphones. The 
input signal to the modulator may be monitored 
by using the phone jack. The frequency limits of 
the output signal may be monitored by means of 
a dual-type, tuning-eye indicator. 

The input signal to the modulator has a 
frequency of 1800/2400 Hz and anamplitude that 
varies in accordance with the light and dark 
segments of the picture being scanned at the 
facsimile transmitter. 

The output signal from the modulator is an 
audio signal in which 1500 Hz represent the 
maximum signal input (in amplitude) and 2300 
Hz represent the minimum signal input (in 
amplitude) to the modulator from the facsimile 
transmitter. Amplitudes between maximum and 
minimum signals are changed to corresponding 
frequencies between 1500 and 2300 Hz. The output 
from the modulator is connected to the audio 
modulator section of a radio AM transmitter. 

The variable-frequency, phase-shift oscil- 
lator is caused .to change its frequency in ac- 
cordance with the variations in the magnitude 
of the d.c. output voltage from the detector by 
means of a reactance modulator stage. The phase 
shift network is so connected that changes inthe 
plate resistance of the reactance modulator 
(caused by the varying magnitude of the d.c. 
voltage applied to its grid) cause achange in the 
time constant of one branch of the oscillator 
phase shift network. This action introduces a 
change in phase shift through the network, which, 
in turn, changes the frequency of the oscillator, 

The operating controls and indicators are 
located on the front panel (fig. 10-6). The pilot 
lamp operates when the set is turned on. Both 
sides of the powerline are fused. 

The adjust 2300 control is a potentiometer 
used to adjust the output frequency of the unit to 
2300 Hz when the amplitude of the input fac- 
simile signal is at minimum. 

The adjust 1500 control is a potentiometer 
used to adjust the output frequency of the unit to 
1500 Hz when the amplitude of the input facsimile 
signal is at maximum, 


The 2300-1500 frequency indicator is used to 
indicate the proper frequency limits of the output 
audiofrequency-shift signal. The left half of the 
indicator closes when the output signal has a 
frequency of 2300 Hz, and the right half closes 
when the output signal has a frequency of 1500 
Hz. 

The gain of the amplifier is such that when 
the adjust 1500 control is set at the proper 
position, the audible level at the earphones 
will be comfortable. 

When the power ON-OFF switch is in the 
OFF position, power is removed from the 
entire unit. 

When operating the unit, throw the power 
switch on and allow a 5-minute warmup period. 

Turn the adjust 1500 control to the extreme 
clockwise position, When an incoming signal is 
being received, the 2300-1500 tuning eye indi- 
cator will flicker; monitoring with the head- 
phones will indicate when maximum and mini- 
mum levels are being received. 

When the input signal to the modulator is 
maximum, adjust the ‘‘adjust 1500’’ control 
until the 1500 side of the frequency indicator 
closes. 

When the input signal to the modulator is 
minimum, adjust the ‘‘adjust 2300”’ control until 
the 2300 side of the frequency indicator closes. 

Because the adjust 2300 and adjust 1500 
controls are interdependent, repeat the pre- 
ceding two adjustments. 


KEYER ADAPTER KY-44C/FX 


Keyer Adapter KY-44C/FX is designed to 
convert amplitude-modulated audiofrequency 
facsimile signals into d.c. keying signals for use 
with frequency-shift exciter units in radio trans- 
mitter equipment. It can also be used as an 
unfiltered detector of amplitude-modulated sig- 
nals, or as an audio line amplifier. All opera- 
tional controls, switches and meters are located 
on the front panel as shown in figure 10-8, 

Keyer Adapter KY-44C/FX is rated to re- 
ceive amplitude modulated facsimile signals at 
levels from -20 to+6 dbm. The carrier fre- 
quency may be from 1500 to 7000 Hz and the 
modulation rate may be from 0 to 800 Hz. 

The unit can amplify and detect the ampli- 
tude-modulated signal to give output levels up 
to 25 volts with minimum distortion. 

Meters are provided to monitor the input 
and output signals. Controls are available on 
the front panel for selecting the type of output 
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Figure 10-7.—Radio Modulator MD-168A/UX functional block diagram. 
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Figure 10-8.—Keyer Adapter KY-44C/FX front panel. 


signal and for adjusting the output level. Provi- 
sion is made on the terminal strip at the inside 
rear of the cabinet to permit grounding either 
side of input and output signal lines. 

The power source requirement is approxi- 
mately 40 watts at 115 volts a.c., 60 Hz. With a 
minor change, the unit may be connected to 
operate from a 230 volt a.c. source. 

The incoming amplitude-modulated facsimile 
signal, is fed through an RF filter to a multi- 
stage amplifier (fig. 10-9). An INPUT meter 
monitors the db level of the incoming signal. 
The FILTER switch is normally in the OUT 


position; however, it may be thrown to the IN. 


position to insert a band pass filter after the 
RF filter in case the incoming signal has ex- 
cessive hum or noise. The signal level applied 
to the first stage of the multistage amplifier 
is controlled by the OUTPUT control. After the 
signal is fed through three stages of voltage 
amplification, it is fed into a phase inverter to 
split the signal into two phases 180° apart for 
operating a push-pull power amplifier. Part of 
the output of the power amplifier provides de- 
generative feedback to the third stage for sta- 
bility and good frequency response. 

The output from the power amplifier is used 
according to the position of the OUTPUT SELEC- 
TOR switch. When the OUTPUT SELECTOR 
switch is in the AMPLIFIER position, the 
amplified facsimile signal is fed directly to the 
OUTPUT terminals. When the switch is in the 
DETECTOR position the facsimile signal is 
detected and fed, unfiltered, to the output ter- 
minals, In the KEYER position, the output from 
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the detector is fed through a low-pass filter in 
order that the envelope of the amplitude-modu- 
lated facsimile signal may be fed to the output 
terminals, 

For alignment purposes a test signal from 
an internal audio oscillator may be fed to the 
second stage. The TEST OSC control is used to 
turn on the audio oscillator and adjust for the 
desired output level. The frequency of the test 
oscillator is approximately 1800 Hz. 


FREQUENCY SHIFT CONVERTER 
CV-1066B/UX 


Frequency Shift Converter CV-1066B/UX 
converts AFTS signals to equivalent AM signals 
suitable for operating a facsimile recorder. 
Figure 10-10 shows the location of the converter 
controls and indicators and lists their function, 
After the controls have been set, operation of the 
converter is continuous. and automatic. 

The frequency shift converter changes a 
frequency shift signal between either 1500 to 
2300 Hz or 2300 to 3100 Hz to an equivalent 
amplitude modulated signal of the same fre- 
quencies. The amplitude of the radio receiver 
output varies as much as 40 db. At the output of 
the converter, however, the amplitude of the 
1500 Hz signal is fixed at approximately 0.4 volt 
a.c. The 2300 Hz signal is fixed at approximately 
0.1 volt a.c., and the amplitude of the 3100 Hz 
signal is fixed at approximately 0.025 volt a.c. 
Signals between the upper and lower frequency 
limits have corresponding and fixed levels below 
the 1500 Hz signal. 
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Figure 10-9.—Keyer Adapter KY-44C/FX functional block diagram. 
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70.85(162A)A 
Figure 10-10.—Frequency Shift Converter CV-1066B/UX controls and indicators, 
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The difference in levels between the maxi- 
mum signal (black) and minimum signal (white), 
commonly referred to as contrast, is usually 
stated in db. Thus, ifthe amplitudes at the output 
of the converter are 0.4 volts a.c. at 1500 Hz 
and 0.1 volt a.c. at 2300 Hz, then the voltage 
ratio of 0.25 (0.1 to 0.4) is equivalent to 12 db 


of contrast. db = 20 log me 


The functional sections of the frequency shift 
converter consist of an amplifier, limiter, fre- 
quency discriminator, frequency indicator and 
power supply as shown in figure 10-11. 

The amplifier (fig. 10-11) amplifies the in- 
coming signal to the level required to drive the 
limiter and the loudspeaker. The loudspeaker 
provides audible indication of the presence of 
incoming signals and the functioning of the 
amplifier. 

The limiter is placed between the input and 
output to provide a constant-amplitude reference 
for the facsimile signals. (Although the intelli- 
gence of the incoming signal is insensitive to 
amplitude variations, it does vary by a consid- 
erable degree.) If these variations were reflected 


1800 TO 2300HZ 
2300 19 3100 HZ 
SIGNAL 


AMPLIFIER 


150 VOLTS OC 
120 VOLTS OC 
75 VOLTS OC REG 
6.3 VOLTS AC 


LIMITER 


= 


in the output, which is sensitive to amplitude 
variations, noise would constantly appear in the 
output. 

The frequency discriminator provides the 
contrast between the incoming frequency limits. 
The frequency discriminator introduces a linear 
attenuation from approximately +12 db at 1500 
Hz to 0 db at 2300 Hzto-12 db at 3100 Hz. 

The frequency indicator features a tuning eye 
which peaks at 2300 Hz and 3100 Hz. For the 
2300 to 3100 Hz shift range, the tuning eye pro- 
vides visual indication of both frequency limits, 
but the 1500 to 2300 Hz shift range can only use 
the 2300 Hz portion of the tuning eye as a visual 
indication, 

The power supply provides operating voltages 
of 150 and 120 volts unregulated, and 75 volts 
regulated for the limiter section. In addition, the 
power supply furnishes filament voltages of 6.3- 
volts a.c. 


FACSIMILE RECORDER SET 
AN/UXH-2B 


Facsimile Recorder Set AN/UXH-2B (fig. 
10-12) is a continuous page facsimile recorder 
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Figure 10-11.—Frequency Shift Converter CV-1066B/UX functional block diagram. 
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Figure 10-12.—Facsimile Recorder Set AN/UXH-2B. 


designed to make direct recordings of weather 
maps, tactical graphic information, sketches, 
typewritten, printed or handwritten data, trans- 
mitted over land lines or radio, 

When receiving from a transmitter which 
sends the proper control signals, the recorder 
set will operate automatically. A control signal 
from the transmitter will start the recording and 
paper feed mechanisms, On receipt of phasing 
signals, the recorder unit will position the stylus 
needles so that the edge of the recorded copy is 
properly related to the edge of the paper. When 
copy signals are received, the stylus needles will 
print as the paper advances, the density of the 
recording being automatically adjusted to the 
desired level by the control circuits of the re- 
corder. When the stop signal is received, the 
stylus needles stop, and the paper ceases to 
advance. The copy is legible as soon as it is 
recorded. 

The equipment is operated manually whenthe 
transmitting station is not able to transmit the 
necessary control signals. In manual operation 
the equipment is phased, the recording started 


and stopped by means of controls on the front 
panel, 

In either automatic or manual operation, the 
operator may use a front panel DENSITY control 
to adjust the density of the printing, The oper- 
ating controls are accessible by lowering the 
door in the front center of the set. These con- 
trols and their functions are shown in figure 
10-13, 


MAJOR UNITS 


The AN/UXH-2B consists of three major 
units, These units are Electrical Control Ampli- 


fier AM-4218A/UXH-2A, Facsimile Recorder 


RO-293/UXH-2B, and Power Supply PP-1901A/ 


UXH-2 as shown in figure 10-14, 
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Electrical Control Amplifier 


The incoming signal to the recorder appears 
across an input transformer in the signal am- 
plifier. From the secondary the signal is fed 
through a GAIN control. If the GAIN control is 
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$301--IN THE OFF POSITION POWER IS REMOVED FROM ALL SECTIONS OF THE RECORDER EX- 
CEPT THE AUXILIARY POWER OUTLET; IN STANDBY POSITION POWER IS APPLIED TO B+, TUBE 
HEATERS, AND BIAS CIRCUITS; IN START POSITION B+ 1S REMOVED FROM THE PRINT AMPLIFIERS 
AND VOLTAGE IS APPLIED TO THE START MOTOR; IN SYNC POSITION POWER REMAINS APPLIED 
TO START MOTOR AND POWER IS APPLIED TO THE SYNC MOTOR; IN RUN POSITION POWER IS RE- 
MOVED FROM THE START MOTOR AND SYNC MOTOR LOCKS INTO SYNCHRONOUS SPEED. R303_- 
VARIES THE D.C. VOLTAGE ON THE SCREENS OF THE PRINT AMPLIFIERS TO CONTROL THE 
RECORDING DENSITY. $302—-SELECTS THE SPEED AT WHICH THE RECORDER OPERATES, 

MUST COINCIDE WITH THE SCAN RATE OF THE TRANSMITTER. M301—-INDICATES SIGNAL LEVEL 
AT THE PRINT AMPLIFIERS. $306-R301-~ADJUSTS THE INPUT SIGNAL LEVEL TO THE PRINT 
AMPLIFIERS WHEN USE OF THE ALC CIRCUIT IS IMPRACTICAL. R302=--CONTROLS THE VOLUME 
OF THE MONITORING SIGNAL FROM THE LOUDSPEAKER. $303~—~RELEASES PHASING MAGNET 
WHEN PHASING SIGNALS ARE BEING RECEIVED. $304--USED TO START OR STOP THE RECORDING. 
$305-~SELECTS EITHER MANUAL OR AUTOMATIC OP ERATION. 


70.91 
Figure 10-13.—Facsimile Recorder Set AN/UXH-2B operating controls. 
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Figure 10-14.—Facsimile Recorder Set AN/UXH-2B overall block diagram. 


in the AUTO position, the ALC circuit will 
control the bias on the signal amplifier stages 
so that the bias will follow the maximum ampli- 
tude (black) signal. If the MANUAL position is 
selected, a fixed bias voltage is applied to the 
amplifier stages, and the GAIN control is used 
to control the output signal from the signal 
amplifier. The speaker amplifier is connected 
directly to the secondary of the input trans- 
former and is independent of the other circuits. 
It is used to monitor the incomingsignal. 

The print amplifier consists of a driver 
stage anda class B push-pull stage. A contrast 
potentiometer is used to control the bias on the 
grids of the push-pull stage so that the tubes 
are cut off with no driving signal. The signal 
must be strong enough to overcome this fixed 
bias before any print power is obtained. This 
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gives a threshold limiting effect, which elimi- 
nates the signal transmitted by the background 
of the original copy. 

During automatic operation the SELECTOR 
switch is in the RUN position and the AUTO/ 
MAN switch is in the AUTO position. With no 
signals applied the machine is in the STANDBY 
mode. An incoming AM, 300 Hz start signal 
switches the machine into the PHASING mode. 
Phasing pulses consisting of the carrier at a 
black level, interrupted once per second by a 
change to the white level, are transmitted for 
15 seconds. These phasing pulses are amplified 
and fed to the phase actuator. After phasing is 
completed, the start-record signal (the carrier 
signal modulated with 60 Hz) causes power to be 
applied to the run motor, keeps the phase actu- 
ator energized, and applies plate voltage to the 
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push-pull stage of the print amplifier, At the end 
of the transmission, a stop signal (the carrier 
modulated with 450 Hz) is received and deener- 
gizes the run motor and removes the plate volt- 
age from the print amplifiers. 

For manual operation the AUTO/MAN switch 
is placed in the MAN position, and the SELEC- 
TOR switch is in the RUN position. The machine 
is now in the STANDBY mode, When a phasing 
signal appears on the line, the operator acti- 
vates the PHASE switch. The incoming phasing 
pulses are fed to the phase actuator. After three 
phasing pulses, the operator releases the PHASE 
switch, When the copy signals start, the operator 
momentarily moves switch S-304 to the START 
RECORD position. Power will be applied to the 
run motor, the phase actuator is kept energized, 
and plate voltage is applied to the print ampli- 
fier. 

When the transmission is ended, the operator 
momentarily moves switch S-304 to the STOP 
RECORD position. Power is removed from the 
run motor, and plate voltage is removed from 
the print amplifier. An end-of-paper switch stops 
the recording mechanism and activates the END 
OF PAPER indicator when the supply of paper 
becomes exhausted, The 3600 Hz output of the 
tuning fork oscillator is applied to a locked 
oscillator which can be locked at 1200 Hz, 900 
Hz, or 600 Hz depending upon the setting of the 
SCANS/MIN switch. The output of the locked 
oscillator is amplified and used to drive the 
sync motor. The speed of the sync motor is 
directly related to the input signal frequency, 
For example, for 90 scans/min, the input fre- 
quency to the motor is 900 Hz and the motor 
speed is 900 rpm. 

Two test circuits are used in the AN/UXH- 
2B Recorder. One circuit simulates the control 
tone signals that would be sent by an automatic 
transmitter. A second circuit supplies a test 
signal to the print amplifiers for use during 
stylus indexing adjustments. The transmitter 
control signals are simulated by the use of four 
Switches (located on the electrical unit chassis) 
marked STEADY, START, RECORD, and STOP, 
The carrier signal for the tests is the 3600 Hz 
output of the fork oscillator. 

The start-stop test oscillator is tuned to 
either 300 or 450 Hz depending upon the test 
switch used. The 60 Hz start-record signal is 
obtained directly from the filament supply. The 
3600 Hz carrier signal is not modulated when the 
STEADY button is pressed and is modulated by 
300 Hz, 450 Hz, or 60 Hz whenthe START, STOP, 
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or RECORD buttons are pushed. The output of 
this test circuit is applied to the signal ampli- 
fier. 

The CHOPPER test switch operates in con- 
junction with a relaxation oscillator to provide 
a test signal input to the print circuits. The 
input for the oscillator is obtainedfrom the sync 
drive circuits. The input signal synchronizes the 
relaxation oscillator at the selected motor drive 
signal (600, 900, 1200 Hz). The output from the 
relaxation oscillator consists of a series of 
spikes that are fed to the print amplifier. These 
spikes correspond to a black signal from the 
transmitter and, when recorded, produce a 
series of black vertical lines on the recording 
paper. 


Facsimile Recorder 


Recorder Facsimile RO-293/UXH-2B rec- 
ords by means of three stylus needles mounted 
on a rubber belt that is driven by two pulleys. 
As the pulleys rotate, the stylus needles (one at 
a time, at sync speed) move across the record- 
ing paper while the paper feeds from a roll ina 
direction perpendicular to the stylus movement, 
The two wheels in figure 10-15 serve as pulleys 
for the rubber stylus belt that conveys the stylus 
needles across the recording paper. The run 
wheel, which is geared to the run motor, drives 
the stylus belt assembly. Both the run and sync 
wheels have indentations which engage the teeth 
of the stylus belt, thus giving positive coupling 
between the run and sync wheels. In addition, an 
idler wheel, located between the sync and run 
wheels, maintains the stylus belt at the proper 
tension. 

The mechanical unit consists of four func- 
tional sections: the sync mechanism, run mech- 
anism, stylus belt assembly, and paper feed 
assembly. 

The sync mechanism acts as a governor to 
control the speed of the stylus needles. It is 
coupled to the stylus belt through a unidirec- 
tional drive assembly, which allows the sync 
motor to rotate even when the stylus belt is 
stationary. The sync motor is not self-starting 
but is brought up to speed by a start motor the 
rotor of which is keyed tothe sync shaft. 

The run mechanism drives the belt above the 
Synchronous speed, until it catches up with the 
unidirectional drive assembly in the sync mech- 
anism, The stylus needles are then maintained 
at sync speed by the sync motor. 
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Figure 10-15.~—Synchronous drive and run system. 


The stylus belt assembly consists of a rubber proper relationship between the rate of paper 


belt on which are mounted three electromagnetic feed and the stylus speed. 
print heads. The print head mounted on the mov- 

ing stylus belt, rides on two trolley rails placed 

in front of the paper. These rails guide the print Power Supply 

head to provide the proper line structure, space 


the print head in relation to the paper feed The power supply circuit consists of Power 
roller, and also act as conductors to supply Supply PP-1901A/UXH-2 and the RB+and bias 
power to the print head through inside contact voltage regulators contained in the electronic 
wipers. The stylus needle, which is held in place control amplifier unit. The power input voltage 
in the print head by a retaining spring, consists is 115 or 230 volts, 60 Hz, single phase. B +volt- 
of an iron plunger with a free-rolling carbide- age consists of unregulated 400 volts d.c. The 
tungsten ball mounted on its forward face. The bias supply circuits furnish -105 volts to the 
stylus is free-floating and strikes the surface of bias voltage regulator. The voltage regulator 
the pressure sensitive recording paper, backed circuit in the electronic control amplifier unit 
up by a steel feed roller, when the magnet is provides regulated B+ voltage (RB+) of 225 volts 
energized. d.c,. and the four regulated bias voltages needed 

The paper feed assemblies hold the rolls of for the operation of the equipment. if the bias 
recording paper and feed the paper past the voltage supply should fail, the regulator circuit 
stylus needles, A gear train couples the paper will reduce RB+ to a low value for the protec- 


feed assembly to the run motor to maintain the tion of the print and sync amplifier circuits, 
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CHAPTER 11 


MAINTENANCE OF COMMUNICATION SYSTEMS, 
PARTI 


Maintenance of communication systems con- 
sists of performing the periodic tests, in- 
Spections, and other preventive maintenance 
procedures (as prescribed by the Planned Main- 
tenance Subsystem) and the troubleshooting and 
repair of equipment. This chapter presents in- 
formation relating to inspecting, cleaning, and 
lubricating communication equipment, and the 
maintenance of communication antennas. Also 
discussed are communication receiver sensi- 
tivity and bandwidth measurements, and teletype 
signal distortion measurements. 

The next chapter, MAINTENANCE OF COM- 
MUNICATION SYSTEMS, PART II, discusses 
troubleshooting communication systems. 


INSPECTING, CLEANING, AND 
LUBRICATING 


A regular schedule of inspection, cleaning, 
and lubricating must be carried out on a con- 
tinuing basis to ensure trouble-free operation 
of communication and other types of electronic 
equipment. When making inspections, check for 
cleanliness of equipment and all areas around, 
behind, and under cabinets and consoles. Dust, 
dirt, and other foreign matter should not be 
tolerated. 

Dirt and other foreign matter, if allowed to 
collect on heat dissipating parts, act as thermal 
insulation, which prevents internally created 
heat from dissipating into the air. When this 
happens, the electronic parts affected operate 
at abnormally high temperatures. This condi- 
tion shortens the life of the parts and causes 
a breakdown of the equipment itself. Periodic 
cleaning of the interior of radio transmitters 
and other equipment using high voltage is parti- 
cularly important. Potentials in excess of 3000 
volts are often present in these equipments, and 
dust on insulators or other high voltage parts 
forms a convenient path for arc-overs. In addi- 
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tion, a mixture of dust and lubricant forms an 
abrasive which can do considerable damage to 
moving parts. 

Periodic lubrication is required for most 
moving mechanical parts of electronic equip- 
ment. Failure to lubricate or improper lubri- 
cation (such as using the wrong type of lubricant 
or overlubricating) shortens the life of the mov- 
ing parts or parts concerned and may cause 
damage to other parts or circuits. Lubrication 
must be performed.as specified by the Mainte- 
nance Requirement Card (MRC) for the specific 
equipment concerned or by the equipment techni- 
cal manual. An MRC for a communications an- 
tenna coupler group is shown in figures 11-1A 
and 11-1B., 


PRECAUTIONS 


Care must be exercised when cleaning elec- 
tronics equipment to avoid damage to the equip- 
ment parts and injury to personnel. Steel wool 
or emery cloth must not be used for cleaning. 
When using a vacuum cleaner, use one with a 
nonmetallic nozzle. Use solvents for cleaning 
only when absolutely necessary. When using 
solvents (such as trichloroethane), the following 
precautions must be observed: 


1, Use only in well ventilated spaces. A 
portable blower, wind chute, or wind scoop may 
be used to blow fresh air into the space. 

2. Do not work alone when using solvents. 

3. Do notuse solvents around any open flame. 
Although the solvent may be nonflammable, a 
poisonous phosgene gas may be formed. 

4. Do not apply solvents to hot equipment or 
parts as this increases the toxic effects of the 
solvent. , 

5. Do not breathe the vapor of any cleaning 
solvent for a prolonged period of time. A five 
minute break in an area free of the solvent fumes 


CLE 


MR. NUMBER 


C-344 = Awl 


SvsTem COMPONENT 

OA-4794 ,4794A/ 
SRA-34(V) 

Antenna Coupler Group 


Communication 
and Control 


SUB-SvSTEM REL ATEO MR. 


M-1 


Radio Communication 


& RK. DESCRIPTION 


1. Clean, inspect, and lubricate antenna TOTAL MM 
coupler group. 1.0 
ELAPSED TIME: 
SAFETY PRECAUTIONS 1.0 


1. Observe standard safety precautions. 
2. Short across all capacitors to electrical ground, using a 
shorting probe. 


TOOLS, PARTS, MATERIALS, TEST EQUIPMENT 
1, Vacuum cleaner with non-metallic 7. No. 2 Phillips screw- 


nozzle driver 
2. 1" Soft-bristle brush 8. 6" Normal duty screw- 
3. Warning tag driver 
4. Shorting probe 9. Grease brush 
5. Clean, lint-free rag 
6. Grease, MIL-G-7421 
PROCEOURE 


1. Clean, Inspect, and Lubricate Antenna Coupler Group. 
a. Set electrical equipment cabinet POWER switch at 


OFF. 

b. Turn OFF and tag main power distribution switch. 

c. Loosen captive screws on lower front panel and open 
panel. 

d. Short across all capacitors to electrical ground, 
using a shorting probe. 

e. Wipe accessible surfaces with a clean rag. 

f£. Use brush to remove dust and dirt from areas not 
easily accessible. 

g. Remove remaining dust and dirt with a vacuum 
cleaner. 

h. Inspect interior of aquipment. Look for bulged or 
leaking capacitors, discolored, or scorched resis- 
tors, cracked or frayed insulation, and loose con- 
nections. 

i. Close lower front panel and tighten captive screws. 


(Cont'd on Page 2) 
pon DATE | | 


1 February 1969 


MAINTENANCE REQUIREMENTS CARD 
OPNAV FORM 4790-1 (FEV. 7 €5) 


98.176 
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Figure 11-1A.—MRC for antenna coupler 
group (front). 


Procedure (Cont'd) 


j- Remove coupler A2 from cabinet. 
(1) Loosen captive screva; push latch levers upward and 
slide chassis out to lock position. 
(2) Turn captive fasteners fully counterclockwise. 
(3) Pull chassis out and lift from cabinet slides. 
(4) Remove top dust cover. 
(5) Remove subassembly dust covers. 
Repeat steps l.d. through h. 
Reinstall dust covers. 
Apply a thin film of grease on cabinet slide rails with 
brush. 
Reinstall coupler in cabinet; tighten captive screws. 
Repeat steps 1.j. through n. for couplers A3, A4, and 
Return equipment to normal condition. 
Perform MR M1. 


98.176 


Figure 11-1B.—MRC for antenna coupler 
group (back). 
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is recommended every fifteen minutes. One hour 
per day is considered maximum exposure for one 
man. 

6. Wear rubber gloves to avoid coming into 
direct contact with the solvent. 

7. Do not spray solvents on electrical wind- 
ings or insulation. (Ultrasonic cleaning with 
solvents and detergent solutions is described in 
the EIMB General Maintenance Handbook, NAV- 
SHIPS 0967-000-0160.) 


CLEANING AIR FILTERS 


Cleaning air filters is exceedingly important 
for the proper operation of electronic equipment. 
Air filters are sometimes neglected or disre- 
garded until excessive heating causes a break- 
down of the equipment. 

Forced air cooling is used in most modern 
transmitters and receivers. This type of cooling 
system moves a large volume of air over the 
hot portions of the equipment. The air is filtered 
to keep dust and other foreign particles out of 
the equipment. If the filters are efficient, they 
remove most of this foreign material from the 
air that passes through them. Dust and dirt tend 
to clog the filter and prevent the air from mov- 
ing through. The result is that the equipment be- 
comes overheated and may be ruined. 

Some air filters are designed to be installed 
with a film of oil on the filter element. Filters 
of this type provide effective filtration with a 
minimum reduction of air flow. When this type 
of filter is used without an oil coating, the filter 
effectiveness is greatly reduced. The major dis- 
advantage of the oiled filter is in cleaning. They 
may be cleaned by washing the filter element in 
a standard shipboarddishwashing machine. Many 
ships have aspecial room designated as the filter 
cleaning room. This room is used by all divi- 
sions for cleaning filters according to a weekly 
schedule. 


RECEIVER SENSITIVITY MEASUREMENTS 


Communications receivers are composed of 
a series of selective RF and AF circuits, each 
stage of which is designed to amplify the output 
of the preceding stage. The lowered efficiency 
of any one tube or transistor, or achange in any 
one circuit parameter, usually results in lowered 
overall efficiency ofthe receiver. The one meas- 
urement that provides maximum information 
about receiver condition in field operation is the 
sensitivity measurement. 


SIGNAL OUMMY 
GENERATOR ANTENNA 
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The sensitivity of a radio receiver is an in- 
dication of its ability to give a satisfactory out- 
put with a weak signal input. Although there may 
be some variation in the exact wording of the 
definition, sensitivity is the value of input car- 
rier voltage (in microvolts) that must be applied 
from the signal generator to the receiver input 
to develop a specified output power ata specified 
signal-to-noise (signal-plus-noise to noise) 
ratio. The settings of the various controls are 
specified as well as the modulation frequency 
and percentage of modulation. 

In many Navy receivers, sensitivity is the 
magnitude of signal voltage (in microvolts) that 
must be fed to the receiver antenna terminals 
in order to produce a signal-to-noise ratio of 
10 db at 6 mw across a 600-ohm noninductive 
resistance substituted for the headphones or 
other device at the receiver output terminals. 

This measurement ordinarily requires that 
the signal generator be connected to the antenna 
terminals of the receiver through an impedance, 
which approximates that of the antenna with which 
the receiver is to be used. This impedance is 
known as a DUMMY antenna. The dummy antenna 
(fig. 11-2) ensures that the signal current in the 
input circuit of the receiver is the same as would 
appear with the calibrated signal voltage induced 
in an ideal receiving antenna. It also ensures 
that the input circuit of the receiver is ‘‘loaded’’ 
the same as it would be by an ideal antenna. 

A dummy antenna that may be used with high- 
impedance input receivers is shown in figure 
11-3. In the case of low-impedance, a signal gen- 
erator with a 50-ohm output may be directly con- 
nected without the use of an external dummy an- 
tenna. Other generator impedances may require 
special dummy-antenna networks to load the 
generator and the receiver properly. 

A typical sensitivity measuring procedure 
for A-3 reception is as follows:a 400 Hz carrier 
modulated 30 percent is applied to the dummy 
antenna. The RF gain control is set atmaximum 


RECEIVER 


162.204 
Figure 11-2.—Equipment arrangement for 
measuring radio receiver sensitivity. 
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Figure 11-3.—Dummy antenna circuit. 


with AGC on and the BFO off. Both the input 
signal level and the AF gain control are progres- 
sively adjusted until the receiver output noise 
level is 0.6 milliwatt (0.6 volt across 600 ohms) 
with the signal generator modulation OFF, and 
the signal plus noise output is 6 milliwatts (1.9 
volts across 600 ohms) with the signal generator 
modulation ON. This produces a signal-plus- 
noise to noise ratio of + 10 db. The receiver sen- 
sitivity, in terms of input voltage, is then read 
from the signal generator voltage calibration. 

High-impedance headphones may be used in 
shunt with the load for monitoring the output. 
Low-impedance headphones would load the out- 
put appreciably. The output voltage is measured 
with a high-impedance audio voltmeter capable 
of accurate indication from 0 to 10 volts, Al- 
though some receivers are equipped with audio 
output meters, their meters may not indicate 
the required standard noise levels with sufficient 
accuracy. 

Detailed instructions for making sensitivity 
measurements are included on the MRC and in 
the equipment technical manual. An MRC for 
measuring the receiver sensitivity of Radio Set 
AN/URC-9 is shown in figures 11-4A and11-4B. 


SELECTIVITY AND BANDWIDTH 
MEASUREMENTS 


Selectivity is the property which enables a 
receiver to discriminate against transmission 
other than the one to which it is tuned. It is 
usually expressed in the form of a curve obtained 
from a plot of the strength of a standard modu- 
lated-carrier signal that is required to produce 
a constant (standard) output, versus off-reso- 
nance frequency. Figure 11-5 shows a typical 
AM receiver selectivity curve with the carrier 
Signal strength at resonance used as a reference. 
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The bandwidth of a receiver is usually used 
to define that portion of the selectivity curve that 
represents the frequency range over which the 
amplification is relatively constant. For most 
receivers, the bandwidth represents the usable 
portion of the curve, and has.a direct relation 
to the fidelity of the modulated intelligence. 
Practically, the bandwidth is measured at the 
half-power (3-db-down) points, or, for certain 
applications, at the 6-db-down points. The band- 
width is represented by the frequency range be- 
tween the two points on a response curve 
expressed as relative response in db versus fre- 
quency, as shown in figure 11-6. However, the 
bandwidth at the 3- db (or often the 6-db) points, 
when compared with the: bandwidth at the 60-db- 
down points, gives a good indication of the selec- 
tivity of the receiver. In most receivers, the 
overall bandwidth is determined by theIF ampli- 
fiers; therefore, bandwidth is sometimes con- 
sidered as, fundamentally, an IF characteristic 
measurement, 

When making bandwidth measurements, the 
receiver AVC should be disabled (grounded), 
connected to a source of fixed bias, or turned 
off, and the volume control set to maximum. The 
signal generator is set at the receiver frequency, 
and, if applicable, modulated 30 percent at 400 
Hz. The output of the generator is set to a value 
which will place the receiver well below the point 
of overload (no limiting action), andthe receiver 
RF gain is adjusted for a convenient reference 
receiver-output voltage. The signal generator 
output is then increased by 3-db (1.4 times the 
voltage of the original setting) for measurement 
at 3-db-down points, or 6 db(2times the voltage 
of the original setting) at the 6-db-down points. 
The generator frequency is then varied to one 
side of resonance until the receiver output gain 
indicates the reference level; the procedure is 
then repeated on the other side of resonance. 
The bandwidth is the total frequency displace- 
ment between the 3-db points ( or 6-db-down 
points), whichever is applicable. 

The MRC for measuring the receiver band- 
width for Radio Set AN/SRC-20 is shown in 
figures 11-7A and 11-7B. 


ANTENNA MAINTENANCE 


The worst enemies of shipboard antenna in- 
stallations are salt spray and stack exhausts, 
which cause corrosion that eats into the antennas, 
mounting brackets, and associated hardware. 
They also cover the installations with salt and 


SYSTEM COMPONENT MR NUMBER F 
Procedure (Cont'd) 


Communications AN/URC-9 C-362 Mel 
and Data Radio Set Set signal generator controls for: 
; ety (1) Frequency of 225.0 MHz.. 
SUG SYSTEM RELATEO MR RATES MH (2) Modulation of 1000 Hz at 30 percent 
Comnunications | None RM2 0.8 (3) Output level of 6 microvolts 
Transceivers Adjust receiver VOLUME control for -8 db indication on 
voltmeter. 
oR DESCRIPTION Adjust signal generator frequency control for a peak 
indication on voltmeter. 
1. Measure receiver sensitivity. forat ie Adjust. receiver. VOLUME control for +2 db indication on 
ELAPSED TIME voltmeter. 
0.8 Turn signal generator modulation to OFF. Meter indi- 
SAFETY PRECAUTIONS | cation should decrease 10 db or more. 
Repeat steps l.a. through 1l.f. for frequencies 312.0 and 
1. Observe standard safety precautions. 399.9 MHz. 


Dieconnect teet equipment. 
Recomnect entenna cable to ANT jack. 


GLZ 


TOOLS, PARTS. MATERIALS, TEST EQUIPMENT ; Return equipwent to desired condition. 
1. Signal Generator, AN/URM-26B or equivalent 


2. Electronic Voltmeter, AN/USM-143 or equivalent 
3. Headset plug adapter, FSN 9N-5935-283-1235. 
4. 620-ohm l-watt Resistor, FSN 9N-5905-279-2629 


PROCEDURE 


Prehiminary 
a. Turn ON test equipment; allow a 15-minute warmup. 
b. Set radio set switches and controls: 
(1) POWER to POWER 
(2) CHAN SEL to MANUAL 
(3) MODE to NOR 
(4) SQUELCH to OFF 
(5) VOLUME fully counterclockwise 
(6) METER to S METER 
c. Disconnect antenna cable from ANT jack. 
d. Insert headset plug adapter in HEADSET jack. 
e, Set signal generator OUTPUT level control to zero. 
f£. Use test cables to connect signal generator output, 
through 6db attenuator, to ANT jack. 
g. Connect resistor across voltmeter leads and insert 
leads in headset plug adapter. 
h. Set electronic voltmeter RANGE switch to l. 


z 40 a 29Vd 


1. Measure Receiver Sensitivity. 
a. Set radio set MANUAL FREQUENCY switches to 225.0 


Mhz. 
cen “Sanuary 1970 |= 
—— SE a Stereo 
98.176 98.176 
Figure 11-4A. —MRC for receiver sensitivity Figure 11-4B.—MRC for receiver sensitivity 
check (front). check (back). 
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162.196 
Figure 11-5.—Selectivity curve. 


soot deposits, which, if allowed to accumulate, 
may short the antennas to ground by providinga 
path for current flow across the insulators. 

Careless painting is another cause of trouble 
in antenna systems. Paint with a metallic base 
is a good conductor of electricity, andif used on 
an insulator, it will short the antenna in the 
Same manner as Salt and soot deposits. 

Antenna maintenance consists mainly of 
visual inspections for physical damage, cleaning 
insulators, making resistance tests for leakage 
resistance or insulation breakdown, and check- 
ing RF connections, 


INSPECTIONS 


Wire antennas should be lowered at frequent 
intervals and inspected for signs of deteriora- 
tion, particularly at clamps, and where they con- 
nect to transmission lines. Avoid nicking or 
kinking the wire while inspecting as the wire 
will be weakened at these points. 

It is a good policy to wire-brush antennas 
while they are down, as this removes soot and 
salt deposits as well as revealing any signs of 
weak or broken strands. (Insulated-type re- 
ceiving antennas should be wiped rather than 
wire-brushed). 

Whip-type antennas are usually hollow and 
have a tendency to collect moisture inside. A 
small hole is drilled near the base of metal 
antennas to permit moisture to drain out. Whip 
antennas uSually can be inspected without being 
lowered. Look for corrosion spots and blisters, 
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loose mounting bolts, and loose or frayed 
connections. As with wire antennas, check all 
insulators for chips, cracks, and cleanliness. 

Any insulators on dipole antennas should be 
carefully cleaned of any paint, salt, or soot 
deposits. Care should be taken not to damage 
the glazed surfaces of the insulators. The me- 
chanical condition of dipole antennas should be 
checked for loose mountings and rust spots. 

Maintenance of VHF and UHF antennas is 
complicated by their inaccessibility. It is often 
necessary to climb masts or stacks to inspect 
them properly for damage. For this reason, they 
sometimes are neglected until a major casualty 
occurs. These antennas are as susceptible to 
rust, loose mountings, and broken connections 
as are other antennas, and must be inspected 
regularly. Many of the problems experienced in 
UHF communications can be traced to faulty 
antennas, 


CLEANING INSULATORS 


Antenna insulators have a glazed surface to 
which foreign material does not adhere readily, 
and which tends to wash clean during rain storms. 
Although helpful, you cannot depend upon an occa- 
sional rain to keep insulators free of salt spray, 
soot, and dirt. For this reason, insulators must 
be cleaned periodically. The time between 
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162,197 
Figure 11-6.—Receiver response curve. 
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SvErEM COMPONENT 


| 
Communicatioa AN/SRC-20 

R C-193 Sel 
and Control Radio Set 
ee SYSTEM pea MR RATES MH 
Radio Communication None RM2 0.6 
M # DESCRIPTION 

TOTAL M/H 


1. Measure IF bandwidth. 


ELAPSEO TIME 


e 


SAFETY PRECAUTIONS 


1. Observe standard safety precautions. 


TOOLS, PARTS. MATERIALS. TEST EQUIPMENT 

1. Warning tag 

2. 6" Normal duty serewériver 

3. Signal Generator AN/URM-25D, or equivalent 

4, Electronic Counter AN/USM-207, or equivalent 

5. Electronic Multimeter AN/USM-1L6C, or equivalent 


PROCESURE 
1. Measure IF Pandwidth. 
&. Turn Cir and tay main power switch, 
b. Dis ect antenna cable from ANT jack; loosen four 
retaining screws on receiver-transmitter unit, 
c. Tuxyn extractor knob counterclockwise to limit of 
travel, 
d, Turn extractor knob clockwise three revolutions, 
stopping wits slot horizontal. 
e. Disergage extractor by pushing extractor knob down, 


CAUT1ON: Support chassis while withdrawing it to prevent 
it from striking deck. 


f. Withdraw receiver-trarsmitter chassis from cabinet 
ard place ic on its left side, 

g. Connect receiver-trénsuitter maintenance cable, 
CX-7260/U, between receptacle inside of cabinet and 
receptacle on back of receiver~transmitter. 

h. Turn ON signal generator and electronic multimeter; 

| allow a 15-minute warmup, 


(Cont'd cn Page 2) 
Loca TION DATE ; 
t are 1 Sept 1968 


OP WAV 4700-1 (Ch REV. 7/6 


MAMICNANCE REQUIPEMENTS CARD 


98.176 


Figure 11-7A.—MRC for measuring IF bandwidth 


(front). 


Procedure (Cont'd) 


i. Adjuat signal generator frequency to 3.5 MHz, CW mode, 
with zero output. 
Connect signal generator RF output to the orange. teat 
point (J-303) on right side of receiver-transmitter. 
Adjust electronic multimeter to measure -DC volts and 
connect it between yellow test point (J-504) on bottom 
side of receiver-transmitter and ground. 
Remove tag and turn ON main power switch. 
Turn ON radio set and set it to any frequency with 
TENTHS control at .5. 
Set SQUELCH control at OFF. 
Connect a test cable between signal generator open cir-~ 
cuit jack and electronic counter signal input jack. 
Set signal generator carrier range switch to X 200K. 
Adjust signal generator frequency and output level until 
electronic counter indicates 3.5 MHz. Set signal genera: 
tor carrier range awitch to X MULT. 
Adjust signal generator output for a -0.5 volt indica- 
tion on electronic multimeter. 
Note signal generator RF output. 
Adjust signal generator RF output level to twice the 
amount indicated in step l.a. 
Increase signal generator frequency until electronic 
multimeter again indicates -0.5 volta. 
Set signal generator carrier range switch to X 200K. 
Note electronic counter frequency, 
Set signal generator carrier range switch to X MULT. 
Decrease signal generator frequency below 3.5 MHz 
until electronic multimeter again indicates -0.5 
volta. 
Set aignal generator carrier range switch to X 200K. 
Note electronic counter frequency, 
Verify that difference between frequencies noted in 
step l.w. and aa. is at least 80 kHz. 
Return equipment to normal condition, 


MAINTENANCE REQUIREMENTS CARD 


98.176 
Figure 11-7B.—MRC for measuring IF bandwidth 
(back). 
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cleaning insulators is dependent upon the type of 
ship, the type of operations, and the area of 
operation. 

To clean insulators use a sharp knife anda 
small amount of paint thinner to remove any 
paint that may be on the insulators. Use the 
sharp knife carefully to avoid nicking the insu- 
lator. NEVER USE STEEL WOOL, SAND PAPER 
OR OTHER ABRASIVES, Wash them with soap 
and water, and follow this with several rinsings 
with clean fresh water. The insulators then 
should be polished with a dry, soft cloth to re- 
store their glaze. 


RESISTANCE TESTS 


The most common fault in an antenna system 
is low resistance to ground. Moisture in coaxial 
lines, dirty insulators, and breakdown of insula- 
tion all cause varying degrees of shunting re- 
sistance. These faults must be guarded against if 
maximum efficiency is to be maintained. 

The megger is the test equipment commonly 
used for testing an antenna system. As dis- 
cussed in Basic Electricity, NAVPERS 10086-B, 
the megger is a hand-driven d.c. generator and 
a megohmmeter combined. The megohmmeter 
measures the value of resistance through which 
the generated current flows. The output of the 
megger is approximately 500 volts. This voltage 
is sufficient to break down and reveal weak spots 
in the insulation if any exist. 

Before testing an antenna, the antenna should 
be inspected for intentional d.c. shorts such as 
those in receiver protective devices. These pro- 
tective devices, found in most general-purpose 
receiving antennas, usually consist of a fixed 
resistor of about 1/2 megohm connected from 
line to ground. This resistor protects the re- 
ceiver by draining off any accumulated static 
charges on the antenna. To prevent a constant 
and misleading resistance reading from being 
obtained, the resistor must be disconnected 
before testing the antenna and transmission line. 

After protective devices are disconnected 
from the antenna, proceed as follows: 


1. Connect the ground lead of the megger to 
the hull of the ship. 

2. Disconnect the transmission line at the 
equipment, and connect the high side (line con- 
nection) of the megger to the inner conductor of 
the transmission line, 

3. Crank the handle of the megger until a 
steady reading is indicated onthe megohmmeter. 
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For insulation resistance, the following val 
ues are suggested: 


1. A resistance of 200 dieconine or more to 
ground indicates an antenna in good condition. 

2. A resistance of 5 to 100°megohms to 
ground indicates the need for cleaning the insu- 
lators. 

3. A resistance of less than 5 megohms. to 
ground indicates an excessive. leak in the sys- 
tem. Immediate steps must be taken to locate 
the leak and restore the antenna system to its 
original condition. 


The preceding values do not apply to VHF 
and UHF antenna systems that normally are 
short circuits to d.c. voltages. 

Junction boxes usually hold a resistor that 
is used to drain off static electricity from an- 
tennas. The junction boxes should be opened and 
inspected at least every six months. The re- 
sistor should be measured and inspected to 
ascertain if it is in good condition. The connec- 
tions within the box shouldbe critically inspected 
to make sure they are all in good shape and 
well protected, The gasket on the box should be 
inspected and replaced if necessary, then the box 
well sealed and all bolts or screws installedand 
tightened down to prevent water or salt spray 
from entering the junction box. 

While the junction box is open and the static 
drain resistor is out of the circuit, the coaxial 
line from the antenna patch should be checked for 
grounds and continuity from the radio central 
end of the cable. A reading in the high megohm 
range will show if the antenna and the center 
conductor of the coaxial cable are free from 
ground, but does not prove that junction boxes, 
connectors, and cables have continuity through 
them. Next, ground the antenna near its base and 
check with an ohmmeter for continuity to 
ground from the center conductor of that par- 
ticular antenna outlet on the receiver antenna 
patch panel in radio central, or wherever the 
antenna appears inside the ship. The reading 
should not be more than 1 or 2 ohms, Then 
remove the short, and again megger for short 
to ground, ff a high reading is not obtained, it is 
possible that the coaxial cable will have to be 
replaced. 

When antennas are being meggered, remem- 
ber that dry salt is an insulator, and the salt 
deposit will not become conductive until it be- 
comes damp. For this reason, the antenna should 
be meggered early in the morning while the 
morning dew is still present. 
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Theoretically, any antenna transmission line 
System should read infinity on the megger, but 
this is not always possible to obtain. Abrupt 
changes in the weather, high humidity, or other 
natural causes often result in low readings, It is 
Safe to say that any antenna reading under 100 
megohms to ground for several successive daily 
readings should be investigated. In many cases, 
insulation resistance may be raised by cleaning 
the insulators or couplings. The coaxial cable 
and other cables and fittings used to connect the 
equipment together should also be tested. 


RF CONNECTIONS . 


Checking the antenna with a megger will 
show up dirty insulators and moisture problems 
but will give no indication of bad RF connec- 
tions. As soon as a gap forms between any me- 
chanical connection, oxidation forms a high 
resistance RF connection. In many cases, this 
connection is bad enough to be measured with an 
ohmmeter as a d.c. resistance. This oxidation 
is further worsened by stack gases and water. 

If the bottom (lower) section of a whip an- 
tenna fitting in the socket above the insulator is 
at all loose in the socket, it is especially sus- 
ceptible to the collection of water and stack 
residue. The large nut that tightens this con- 
nection (as well as those that tighten other RF 
connections) must be kept tight. Generally it is 
not possible to check the RF connections of any 
but the first section of a whip antenna without 
removing the whip, Shaking the whip vigorously 
will usually reveal any loose sections. If any 
loose sections are noted, the whip must be re- 
moved, disassembled, and cleaned, It is rec- 
ommended that this be done at least every six 
months, All grounding straps should be checked 
at this time and repaired or replaced as neces- 
sary. In addition, the antenna should be treated 
for corrosion prevention as described in EIB 
785 of 24 August 1970, 


TELETYPE SIGNAL DISTORTION 


Any deviation of a signal parameter (suchas 
time, amplitude, or waveshape) from that of the 
ideal signal is called distortion. Distortion in 
teletype signals is due to various causes and is 
controlled, by design and proper maintenance. 
The overall or total resultant distortion of sig- 
nals for a given telegraph circuit is the combined 
effect of two principal types of distortion. These 
types are systematic and fortuitous. 
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Assume that a given character is sent con- 
tinuously over a telegraph circuit, and that each 
repetition of the character is considered perfect 
as sent. Measurements of the distortion of each 
of the unit marks (elements) in a large number 
of successive repetitions of the character at the 
receiving end will generally indicate that the dis- 
tortion differs from element to element in a 
given repetition of the character, andfrom char- 
acter to character for a particular element in 
the character. The average of a large number of 
distortions for a particular element is desig- 
nated as systematic distortion. The individual 
departure of the distortion from the average of 
a given measured distortion is designated as 
fortuitous distortion. The total distortion of each 
signal element is the algebraic sum of the sys- 
tematic and fortuitous distortions, and is the 
amount of deviation between the sent and re- 
ceived signals. 

Systematic distortion may be subdivided into 
bias, end, characteristic, cyclic, and peak dis- 
tortion, as shown in figure 11-8. 


BIAS DISTORTION 


Bias distortion is the uniform lengthening or 
shortening of the mark or space elements, one at 
the expense of the other (fig. 11-9, parts A, B, 
and C), The lengthening of the marking elements 
is called marking bias distortion, and the length- 
ening of the spacing elements is called spacing 
bias distortion. The degree of bias distortion 
is expressed as a percentage of the unit interval. 
In start-stop operation, bias appears as the 
displacement of the space-to-mark transitions 
with respect to the initial mark-to-space tran- 
sition of the start element. These transitions 
are advanced (early) if the bias is marking, and 
delayed (late) if bias is spacing. 

The nature of bias distortion is such that 
interchanging the functions of the two current 
values will change the sign of the systematic 
distortion, but not its magnitude. In a polar 
telegraph system, in which marks and spaces 
are sent by means of currents equal in magni- 
tude but opposite in sign, systematic distortion 
may be caused by unequal voltages at the trans- 
mitting end. If the positive voltage is greater 
than the negative voltage, the circuit causes the 
marks to be lengthened when positive current is 
used for transmitting marks. Conversely, rear- 
ranging the system so that negative current is 
used for transmitting marks will cause the marks 
to be shortened proportionately. In systematic 
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Figure 11-8.—Teletype signal distortion. 


distortion, interchanging the functions of the two 
current values used changes the sign of the 
systematic distortion, but not its magnitude. 
The distortion is called bias because a lack of 
symmetry in the circuit is indicated, 

Some of the more common causes of bias 
distortion are improperly adjusted relays, earth 
potential differences, leakage currents, unbal- 
ance of artificial line on repeaters, and unequal 
battery tap resistance or potentials. 


END DISTORTION 


In start-stop operation, end distortion is the 
shifting of the end of all marking pulses from 
their proper positions in relation to the begin- 
ning of the start pulse (fig. 11-9, parts D and E). 

If the mark-to-space transitions are delayed, 
the effect is to lengthen the marking pulses and 
shorten all spacing pulses, This type of distortion 
is called marking-end distortion. If the mark-to- 
space transitions are advanced, the effect is to 
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shorten the marking pulses and lengthen all 
Spacing pulses. This is called spacing-end dis- 
tortion, It is an artificial sort of distortion, 
usually deliberately produced for maintenance 
purposes by a test signal generator. 


CHARACTERISTIC DISTORTION 


Characteristic distortion is the displacement 
of signal transitions resulting from the per- 
sistence of transients caused by preceding 
transitions. 

This characteristic distortion results from 
various causes, which are usually different from 
those associated with bias distortion, Consider 
a telegraph system in which the sending battery 
potentials are equal and opposite in sign, and 
the marks andspaces are formed by correspond- 
ing currents, equal but opposite in sign. Also, 
owing to the characteristics of the givensystem, 
the current is slow in building up to the normal 
mark or space value. If the current does not have 
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Figure 11-9,—Bias and end distortion, 


time to reach its final value on the short-signal 
elements, the first mark following a long space 
may be shortened. 

In this case, interchanging the functions of 
the positive and negative currents will not alter 
the sign or the magnitude of the resulting dis- 
tortion, since the first. mark will be shortened 
whether it is formed by means of a positive or 
a negative current, This type of distortion is 
determined by the electrical, magnetic, and 
mechanical characteristics of the circuit, which 
are fixed by design. 


CYCLIC DISTORTION 


Cyclic distortion, which is neither charac- 
teristic, bias, nor fortuitous, is periodic in 
nature. It originates from some defective or 
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improperly adjusted device in the circuit, such 
as induction from power systems, cross talk 
from adjacent channels, and arcing of relay con- 
tacts at repeated intervals. Cyclic distortion 
values, when included with other distortion com- 
ponents, should not exceed the margin allowances 
required for the receiving teletypewriters, Cy- 
clic distortion is illustrated in figure 11-10, 
parts A and B. 


PEAK DISTORTION 


Peak distortion defines the maximum dis- 
placement of signal train transitions occurring 
during a measuring period. It does not imply that 
all signals are distorted by this same maximum 
value. Peak distortion is illustrated in figure 
11-10, part C. 
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Figure 11-10,.—Cyclic and peak distortion. 


FORTUITOUS DISTORTION 


Fortuitous distortion is the individual de- 
parture of any one distortion from the average 
(systematic) distortion of a particular element in 
a large number of successive repetitions of a 
Signal, It displaces miscellaneous received 
transitions by various amounts in an irregular 
manner, regardless of the signal combination, 
At times, it may be large enough to cause a 
complete failure of the circuit, or the addition of 
fortuitous distortion to the systematic distortion 
already in the circuit may result in an error in 
the received character. This type of distortion 
is common in high frequency radio circuits 
where disturbances in the transmission media 
Cause irregular reception of signals. Other 
causes are accidental irregularities in the oper- 
ation of the apparatus and moving parts, power 
induction, momentary battery fluctuations, and 
line disturbances (hits). 


MEASURING DISTORTION 


In teletype transmissions a certain amount 
of distortion can be present without the person 
at the receiving end being aware of it; that is, 
he receives good copy. The limits of the 
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teletypewriter to accept distorted signals and 
still produce the desired characters are called 
the ‘‘margin’’ of the teletypewriter. 


Margin Measurements 


The receiving unit of the teletypewriter 
machine is equipped with a mechanism whereby 
the selecting block may be moved throughout the 
unit segment. This mechanism is known as a 
“range finder’’ and is equipped with a scale 
graduated from 0 to 120. One hundred divisions 
on this scale represents a movement of the 
selecting block through a unit segment. This 
arrangement provides a means of measuring the 
distortion on received signals. 

To measure the total net effect ofall kinds of 
systematic distortion, or the position of received 
signals, the range finder is first moved in one 
direction until errors appear in the copy and then 
moved back slowly until these errors are just 
eliminated, Similarly, the range finder is moved 
the maximum distance before errors occur in 
the opposite direction. These two scale readings 
then give the operating margin of the signals 
under test. On perfect signals the margin would 
be from 10 to 90. 
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Margin measurements, in addition to showing 
the distortion present in the received telegraph 
signals, also show speed differences between the 
Sending and receiving machines. The effect of a 
slow sending speed is to cause each unit to be 
greater than 22 milliseconds (60 WPM) and each 
transition to occur progressively later than it 
should. The effect on the margin of operation is 
to raise both limits, the lower limit being raised 
much more than the upper limit. For example, 
a margin of 35 to100 indicates the sending speed 
is five percent slow. 

On the other hand, the effect of afast sending 
speed is to cause each unit to be smaller than 
22 milliseconds and each transition to occur 
progessively earlier than it should. The effect 
on the margin of operation is to lower both 
limits, the upper limit being lowered much more 
than the lower limit. For example, a margin of 
5 to 60 indicates the sending speed is five per- 
cent fast. 


Telegraph Test Set TS-2616/UGM 


Telegraph Test Set TS-2616/UGM measures 
and indicates timing distortion in start-stop and 
synchronous teletype signals. Measurement is 
accomplished by comparing the time positions 
of the, signal transitions (mark-to-space and 
space-to-mark) with accurate reference transi- 
tions provided either by an internal or external 
time base. The set also permits the operator to 
determine what distortion components constitute 
the total distortion. 


FRONT PANEL. CONTROLS AND INDI- 
CATORS.—The TS-2616/UGM front panel is 
shown in figure 11-11. Table 11-1 lists the con- 
trols and indicators, and describes their func- 
tion. 

OPERATION.— Operation of the TS-2616/ 
UGM is summarized in the following paragraphs. 

Plug the set into a 115 volt, 60 Hz outlet, 
throw the AC POWER switch (bottom right side 
fig. 11-11) to ON, allow approximately 10 minutes 
for warmup, then make the following preliminary 
control settings: 


1. Set INPUT SELECT switch (center at 
bottom fig. 11-11) to the position that corres- 
ponds to the mode of signal to be analyzed. 

Set INPUT POLARITY switch to (+). 
Set INPUT. FILTER switch to OUT. 
Set PEAK RESET switch to OFF. 

Set TRANSITION MARKERS switch to 
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6. Set CODE LEVEL switch to: 
(a) SYNC, if signal to be analyzed is syn- 
chronous. 
(b) S/S5, if signal to be analyzedis start- 
stop, 5-level code. 
(c) S/S8, if signal to be analyzed is start- 
stop, 8-level code. 
7. Set RATE BAUDS switch to rate that cor- 
responds to bit rate of signal to be analyzed. 


NOTE: If external time base is to be used 
instead of internal time base, set RATE BAUDS 
switch to EXT OSC. Connect external time-base 
generator (square wave) to EXT OSC connector. 
Set frequency of the generator to 200 times the 
baud rate of the signal to be analyzed. (The ex- 
ternal signal level should not exceed 5 volts peak 
to peak.) 


8. Set TRANSITION SELECT switch to ALL. 

9. If the signal to be analyzed is to be dis- 
played on an external oscilloscope, connect the 
oscilloscope to the SCOPE SIG, SCOPE SYNC, 
and SCOPE GRD connectors. 


Connect signal to be analyzed to either the 
LO-Z or HI-Z jack as follows: 


A 
& 
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BIAS EARLY 
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; 2 (LATE 
PERCENT DISTORTION 
eo 
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oe 
TRANSITION V fe om 
SELECT Los 


aan he 
< pets 
{rode cyraent 

TRANSITION iNPUT \ \' 2 
MARKERS FILTER ce RESET 
AUTO 
OFF 
MAN 


POLARITY PEAK 
4 


162.32(162A)A 
Figure 11-11.—Telegraph Test Set 
TS-2616/UGM front panel. 
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162.32(162A)B 
Table 11-1.—TS-2616/UGM controls and indicators 


PANEL IDENTIFICATION DESCRIPTION FUNCTION 


AC POWER Toggle switch Applies primary power to unit. 


AC POWER Indicator lamp, | Lights when primary power is applied 
red to unit. 


1/2 A (2) Cartridge-type Fuse both sides of primary power 
fuse line. 


PERCENT DISTORTION Meter Indicates distortion of data signal 
under test in per cent of unit interval. 


LOOP CURRENT Meter Indicates current magnitude, in milli- 
amperes of high-level data signal 
under test. 


INPUT SELECT 6-position Sw Pos Function 


eptary swith NEUTRAL 20MA ss Adjusts input circuits 


to accept 20-milliam- 
pere neutral signals. 


NEUTRAL 60MA Adjusts input circuits 
to accept 60-milliam- 
pere neutral signals. 


POLAR 20/30 Adjusts input circuits 
to accept 20- or 30- 
milliampere polar 
signals. 


POLAR HI-Z Adjusts input circuits 
to accept high-im- 
pedance polar 
signals. 


w_ Pos Function 


POLAR LOW- Adjusts input cir- 
LEVEL cuits to accept low- 
level polar signals. 


SPEC Special input to be 
wired by user as 
required. 


INPUT POLARITY Toggle switch Reverses sense of input signal. 


INPUT FILTER Toggle switch Sw _ Pos Function 


IN Inserts filter into input 
circuits to remove tran- 
sients from input signal 
under test. 


Removes filter from input 
circuits. 
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162.32(162a)C 


Table 11-1.—TS-2616/UGM controls and indicators—continued 


PANEL IDENTIFICATION 


CODE LEVEL 


RATE BAUDS 


TRANSITION SELECT 


DISTORTION SELECT 


PEAK RESET 


TRANSITION MARKERS 


DESCRIPTION 


3-position 
rotary switch 


14-position 
rotary switch 


10-position 
rotary switch 


5-position 
rotary switch 


3-position 

toggle switch, 
nonlocking at 
MAN position 


2-position 
toggle switch 


FUNCTION 


Adjusts Analyzer circuits to accom= 
modate input signals of either 5- or 
8-element start-stop codes or 
synchronous signals 


Sets internal time-base generator to 
correspond to input signals of 37.5, 

45.5, 50, 56.8, 61.1, 74.2, 75, 110, 

150, 300, 600, 1200, or 2400 bauds. 

EXT OSC position permits use of exter- 
nal time-base signal (see EXT OSC below). 


Selects specific transition (of 1 through 
9) to be analyzed or all transitions. 


Sw Pos Function 


END Adjusts circuits to meas- 
ure mark-to-space tran- 
sition displacement. 


Adjusts circuits to meas- 
ure space-to-mark tran- 
sition displacement. 


Function 


Adjusts circuits to record 
the maximum transition 
displacement that occurs 
during a measuring period 
(see PEAK RESET below). 


EARLY Adjusts circuits to record 
PEAK the maximum advanced 
transition displacement. 


LATE Adjusts circuits to record 
PEAK maximum delayed transi- 
tion displacement. 


When set to AUTO, peak distortion 
readings (above) are reset to zero 
every five seconds. When momentarily 


set to MAN, peak readings are reset 
to zero. 


When set to IN, inserts timing 
markers (at ideal transition points) 
into data signal available at SCOPE 
SIG connector. 


285 


ELECTRONICS TECHNICIAN 3 &2 VOL. 1 


162.32(162A)D 


Table 11-1.—TS-2616/UGM controls and indicators—continued 


PANEL IDENTIFICATION 


SCOPE SIG 


SCOPE GRD 


SCOPE SYNC 


EXT OSC 


LO-Z 


HI-Z 


MARKING 


SPACING 


SIG IND-M 


SIG IND-S 


Connector 


Connector 
Connector 
Connector 
Jack 
Jack 


Indicator 
lamp, white 


Indicator 
lamp, white 


Indicator 
lamp, white 


Indicator 
lamp, white 


DESCRIPTION FUNCTION 


Provides output signal to display sig- 
nal under test on an extemal oscillo- 
scope. 


Provides ground connection for 
external oscilloscope. 


Provides sync connection for external 
oscilloscope. 


Provides connection for external time 
base signal (see RATE BAUDS, above). 


Provides connection for low-imped- 
ance signal to be analyzed. 


Provides connection for high-imped- 
ance signal to be analyzed. 


Lights when bias distortion component 
is advanced or when end distortion com- 
ponent is delayed. 


Lights when bias distortion component 
is delayed or when end distortion com- 
ponent is advanced. 


Lights when input signal is at mark.* 


Lights when input signal is at space.* 


*Steady mark or space causes corresponding lamp to glow brightly. Data signal con- 
ditions cause both lamps to glow dimly. Relative brightness of lamps indicates the 
ratio of marks and spaces in signal. 
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1, Connect 20-, 30-, or 60-milliampere sig- 
nal to LO-Z jack. Externally adjust signal cur- 
rent rate for correct indication on LOOP CUR- 
RENT. meter. 

2. Connect low-level or high-impedance sig- 
nal to HI-Z jack. 


‘Place signal under test inthe steady marking 
condition. SIG. IND-M lamp should light. If not, 
reverse position of INPUT POLARITY switch. 
Return signal under test to its normal signaling 
mode. * 

Set DISTORTION SELECT switchtothe name 
of the component of distortion to be measured. 
When the switch is set to: 


1. END (not used when measuring synchron- 
ous signals), the PERCENT DISTORTION meter 
indicates the average distortion of all mark-to- 
space. transitions. When the. MARKING lamp 
lights, the distortion is late. When the SPACING 
lamp lights, the distortion is early. 

2. BIAS, the PERCENT DISTORTION meter 
indicates the average distortion of all space to 
mark transitions. When the MARKING lamp 
lights, the distortion is early. When the SPAC- 
ing lamp lights, the distortion is late. 

3. TOTAL PEAK, the PERCENT DISTOR- 
TION meter indicates the largest distortion that 
occurs during a given measuring period. 


NOTE: With the PEAK RESET switch set to 
OFF, the measuring period extends until the 
PEAK RESET switch is*momentarily set to 
MAN, which resets the reading to zero. With 
the PEAK RESET switch set to AUTO, the read- 


ing is reset automatically every five seconds.. 


4. EARLY PEAK, same as TOTAL PEAK 
except only early transitions are measured. 

5. LATE PEAK, same as TOTAL PEAK ex- 
cept only late transitions are measured. 


For start-stop signals under test set the 
TRANSITION SELECT switch to positions 1 
through 9 for each setting of the DISTORTION 
SELECT switch. Positions 1 through 9 corre- 
spond to the 9 transitions between the start ele- 
ment and stop element of 8-level code signals 
(positions 7 through 9 do not apply for 5-level 
code signals). The PERCENT DISTORTION 
meter indicates the end, bias, total, early, or 
late peak distortion of the selected transition. 

To stop the test set, turn the AC POWER 
switch to OFF. 
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FREQUENCY ACCURACY REQUIREMENTS 


Determining the correct frequency Navywide 
is accomplished by the U.S. Naval Observatory. 
This correct frequency is provided to ships from 
Reference Oscillators (secondary standards) 
AN/URQ-9 and AN/URQ-10. (The AN/URQ-10 
is discussed in chapter 4.) The Secondary Stan- 
dards AN/URQ-9 and AN/URQ-10 are calibrated 
by laboratory (primary) standards periodically. 
WWYV does not provide ships the capability of 
determining the correct frequency to the toler- 
ance required by modern communication sys- 
tems. The secondary standard oscillator is the 
only method available at present to determine 
the correct alignment of the equipment internal 
oscillators. 


Equipment technical manuals assign afigure 
specifying the frequency stability of an equip- 
ment but this does not guarantee the the equip- 
ment’s frequency accuracy. The frequency sta- 
bility of an equipment only indicates the limit 
as to how quickly the oscillator will drift off 
frequency. Frequent checks of internal oscilla- 
tors with the secondary standard will keep fre- 
quency errors to a minimum. Figure 11-12 
shows. a typical test setup for transmitter fre- 
quency output calibration. 


Frequency Standards AN/URQ-9 and AN/ 
URQ-10 are installed in a system for use asa 
central frequency reference rather than for use 
as a piece of test equipment. The basic frequency 
standard system (fig. 11-13) uses RF Amplifier 
AM-2123/U for isolation and distribution of the 
0.1, 1, and 5 mHz frequencies generated by the 
secondary standard. This RF amplifier must be 
used when more than one transmitter or receiver 
is to be connected to the frequency standard. The 


TRANSMITTER OUTPUT _ 
RF SAMPLE 


FREQUENCY 
COUNTER 


EXTERNAL 
STANDARD 


AN/URQ-9 OR!0 


162.200 
Figure 11-12.—Transmitter frequency check. 
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Figure 11-13.—Frequency standard distribution diagram. 


AM-2123/U) accepts the three input frequencies 
from the frequency standard and provides 12 
isolated outputs in any combination of the three 
input frequencies. 

Where there is no installed central frequency 
reference system, the equipment internal oscil- 
lators must be calibrated periodically against an 
external frequency standard such as a portable 
AN/URQ-10. When calibrating an equipment in- 
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ternal oscillator with the AN/URQ-9 or 10 it is 
essential that the frequency standard be pre- 
viously energized for an extended period. (Not 
less than two weeks is preferred). 

The procedures for aligning equipment in- 
ternal oscillators using secondary standards 
vary depending upon the equipment concerned. 
These procedures are included in the equipment 
technical manual. 


CHAPTER 12 


MAINTENANCE OF COMMUNICATION SYSTEMS, PART Il 


Most shipboard communications equipment 
Operates at one time or another in some type 
of system or systems. Thus it is just as im- 
portant for the ET to know how to perform 
maintenance at the system level as on the in- 
dividual equipment. Shipboard communication 
systems vary from simple to very complex, 
depending upon the type ship and circuit opera- 
tion involved. Each requires the integrated use 
of various types of equipment as shown in 
figure 12-1 (foldin end of chapter). 

To locate and correct troubles in a given 
system, the technician must know how the dif- 
ferent types of communication systems are set 
up for compatible operation. This knowledge can 
be gained by studying the system blueprints and 
diagrams, and working with the operating per- 
sonnel. This chapter discusses the six-step 
troubleshooting procedure as applied to systems. 
Also discussed are some of the typical troubles 
encountered in shipboard communication 
systems. 


SIX-STEP TROUBLESHOOTING 
PROCEDURE 


The most effective preventive maintenance 
program will not totally eliminate troubles dur- 
ing system operation. When a system trouble 
occurs, an experienced operator may have the 
trouble localized to a piece of prime equipment 
such as a set or unit before the technician 
arrives. This will not always be the case, 
however. Therefore, the technician must be able 
to systematically isolate the trouble. 

The six-step troubleshooting procedure (dis- 
cussed in Basic Electronics, Vol. 1, NAVPERS 
10087-C) is as effective for isolating the cause 
of a system malfunction as it is for localizing 
trouble in a prime equipment, 
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STEP 1 


The first troubleshooting step, for locating 
the problem in a malfunctioning system, is the 
recognition of a trouble symptom. This may or 
may not be an easy task depending onthe nature 
of the problem. Disrupted or seriously degraded 
system performance is obvious and will usually 
be reported by the operator. 

Occasionally, the first trouble symptom will 
be of a nonrepetitive nature and, while noted by 
the operator, cannot be duplicated and observed 
later by the technician. Therefore, when re- 
sponding to a reported problem, the technician 
should find out if the operator originally noted 
any symptoms that are no longer present. 

Other, less disruptive, problems may not 
exhibit readily apparent trouble symptoms dur- 
ing normal operation of a system. The disclosure 
of such a problem is usually the result of close 
observations made during the application of 
readiness tests or at the time the system is 
initially set up. 

Unless the problem has already been local- 
ized when the technician arrives, his first step 
is to establish the nature of the malfunction as 
concerns the overall operation of the given 
system. This is normally accomplished at the 
operator position by correlating the complaint 
reported with the trouble symptom that may be 
observed first-hand, such as disrupted or de- 
graded transmission or reception. 


STEP 2 


In step 2, the technician should attempt to 
further localize the problem area by looking for 
other indications, both abnormal and normal, 
that tend to elaborate on the trouble symptom 
noted in Step 1. The determination of which 
indications would be the most beneficial, and 
how and where they can be observed, depends 
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upon the nature of the problem, the type of sys- 
tem involved, and the installed arrangement of 
the equipment actually being used. 


STEP 3 


Equipped with the information obtained in 
steps 1 and 2, the technician is able to proceed 
into Step 3 and, through a process of elimination, 
make an educated guess as to those equipments 
that are possibly at fault. To accomplish this, 
the technician must know how the system oper- 
ates and the functional relationship of the equip- 
ments involved. Based on this knowledge, the 
technician will find that the nature of the prob- 
lem will normally allow certain equipments to 
be logically eliminated as possible sources of 
trouble. Additional equipments may also be 
eliminated by observing their front panel indica- 
tions. 


STEP 4 


The fourth step requires that the problem 
area be further localized to only one of the 
equipments determined to be possibly at fault in 
step 3. If, in completing step 3, the problem is 
already localized to only one equipment, step 4 
may be omitted. On the other hand, if more than 
one equipment are logically suspected, it willbe 
necessary to determine which one is actually 
faulty in this step. 

There are no hard and fast rules for deter- 
mining which of several possible faulty equip- 
ments should be tested (or verified) first. For 
the most part, such a determination is usually 
based on which equipment is the most probable 
suspect and/or the least difficult to perform the 
necessary test on. 

After selecting the order in which the tests 
are to be performed, the technician proceeds to 
verify the actual status of the suspected equip- 


ments. Normally, only a suspected output and/ 


or given input is checked using test points ob- 
tained from appropriate technical references. 


STEP 5 


In step 5, the technician should perform 
whatever tests are appropriate to systematically 
isolate the defective circuit stage within the 
equipment that has been determined to be mal- 
functioning. The number of checks required to 


isolate the defective stage depends primarily on 


the complexity of the equipment involved. 


280 


Several systematic checks would undoubtably 
be required in order to isolate the defective cir- 
cuit in fairly complex equipment, such as a re- 
ceiver or teletype converter. When a piece of 
multi-unit prime equipment, such as a trans- 
mitter, is involved, it may even be necessary 
to initiate a separate six-step procedure in 
order to isolate the problem to an internal cir- 
cuit stage. When a Simple unit (such as Control 
Unit C-1004A/SG, fig. 12-1) is involved, only a 
couple of checks may be required to isolate (or 
verify) the defective circuit. 


STEP 6 


In the sixth and final step, the technician 
proceeds to systematically isolate and replace 
the defective part that is causing the identified 
circuit to malfunction. This is normally accom- 
plished through a logical application of voltage 
and/or resistance measurements. The exact de- 
termination of what checks would be the most 
effective, in a given situation, depends on the 
type of circuit involved. 

_ A failure analysis should be conducted, as a 
part of step 6, as soon as the defective part has 
been isolated . This is very important as the 
isolated part may not be the cause of the original 
problem, in any way, or it may havea companion 
defect in a cause and effect situation. If neither 
of these conditions exist, a short study of the 
failure will logically prove the defect to be both 
Singular in nature and accountable for every 
observed symptom of the system malfunction, 
Such an analysis when conducted properly, al- 
lows the technician to determine whether cor- 
recting the isolated defect will, in fact, enable 
the system to be restored to full operation. 


SYSTEM TROUBLES 


The following paragraphs list some typical 
troubles encountered in shipboard communica- 


tion systems, and discuss the troubleshooting 
-“procedures required to isolate and correct these 


troubles. 


TROUBLE #1 


This trouble occurs after a brief loss of all 
a.c. power to radio central. After the restora- 
tion of power, the following equipment (fig. 12-1) 
is found to be inoperative: (1) all R-1051/URR 
Receivers (2) the AN/WRC-1 Transmitter-Re- 
ceiver, and (3) the AN/SRR-19A Receiver, 
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Assuming that the Radioman had not per- 
formed any steps to localize the trouble, you 
would immediately attempt to obtain more in- 
formation concerning the trouble symptoms (step 
2 of the six-step procedure). Proceeding with 
this step, you find that all receiver dial lights 
are normal, but the receivers have no outputs 
other than receiver noise. This information 
leads you to suspect two units that maybe faulty 
(step 3). These units are Frequency Standard 
AN/URQ-10 and Distribution Amplifier AM- 
2123/U. The receivers are switched to the inter- 
nal frequency standards and operation isnormal. 
This confirms that either the AN/URQ-10 or the 
AM-2123/U is faulty. 

Both the AN/URQ-10 and the AM-2123/Uhave 
front panel controls and indicators. Therefore, 
the faulty unit may be localized (step 4) in this 
case without the use of test equipment. All front 
panel indications on the AN/URQ-10 are found 
to be normal. (The AN/URQ-10 front panel con- 
trols and indicators are shown in figure 4-7 in 
chapter 4.) Observing the AM-2123/U front 
panel (fig. 12-2), you note that the AC ONLY 
light is lit. You then rotate the METER FUNC- 
TION switch through all positions. Normalmeter 
readings are obtained in the AC and DC POWER 
INPUTS positions. The meter reads zero in all 
other positions. Thus the trouble is localized to 
the AM-2123/U. 

To localize the trouble to a specific circuit 
in the AM-2123/U (step 5) requires the use of 


a VTVM and the equipment technical manual. 
(At this point, it is recommended that you 
review that part of chapter 2 that discusses the 
use of the SIMM equipment manual Maintenance 
Dependency Chart.) 

Referring to the Maintenance Dependency 
Chart (MDC) shown in figure 12-3 (foldin end 
of chapter), you can assume (due to the meter 
readings obtained, and the fact that the AC 
ONLY light is lit) the following: 


1. 115 volts a.c. is available across termi- 
nals A-C on P1 (extreme left, fig. 12-4 foldin 
end of chapter) 

2. From 22 to 30 volts d.c. is available 
across terminals A-B on P2 

3. Filter subassembly N-FL-1 and a.c. 
fuses F1 and F2 are good 

4. 115 volts a.c. is available across termi- 
nals 1 and 2 of transformer T1 

5. Assembly C-PS-1 is good, and approxi- 
mately 12 volts a.c. is available from the posi- 
tive side of C1 to terminal 4 of T1 

6. Resistor R6, filter subassembly N-FL-2, 
and d.c. fuse F3 are good 

7. From 22 to 30volts d.c. is available from 
the positive side of C1 to the B terminal on P2, 
and resistor R7 is good 


Proceeding to step 1C on the MDC (fig. 12-3), 
you remove a.c. fuse Fl, and with a VTVM set 
up to read d.c. volts, you read 24 volts d.c. 


120.77 


Figure 12-2.—RF Distribution Amplifier AM-2123/U. 
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across capacitor Cl. This tells you that filter 
subassembly N-FL-4 is good. You then take a 
d.c. voltage reading from the positive side ofCl 
to terminal K on J16(top left corner of fig. 12-4), 
At this point you get no reading on the VTVM. 
This is an abnormal reading. The reading at this 
point should have been 20 volts d.c. as shown by 
Signal specification #7 on the MDC. You cannow 
conclude that the trouble isin either the C-REG- 
2 (No. 2 regulator) circuit or the N-FL-5 filter 
circuit. 

The trouble may be localized to one circuit 
by taking resistance readings with the VTVM. 
Before doing this, however, you must secureall 
power to the unit and discharge the capacitors. 
With the VTVM set up to read resistance, you 
determine that neither capacitor C4 or C12 is 
shorted. This localizes the trouble to the No. 2 
regulator circuit. 

In isolating the faulty part in the No. 2 reg- 
ulator circuit (step 6), you must observe the 
precautions for testing transistors as discussed 
in chapter 2 of this manual. In the test of series 
regulator transistor Q1, you get an infinity ohm- 
meter reading in both directions from the emitter 
to base and collector to base. This indicates that 
Q1 is bad (open). After determining that this is 
the only trouble in the circuit, you replace Q1 
and test the unit. 

Recall that in localizing the trouble to the 
faulty circuit, filter subassembly N-FL-5 was 
tested first. This was because N-FL-5 included 
only two parts (C4 and C12), An experienced 
technician, however, may have tested the series 
regulator Q1 first without eliminating N-FL-5. 


TROUBLE #2 


The special sea and anchor detail has been 
set for leaving port. The OOD reports he is un- 
able to raise the tugs on the UHF frequencies. 
The RM watch supervisor patches a different 
AN/URC-9 to the remote control unit (C-1138B/ 
UR) on the bridge, but the OOD is still unable to 
raise the tugs. The RM then switches his remote 
to the AN/URC-9 and calls the tugs. The tugs 
reply, "hear you loud and clear.’’ You are called 
by the watch supervisor to correct the trouble. 

Upon arrival, you are informed of the action 
taken by the RM watch supervisor to establish 
communications. In addition, you are told that 
the ‘‘carrier on’’ light on the bridge remote con- 
trol unit lit when the handset push-to-talk button 
was depressed; however, there was no transmit- 
ter sidetone present when speaking into the mi- 
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crophone. Inthis case, the RM gained enough in- 
formation concerning the trouble symptom (step 
2) before your arrival to enable youto immedia- 
tely list the probable faulty functions (step 3). 

You assume that the radio set is not faulty 
because patching a different set did not establish 
communications. The fact that communications 
were established by switching another remote to 
the AN/URC-9 causes you to suspect either the 
bridge remote unit or the handset as being 
faulty. (Remote Unit C-1138/UR is shown in fig- 
ure 5-13 in chapter 5.) 

At this point, you jack a test handset into the 
bridge remote unit and have the RM switch the 
AN/URC-9 back to the bridge remote. The cir- 
cuit now tests satisfactory, and the trouble is 
therefore localized to the handset. You test the 
faulty handset and find an open microphone wire. 
You make the repair, reinstall the handset in the 
bridge remote and test the circuit. 


TROUBLE # 3 


The RM watch supervisor reports that he has 
trouble with AN/URA-17 #2. You are called to 
correct the trouble. Upon arrival, you are told 
that the RM attempted to use AN/URA-17 #2 
(fig. 12-1) to establish the receive side of an 
FSK send-receive circuit but was unable to get 
any loop current from it. 

To elaborate on the trouble symptom, you 
place the AN/URA-17 function switch in the 
TUNE position and check for loop current at the 
Communication Patching Panel SB-1203A/UG. 
The meter reads zero. Turning the loop control 
potentiometer to the maximum CCW (mini- 
mum current) position produces approximately 
1 ma of loop current. In the maximum CW (max- 
imum current) position, the meter pegs. Youim- 
mediately turn the control CCW to unpeg the 
meter. The meter reads zero at any position be- 
tween the maximum and minimum current posi- 
tions. This tells you that the loop control 
potentiometer for this loop is probably open. 

To isolate the faulty part, you open up the 
front panel of the SB-1203A/UG and make a 
visual inspection. The loop control potentiometer 
appears normal, however, an open in this type of 
potentiometer is rarely visible. Troubleshooting 
communication patching panels must be done, in 
many instances, with the d.c. power supply on. 
The loop to be tested may be deenergized by re- 
moving the local-remote removable straps for 
that loop. WARNING: TO REMOVE THESE 
STRAPS WITH THE D.C. POWER ON YOU MUST 
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Figure 12-5.—SB-1203/UG single channel simplified schematic. 


OBSERVE THE PRECAUTIONS FOR WORKING five channels are identical. In this case, the AN/ 
ON ENERGIZED CIRCUITS AS STATED IN URA-17 #2 is connected to terminals 1 and 2 of 
CHAPTER 2 OF BASIC ELECTRONICS, VOL. 1, TB-101, and the potentiometer believed to be 
NAVPERS 10087-C. open is R-108. 

Figure 12-5 is a schematic diagram of a To test R-108 and the other parts associated 
single channel of the SB-1203A/UG. The other with the loop, the removable straps (fig. 12-5) 
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must be unsoldered and removed. To do this 
with the d.c.. power supply on, you must use a 
nongrounded type soldering iron. As the nega- 
tive side of the power supply is grounded (and 
some of the equipment connected to the panel 
is grounded), touching the removable straps 
with a grounded soldering iron will either blow 
the power supply fuses or draw a heavy arc. 

You remove the removable straps (observing 
all safety precautions for working on energized 
circuits as stated previously) and test R-108 
with an ohmmeter. Potentiometer R-108 reads 
open. After testing the other parts in the loop to 
ensure that R-108 is the only trouble, you re- 
place R-108 with a spare. You then replace the 
removable straps (again observing the proper 
safety precautions) and test the circuit. 


TROUBLE # 4 


The AN/SGC-1A, TTY # 2, and AN/URC-9 
# 4, (fig. 12-1) are being set up for use in the 
UHF tone-shift send-receive configuration. 
Calling the net control station does not result 
in a reply. You are called to correct the trouble. 

You depress the ‘“‘letters’’ key on the tele- 
type machine and observe the transmit and 
receive lights on the front panel of the AN/SGC- 
1A, The receive light stays on. You shift the 
AN/SGC-1A to transmit manually. The receive 
light now goes out, and the transmit light lights. 
This tells you that the AN/SGC-1A is not 
shifting from receive to transmit automatically. 

At the receiver Transfer Switchboard SB- 
973/SRR you patch the AN/URC-9 # 4 output to 
a speaker, and the receiver noise is extremely 
loud. This high noise level locks the AN/SGC- 
1A in receive. The receiver noise indicates 
that the receiver squelch control is improperly 
set, and the high volume indicates that the 
receiver output volume level is set too high. 
You reset these controls to correct the trouble. 


TROUBLE #5 


You are serving aboard a carrier using an 
AN/SRC-21 UHF System. There are 20 trans- 
ceivers and five AN/SRA-33 Multicouplers. 
Sixteen of the transceivers are controlled by 
Facilities Control (Radio Central), and four are 
controlled by Carrier Air Traffic Control Center 
(CATCC). During normal operations, Facilities 
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Control reports that transceiver #1 will not 
receive on channel # 5, Youare calledto correct 
the trouble. 

Upon reporting to Facilities Control, you get 
permission to make a radio check. Calling the 
other station on channel # 5 results in no reply. 
You then get permission from Facilities Control 
to use transceiver # 10 for a radiocheck. Using 
transceiver # 10, you dial channel # 5 and 
request a radio check from the other station. 
They reply that they have been receiving you 
‘loud and clear.’’ You request them to change to 
channel # 7 and stand by for a check. Dialing 
channel # 7 on transceiver #1, you obtain a 
‘loud and clear’’ radio check from the other 
station, You now return control of transceiver 
# 10 to Facilities Control and proceed to the 
UHF radio space. 

Upon arrival at the UHF radio space, you 
turn the LOCAL-REMOTE switch on the C- 
3866/SRC associated with transceiver #1 to 
LOCAL and dial channel # 5, You disabie the 
squelch by depressing the CALL LIGHT/ 
SQUELCH DISABLE switchon the RT-581/URC- 
9.. (This switch is located above the middle 
handle on the RT-581/URC-9, shown in figure 
6-42 in chapter 6.) You then turn the LOCAL- 
REMOTE switch on the RT-581/URC-9 to 


LOCAL and obtain a ‘‘loud and clear’’ radio | 


check. 

After switching the LOCAL-REMOTE switch 
on the RT-581/URC-9 back to REMOTE, you 
open the squelch control access drawer and set 
the squelch control potentiometer for channel 
# 5 to the maximum CCW position. Turning the 
volume control to maximum produces a barely 
audible noise, which is normal. Noting that the 
CALL LIGHT on the RT-581/URC-9 is on, you 
rotate the channel # 5 squelch potentiometer CW 
until the CALL-LIGHT barely goes out andstays 
out. You now call the other station on channel # 
5 from a remote position and they report re- 
ceiving you “‘loud and clear.”’ 

While transmitting on channel #5 withtrans- 
ceiver # 1, you note that the coupler (AN/SRA- 
33) for transceiver # 3 is reading a high SWR. 
(The AN/SRA-33 is shown in figure 6-23 in 
chapter 6.) Checking the channel on transceiver 
# 3, you find that it is on channel #9. At this 
point, you suspect that channel #5 and channel 
# 9 must be very close in frequency. Checking 
transceivers # 1 and # 3, you find that trans- 
ceiver # 1 is on 320.5 MHz and transceiver # 3 
is on 316.7 MHz. Realizing that these two 
channels are closer in frequency than the 10 


f 
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MHZ allowed on the AN/SRA-33 multicoupler, 
_ you detune transceiver # 1 and call Facilities 
Control. Facilities Control informs you that 
transceiver #3 is controlled by CATCC. 

_ Although the AN/SRC-21 System has channel 
lockout, it does not have frequency lockout, 
Thus, equipment damage can result from tuning 
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frequencies within 10 MHz into the same AN/ 
SRA-33, Because of this, you hold a training 
session with the controllers from Facilities 
Control and CATCC. As a result of this session, 
CATCC submits a frequency plan to Facilities 
Control, and Facilities Control provides a copy 
of an accurate overall UHF plan to CATCC. 
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Figure 12-3,—AM-2123/U Maintenance Dependency Chart. 
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Figure 12-4.—AM-2123/U section of blocked schematic. 
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APPENDIX | 


THE JOINT ELECTRONICS TYPE DESIGNATION SYSTEM 


TABLE OF EQUIPMENT INDICATORS 


INSTALLATION 
A Piloted aircraft S Water 
B Underwater mobile, T Transportable (ground) 
submarine U General utility 
D  Pilotless carrier Vs Vehicular (ground) 
F Fixed ground W Water surface and 
G General ground use underwater comb. 
K Amphibious Z  Piloted-pilotless 
M Mobile (ground) airborne vehicle 
P Portable combination 
TYPE 
A Invisible light, N Sound in air 
heat radiation P Radar 
C Carrier Q Sonar and under- 
D_Radiac water sound 
G Telegraph or tele- R_ Radio 
type S Special or combin- 
I Interphone and pub- ations of types 
lic address T Telephone (wire) 
J Electromechanicai Vs Visual and visible 
or inertial wire light 
covered W Armament 
KE Telemetering X Facsimile or tele- 
L Countermeasures vision 
M Meteorological Y Data Processing 
PURPOSE 
B Bombirg N Navigational aids 
C Communications Q Special or combin- 
D Direction finder, ation of purposes 
reconnaissance R_ Receiving, passive 
and/or surveillance detecting 
E Ejection and/or S Detecting and/or 
release range and bearing, 
G Fire control or search 
searchlight di- T Transmitting 
recting W Automatic flight or 
H Recording and/or remote control 
reproducing X Identification and 


K Computing 
M Maintenance and/or 
test assemblies 


Tecognition 


MISCELLANEOUS IDENTIFICATIONS THAT MAY BE P/O A 
TYPE DESIGNATION 


X,Y,Z----Changes in voltage, phase or frequency 
e.g-, AN/VRC-51X 


T--------Training e-g., AN/APQ-13-T1, AN/APQ-T1 

(Vv) Equipments having a variable complement 
e.g+, AN/FRC-39(V), OA-7667(V)/FYQ-L1(V) 

(P) ------ Unit accepting plug-ins e-g., 
R-1329(P)/GRC-103(V) 

(X)------ Developmental indicators e.g., 
AN/PRC-10(X--) , RT-505(X--) /PRC-10 

(| )------ Developmental or series "generic" assignment 


e.g-, AN/PRC-10( ), RT-505( )/PRC-10 
(-ft-in) -Identical items w/varying lengths e.g., 
CX-1076/u( -ft-in) 


TABLE OF GROUP INDICATORS 


Group Family Name Example of use (Not to 

Ind. be construed as limit- 
ing the application of 
the group indicator 


OA Miscellaneous groups-----' Groups not otherwise 
classified 
OB Multiplexer and/or 
demultiplexer groups----Multiplexer groups, 
"demultiplexer groups, 
composites thereof 


oD Indicator groups types 
OE Antenna groups-- types 
OF Adapter groups-- types 
0G Amplifier groups types 
OH Simulator groups types 
oy Consoles and console 

groups-~------ ----All types 
OK Control groups----------- All types 
OL Data analysis and data 

processing groups-------. All types 
OM Modulator and/or demod- 

ulator groups----------- Modulator groups, de- 


modulator groups, 
composites thereof 

ON Interconnecting groups---All types 

OP Power supply groups-- 

0Q Test set groups---- 

OR Receiver groups---: 

oT Transmitter groups- 

ou Converter groups-- 

ov Generator groups 

Ow Terminal groups---------- All types 

Ox Coder, decoder, inter- 

rogator, transponder 
@rOupS------------------ All types 

oY Radar Set groups--------- Do not use if a more 

specific indicator, 
. such as OE, OR, OT 

applies 

0z Radio Set groups---------; Do not use if a more 
specific indicator, 
such as OE, OR, OT 
applies 


EXAMPLES OF ASSIGNMENTS 


AN / A PN 25 A 


L lst Modification 


Set 
25 Model 
Purpose = Navigation 
Type * Radar 
—————-——mwamer Installation = Airborne 
RT - 505 A/ PRC-25A 
[ Es P/O AN/PRC-25A 
Unit 
Indicator : lst Modification 


505th Model 


This chart was prepared by the U. S. Army Electronics Command, Administrator of the 
Joint Electrorics Type Designation System. This chart supersedes all previous issues. 


22 JUNE 1971 (See Latest Issue of MIL-STD-196 for Details) 
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TABLE OF UNIT INDICATORS 


Family Name Example of use (not to be con- 
strued as limiting the applica- 
tion of the unit indicator 

Supports, antenna-------- Antenna mounts, mast bases, mast 
sections, towers 
Amplifiers--------------- Power, audio, interphone, RF, 
: video, electronic control 
Antennas, simple and Arrays, parabolic, masthead, whip, 


complex dipole, reflector 
BA Battery, primary type----B batteries, battery packs 
BB Battery, secondary type--Storage batteries, battery packs 
BZ = Alarm units--------------. AL1 types 
Cc Controls----- ------- -Control box, remote tuning control 
*CG Cable assemblies, RF-----! RF cables, waveguides, transmission 
lines, terminals 
CM Comparators-------------- Compares two or more input signals 
CN Compensators------------- Electrical and/or mechanical com- 
pensating, regulating or attenua- 
ting apparatus 
CP Computers----------------! Mechanical and/or electronic mathe- 
matical calculating devices 
CU Couplers----------------- Impedance conpling devices, direc- 
tional couplers 
CV Converters(electronic) ---Electronic apparatus for changing 
the phase, freq, or from "one" 
medium to "another" 
CW Radomes------------------ Radomes 
“CX Cable assys, non RF Non RF cables w/terminals, test 
leads, also composite cables of 
RF and non RF cond. 
CY Cases and cabinets------- Rigid and semirigid structures 
for enclosing or carrying equip 
D Di spensers---- -----------Chaff 
DA Load, dummny---- --RF and non RF test loads 
DT Detecting heads----------! Magnetic pickup device, search 
coil, hydrophone 
F Filter units------------- Electronic types; band-pass, low 
pass, band suppression, noise, 
telephone, filter networks; ex- 
cludes non-reparable types 
FR Freq measuring devices---Freq meters, tuned cavity 
G Generators, power-------- Electrical power w/o prime movers 
H Head, hand, chest sets---Includes earphone 
HD Environmental apparatus--Heating, cooling, dehumidifying, 
pressure, vacuum devices 
ID Indicator units, non- Calibrated dials and meters, indi- 
cathode-ray tube cating lights 
IM = Intensity measuring Includes SWR gear, field intensity 
devices and noise meters, slotted lines 
IP Indicator units, cath- 
ode-ray tube------------ Azimuth, elevation, panoramic 
J Interface units-- --Interconnecting and junction units. 
KY Keying devices----------- Mechanical, electrical and electronic 
keyer, coder, interrupters 
LS Loudspeakers----- -------- Separately housed loudspeakers, 
intercommunication stations 
M Microphones-------------- Radio, telephone, throat, hand 
MD Modulators, demodula- 
tors, discriminators Device for varying amplitude, freq 
or phase 
ME Meters-------------------' Multimeters, volt-ohm-milliammeters, 
vacuum tube voltmeters, power meters 
MK Miscellaneous kits------- Maintenance, modification 
ML Meteorological devices---Miscellaneous meteorological equip 
MT Mountings---------------- Mountings, racks, frames, stands 
MX Miscellaneous: Equip not otherwise classified. 
*Note: Not for use by contractors 
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Family Wame Example of use (not to be con- 
strued as limiting the eapplica- 
tion of the unit indicator 
Memory units------—-------! Memory units 
Oscillators--------------! Master freq, blocking, mltivibra- 
tors (for test oscillators, see 9G) 
Oscilloscope, test------- Test oscilloscope for general test 
purposes 
Plug-in units------------ Plug-in unit not otherwise classified 
Power supplies---- -------! Nonrotating machine type such as 
vibrator pack, rectifier, tharmo- 
electric 
Mapping and plotting 
--Electronic types only 
Rotating power equip, motor generator, 
dynamotors 
Receivers---------------- Receivers, all types except telephone 
Recorder-reproducer------Sound, graphic, tape, wire, fiin, 
disc, facsimile, magnetic, mechanical 
Relay assembly units----- Electrical, electronic 
Reeling machine----------! Mechaniam for dispensing and rewinding 
antenna or field wire, cable 
Recorders---------------- Sound, graphic, tape, wire, fila, 


disc, facsimile, magnetic, mechanical 
and card punch 

Reproducers-------------- Sound, graphic, tape, wire, fils, 
disc, facsimile, magnetic, mechanical, 
punched tape and card readers 


Reflectors--------------- Target, confusion. Except antenna re- 
flectors 

Receiver-Transmitter----- Radio and radar transceiver, composite 
tranamitter and receiver 

Shelters--—-------------- Protective shelters 


Switching units Manual, impact, motor driven, pressure 


operated, electronic 


Swi tchboards------------- Telephone, fire control, power, power 
distribution 

Generator, signal--------Test oscillators, noise generators 

Simulators-------- --Flight, aircraft, target, signal 

Synchronizers------------ Equip to coordinate two or more 
functions 

Optical units------------ Electro-optical units, such as night 
vision, auto-collimator, scope, sight 
viewer, tracker, alignment equip 

Transmi tters------------- Transmitters, all types, except tele- 
phone 

Telephone apparatus------ Misc telephone equipment 

Towed body---------------! Hydrodynamic enclosures used to house 


transducers, hydrophones, and other 
electronic equipment 

Timing devices----------- Mechanical and elec timing devices, 
range devices, multiplexers, elec- 
tronic gates 

Transfcrmers---- ---------1 When used as separate units 

Positioning devices --Tilt and/or train assys 

Telegraph apparatus --Misc telegraph apparatus 


Tuning units------------- Receiver, transmitter, antenna, tun- 
ing units 

Transducers-------------- Sonar transducers, vibration pickupe 

Test units--------------- Test and measuring equip not 


otherwise classified 
Teletypewriter and 


facsimile apparatus----- Miscellaneous tape, teletype, 
facsimile equipment 

Tape units--------------- Preprogrammed with operational test 
and checkout data 

Vehicles----------------- Carts, dollies, vans, peculiar to 


electronic equipment 
Impedance measuring 
devices-----------------' Used for measuring Q, C, L, R, or PF 
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APPENDIX II 
THE METRIC SYSTEM 


MEASURES OF LENGTH 


Metric denominations and values 


Equivalents in denominations in use 


Myriameter... 0.00... eens 10,000 meters 6.2137 miles. 
Kilo metet s,s eccc s gecticg cock eekg ee hhh es show’ 1,000 meters 0. 62137 mile, or 3,280 feet and 10 inches. 
He cto meter). :cic2 cits ecru Nomeedomsmaunden seas i 100 meters | 328 feet and 1 inch. 
Dekametet... cc ciiicicei oh pbb ob vte sede pag see’ 10 meters | 393.7 inches. 
MC Ce. See eahite ato teat eee it ase inBins. pivectsatere,.ola teri l meter | 39.37 inches. 
Decimetet ss coe cece nisties inland cages aus ees Yio ofa meter | 3.937 inches. 
Centimeter.........0. 2.06.0 e cece eee eee ees Yoo ofa meter | 0.3937 inch. 
Millimeter... 2.000.000. cc cece cece e eee nes Yooo ofa meter | 0.0394 inch. 
MEASURES OF CAPACITY 
Metric denominations and values Equivalents in denominations in use 
Names Number Cubic measure Dry measure Liquid or wine 

of liters measure 
Kiloliter or stere............. 1,000 | 1 cubic meter................... 1.308 cubic yards............... 264.17 gallons. 
Hectoliter...............005. 100 | Mo of a cubic meter.............] 2 bushels and 3.35 pecks......... 26.417 gallons. 
Dekalitet:: «4.2 cccccciuicaak ves 10 | 10 cubic decimeters............. 9.08 quarts.................005. 2.6417 gallons. 
Litet eos tea dintoa Pagano 1 | 1 cubic decimeter............... 0.908 quart.................04, 1.0567 quarts. 
Deciliter............000..0005 Yo | Moof acubicdecimeter.......... 6.1022 cubic inches.............| 0.845 gill. 
Contihitets. ci. ene sewe eeu tes Yoo | 10 cubic centimeters............ 0.6102 cubic inch............... 0.338 fluid ounce. 
Milliliter........0.....0.006. Yooo | 1 cubiccentimeter.............. | 0.061 cubic inch................ 0.27 fluid dram. 

1 


MEASURES OF SURFACE 


Metric denominations and values 


Equivalents in denominations 


in use 


Fe Ctate?, as. .acdgstnrepnieotunn ce erie Sareea stone: 10,000 square meters 2.471 acres. 
ATE fc is hdl ate ols was Die ee aaa 100 square meters 119.6 square yards. 
Centate see cuteesuet kaa eaey eaten pees 1 square meter | 1, 550 square inches. 
WEIGHTS 
Metric denominations and values Equivalents in 
denominations in use 
Names Number of | Weight of what quantity of water at maximum density | Avoirdupois weight 
grams 
Millier or tonneau..............0 0. eee 1,000, 000 | 1 cubic meter............. 00. ee ce eee 2204.6 pounds. 
Quintals we Muh e lta Hoek Boao gens 100,000 | 1 hectoliter.. 2.2.0... eee ee 220.46 pounds. 
Myriagram.. 0... eect ee eee | 10, 000: !!) 1O:litets.c i. aa keeet Pha teh wed ele eit ca eane diet + genie 22.046 pounds. 
Kilogram or kilo..................0.0.000. 1000 bclite ries sick pioid Coe nde orale yest Gen bd escent: 2.2046 pounds. 
Hectogram.......... 0.0 cece eee e eee eee 100:|" Vdeciliter:,c.180.5 sci den navpane kPnd eee Reeegonnehe tes 3.5274 ounces. 
Deka gram 5 sie: ied giles stewie nan avedsionad dees 10 | 10 cubic centimeters... 00.011. 0.3527 ounce. 
GEA IN 3. caecerteoiscsrasienes obeibapape tense shat csgumneiars Sona 1 | 1 cubic centimeter...........0.0.0. 0.0.0. c cece ee eee 15.432 grains. 
Decigtam 2) cee iee fens Gener e eee needy te Yo | Mo of acubiccentimeter.................0..0.0.0005, 1.5432 grains. 
Centigramys<.ccke Sitesi cutonitides ite. Moo | 10 cubic millimeters..... 0.2.0.0... 00 eee 0. 1543 grain. 
Milligram.........0.. 00000000 cece eee ee ! Yiooo | 1 cubic millimeter.................. 00.0. .c eevee eee 0.0154 grain. 
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162.203 


A 


Advancement, preparing for, 10-17 
final multiple, 11 
NAVTRA, 10052, 15 
Quals manual, 14 
rate training manuals, 16 
sources of information, 17 

AFTS communications system, 145-149 

Antenna distribution systems, 157 
HF multicouplers, 158-168 
multicouplers, 158 
VHF multicouplers, 168-173 

Antenna maintenance, 274=279 
inspections, 276 
insulators, 276 
RF connections, 279 
resistance tests, 278 

Antennas, 153-157 
matching networks, 156 

AN/FRT-39 and 40, 234 

AN/FRT-72, 238 

AN/SGC-1A, 146 

AN/SRA=33, i69 

AN/SRA=34A(V), 164 

AN/SRA=56, 57, and 58, 159 

AN/SRC=20 and 21, 195 

AN/SRR-19 and 19A, 241 

AN/SSC=3, 151 

AN/UCC=11D\{V), 217 

AN/URA-17, 144 

AN/URC-9A, 191 

AN/URM-120, 105 

AN/URQ-10, 109 

AN/URT=23(V), 205 

AN/USM-118B, 114 

AN/USM-206A, 120 

AN/USM-207, 107 

AN/UXH-2B, 265 

AN/WRR-2, 183 

AN/WRT-1A, 188 

AN/WRT-2, 173 

AN/WSC-1(V), 244 


INDEX 


Broadband antennas, 154 


C 


Communication Systems, 125-152 
CW systems, 130-132 
description of, 125-130 
facsimile systems, 151-154 
teletypesystems, 134-151 
voice systems, 132 
Communication System maintenance, 271-288 
air filters, 273 
antenna maintenance, 274=279 
cleaning precautions, 271 
frequency accuracy, 287 
selectivity /bandwidth measurements, 274 
sensitivity measurements, 273 
teletype signal distortion, 279-287 
Corrective maintenance, 21-28 


D 


Diodes, testing of, 118 
Distortion measuring, teletype, 282-287 
margin measurements, 282 
telegraph set, TS-2616/UGM use, 283-287 
Dual in-line packages, repair of, 90-94 


E 
Eiectronics technician rating, 1, 10-17 
Electron tube testing, 112-117 
Equipment technical manuals, 136-150 
F 


Facsimile systems, (FAX), 151, 256-270 


frequency-shift converter CV-1066B/UX, 263 


keyer adapter KY-44C/FX, 261 
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Facsimile systems (FAX) — Continued 
radio modulator MD-168A/UX, 260 
receiver transmitter TT-321A/VX, 256-259 
recorder set AN/UXH=2B, 265-270 
SIMPLEX, 256 
Flat pack repair, 88-90 
Frequency check, transmitters, 287 
Frequency counter AN/USM=207, 107-109 
Frequency standard AN/URQ=10, 109-111 
Fleet multichannel broadcast system, 233-244 
receive subsystem, 240-243 
transmit subsystem, 233 
HF transmitters, 234 
LF transmitters, 238-240 


H 


HF multicouplers, 158-168 
HF transmitters, 234 
HF receivers, 183, 214 


Inspections antennas, 274-279 


J 


Joint electronics type designation system, 296 


L 


LF transmitters, 238-240 
LF receivers, 241-243 


M 


Maintenance, 18-68 
conventional technical manual use, 36-50 
corrective maintenance, 21-28 
environmental effect on equipment, 28-30 
equipment technical manuals use, 35 
preventive, 20 
records and reports, 30-35 
SIMM manual use, 50-68 
Maintenance data collection system, 22 
Deferred Maintenance Action Form, 24=28 
Maintenance Data Form, 22-24 
Maintenance Bequirement Card (MRC), 21 
Measuring signal distortion (teletype), 282-287 
Metric system, 298 


Microelectronics, 69=97 

integrated circuits, 69-72 

maintenance, 76 

test equipment used, 76 
tools used, 77-80 

repair tools, 81-83 

thin and thick film circuits, 72-76 
Microelectronics maintenance and repair, 83-97 

dual in-line packages, 90-94 

flat packs, 88-90 

printed circuit boards, 84-88 

TO packages, 94-97 
Multicouplers, HF, 158-168 

complex distribution system, 162 

functional description, 161-164 

general description, 159 

major units, 164-168 
Multicouplers, VHF, 168-173 

functional description, 172 

general description, 169 
Multiplex communication system, 149 


P 


Preventive maintenance, 20 
Printed circuit board repair, 84-88 


Radio receiver R-1051/URR, 214-217 
Radio receiving set AN/WRR-=2, 183 
functional operation, 183-185 
power supplies, 188 
tuning system, 185-188 
Radio set AN/URC-9A, 191-195 
controls, 193-195 
functional description, 192 
Radio sets AN/SRC=20, 21, 195-202 
functional block diagrams, 199-202 
modes of operation, 198 
radiofrequency amplifier AM-1565=-URC, 195 
radio set control C=3868/SRC, 198 
radio set AN/URC-9, 197 
Radio transmitter T-827/URT, 209-213 
Radio transmitting set, AN/WRT=2, 175-183 
modulating section, 175-180 
power amplifier and antenna section, 180-183 
power supply section, 183 
RF generating section, 173 
Radio transmitting set AN/URT-23(V), 205-209 
antenna coupler group, 207 
functional block diagram, 213 
general description, 206 
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Radio transmitting set AN/WRT-1A, 188 
antenna coupler, 191 
radiofrequency tuner, 190 
transmitter group, 188 
Receiver-transmitter TT-321A/UX (FAX), 256 
transmitter, 257-259 
receiver, 259 
Resistance tests, antennas, 278 


Ss 


Safety precautions, 18-20 
fluorescent tubes, 18 
safety points, 20 
working aloft, 19 
Satellite communications system, 151 
shipboard terminals, 151 
Satellite communication system AN/WSC-1(V), 
244-254 
antenna group, 201, 254 
functional description, 251-254 
general description, 244-251 
multimodem rack, 250 
Security, 2-10 
classification, 3 
clearances, 4 
command security program, 8-10 
destruction of material, 7 
stowage facility, 6 
transmission of material, 5 
Semiconductor devices, testing of, 117-122 
diodes, 118 
transistors, 119-122 
Sensitivity measurements, radio receivers, 273 
selectivity, 274 
Shipboard teletype systems, 203-232 
audiofrequency tone-shift system, 203 
multichannel teletype system, 204 
radiofrequency carrier-shift system, 203 
radio receiver R-1051/URR, 214-217 
radio transmitter T-827/URT, 209 
radio transmitting set AN/URT-23(V), 205- 
209 
telegraph terminal AN/UCC-1D(V), 217 
telegraph test set TS-2232A/UCC-1C(V), 228 
232 
Signal distortion teletype, 279-287 
bias, 279 
characteristics, 280 
cyclic, 281 
end, 290 
fortuitous, 282 
measuring distortion, 282-287 
peak, 281 
Signal generators, 122-124 


SIMM manual, description of, 50 
block diagram sections, 52-54 
Maintenance Dependency Chart, 54-64 . 
parts list and functional index, 64 

SIMPLEX facsimile system, 257 
simplex RFCS communication system, 140 
soldering, micro electronic equipment, 77-83 
supply requisition forms, 28 


T 


Technical manuals, organization of, 36-50 
changes, 49-50 
front matter, 37 
functional description, 40-42 
general information, 38 
installation, 39 | 
maintenance use, 44 
operation, 
parts list, 45 
troubleshooting, 43 
Telegraph terminal AN/UCC=-1D(V), 217-228 
functional description, 220-228 
Telegraph Test Set TS-2232A/UCC-1C(V), 228- 
232 
Teletype signal distortion, 279-287 
bias, 279 
characteristic, 280 
cyclic, 281 
end, 280 
fortuitous, 282 
measuring distortion, 282-287 | 
peak, 281 7 
Teletype systems, 134-151 
AFTS system, 145-149 
basic principles, 134-139 
multiplex system, 149 
simplex RFCS system, 140 
TTY sets, 142-145 
Teletype systems, shipboard, 203-232 
audiofrequency tone-shift, 203 
multichannel teletype, 204 
radiofrequency carrier-shift, 203 
Radio Receiver R-1051/URR, 214-217 
Radio Transmitter AN/URT=23(V), 205-209 
Radio Transmitter, T-827/URT, 209-213 
Telegraph Terminal AN/UCC-1D(V), 217-228 
Telegraph Test Set TS-2232A/UCC-1C(V), 
228-232 
Test equipment, use of 98-124 
basic measurements, 100-104 
electron tube testing, 112-117 
frequency measurements, 106-111 
power measurements, 104 
safety precautions, 98-100 
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Test equipment — Continued ; Vv 
semiconductor devices, testing, 117-122 
signal generators, 122-124 
standing wave measurements, 105 

TO packages, repair of, 94-97 

Transistors, testing of, 119-122 

Troubleshooting system, 289-295 
correction procedures, 290 
types of troubles, 290-295 


VHF multicouplers, 168-173 
Voice communication systems, 132-134 


TTY sets, 142-145 We 
U 

UHF antennas, 155 Weekly PMS Schedule, 20 

UHF multicouplers, 168-173 Whip antennas, 153 

UHF radio sets, 191-195 Wire antennas, 153 
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YOU CAN HELP 


/ Comments and recommendations received from users have been a major 
\)} an source of textbook improvement. You are invited to submit your construc: 
anes’ tive criticisms and recommendations. Use this cut-out form, writing your 

\\ comments and recommendations in the form letter on the back side of this 


page. Typewrite, if possible, but readable handwriting is acceptable. If 
you want to make a specific point or indicate a technical correction, do so, 
but give the source of your information. This could be the text or refer- 
ence source(s) and page number(s) where it can be found, or a character- 
istic of a piece of equipment which you can identify, or your personal 
knowledge about a matter concerning your rate that is wrong in the texc. 

If you have a difference of opinion as to how a statement is made, pive 

our reason(s) for the difference. If you wish to recommend a di fference 

in style, slant, or depth of treatment of any subject matter, write out 


your point of view in an example. 
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